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PREFACE 


ilroad  signaling  is  a  comparatively  new  art,  and  a 
ly  growing  one,  so  that  its  nomenclature  is  un- 
id  and  its  practices  varied:  and  numerous  changes 

somewhat  radical  nature  are  still  going  on.  The 
lopment  of  scientific  signaling,  as  distinguished 
I  the  earlier  and  empirical  methods  of  controlling 
movements  of  railroad  trains,  has  proceeded  from 
rious  combination  of  motives;  in  some  cases,  from 
enterprise  of  trained  men,  in  others  from  a  press- 
necessity  due  to  expansion  of  business,  and  in  still 
rs  to  the  force  of  public  opinion,  both  the  public 
the  railroad  officer  being  sometimes  actuated  by 
licious  haste.  That  we  are  not  yet  out  of  the 
iition  state  is  no  cause  for  surprise. 

making  a  signaling  dictionary  the  very  first  step 
for  arbitrary  action.  Hand-motion  signaling,  with 
ithout  the  use  of  flags  and  lanterns,  is  excluded, 
ise  those  features  have  no  need  of  the  services  of 
ignal  engineer.  A  "slow-board"  is  a  fixed  signal, 
he  signal  engineer  scarcely  gives  it  a  thought.  On 
>ther  hand,  automatic  bells  at  highway  crossings 
illy  do  not  come  under  the  head  of  railroad  sig- 
for  they  do  not  directly  affect  the  movement  of 
>;  but  the  signal  engineer  does  take  cognizance 
is  class,  because  it  requires  skilled  attention  and 
lally  put  in  his  charge, 
fixed  signals,  which  constitute  the  subject  of  this 

American  railroad  officers  often  make  a  distinc- 
Ar'hich  is  wholly  arbitrary  and.  in  most  cases,  use- 
-that  between  interlocking  signals   and  block  sig- 

The  function  of  a  signal  being  clearly  stated,  the 
sh  nomenclature,  ignoring  this  distinction,  is 
'ly  adequate.  But  to  make  each  collection  of 
ngs  complete  in  itself,  we  recognize  this  distinc- 
and  the  reader  will  find — under  the  two  different 
— different  illustrations  showing  semaphore  sig- 
exactly  alike. 

ler  uses  of  words  are  inexact,  yet  not  troublesome, 
noun  "signal"  usually  means  a  semaphore  signal 
lete,  yet  in  speaking  of  the  movements  of  a 
K  especially  where  there  are  two  arms  on  a  'single 
"signal"  refers  to  the  movable  part  alone.  "Con- 
d  manual"  means  signals  worked  by  hand,  but 
g  the  hand  levers  fitted  with  electric  locks  by 
I  the  man  working  the  signals  is  subject  to  the 
^d,  under  certain  circumstances,  of  the  signalman 
other   station,   and   also   to   control    by   the   train 

through  track  circuits  connected  with  the  lever 
:  but  there  are  now  at  least  three  principal 
:>ns  of  this  subject,  so  that  the  simple  term  "con- 
d  manual"  has  little  meaning  until  it  is  explained. 
■  hides:  (1)  A  system  worked  without  track  cir- 
Or  any  other  means  of  control  by  trains;  (2)  one 
"d  with  a  short  track  circuit  at  each  block  station, 
3)  with  a  track  circuit  throughout  the  length  of 
lock  section. 

ctice  is  more  varied  than  nomenclature;  but  it  is 
o  inconsistent  as  it  seems,  for  with  suitable  limi- 
is  of  the  speeds  of  trains,  supplemented  by  careful 


instruction  of  enginemen,  the  extreme  requirements  of 
the  uniformity  enthusiasts  are  not  absolutely  essential. 
For  example,  thousands  of  miles  of  railroad  equipped 
with  home  block  signals  have  very  few  distant  signals, 
and  this  necessitates  slackening  of  speed  in  snow- 
storms and  fogs.  Many  block  stations  on  single-track 
lines  have  but  one  signal  for  each  direction,  and  both 
of  these  are  supported  on  a  single  post,  opposite  the 
station  office;  but  with  a  rule  requiring  trains  to  ap- 
proach stations  with  speed  under  control,  this  arrange- 
ment is  workable.  On  many  roads  this  and  other 
deficiencies  of  the  block  system  are  overcome  by  con- 
tinuing in  force  the  time-table  regulations.  The  block 
system  is  a  valuable  means  of  safety  even  when  worked 
under  these  modifications. 

Semaphores  have  wholly  superseded  disks  for  sig- 
naling at  yards  and  terminals,  this  for  well-known 
reasons;  but  disks  continue  in  favor  on  a  few  roads  for 
automatic  block  signaling,  and  their  use  is  not  incon- 
sistent with  the  use  of  semaphores.  Likewise,  the  use 
of  semaphores  to  be  inclined  upward  to  indicate  "pro- 
ceed," which  is  coming  into  vogue  in  a  few  places,  is 
not  inconsistent  with  the  old  practice,  with  the  down- 
ward inclination. 

In  those  drawings  which  show  the  color  indications 
used  in  signals  at  night,  "Green  or  White,"  referring  to 
home  signals,  is  to  be  read  in  connection  with  "Yellow 
or  Green,"  referring  to  distant  signals.  Where  green 
means  clear,  yellow  is  the  color  for  caution  in  the  dis- 
tant signal  (with  an  exception,  as  shown).  The  long- 
standing and  general  practice  on  American  railroads 
at  night  is  white  for  clear,  green  for  caution,  red  for 
stop.  The  other  scheme,  green  for  clear,  yellow  for 
caution,  red  for  stop,  has  come  into  favor  within  the 
past  ten  years  (in  England,  green  for  clear  became 
general  nearly  twenty  years  ago).  Signal  engineers 
are  practically  unanimous  in  their  view  that  the  aboli- 
tion of  "white"  lights  for  giving  signal  indications  is 
desirable  everywhere. 

A  few  American  railroad  companies,  on  their  double- 
track  lines,  run  trains  on  the  left-hand  track,  notably 
the  Lake  Shore  &  Michigan  Southern  and  the  Chicago 
&  North-Western.  On  these  the  arrangement  of  sig- 
nals is  like  that  shown  in  the  view,  Fig.  214,  showing 
English  practice,  except  that  the  arms  are  «»n  the  right 
of  the  posts. 

This  work,  like  the  Car  Builders*  and  the  Locomotive 
dictionaries,  is  necessarily  arranged  in  part  like  an 
encyclopedia,  for  on  many  subjects  the  drawings  may 
be  called  the  main  feature  and  the  text  secondary; 
and  in  signaling,  far  more  than  in  these  other  arts,  ex- 
tended explanation  is  necessary  in  connection  with  the 
drawings.  The  reader  will  at  once  recognize  the  pro- 
priety of  the  arrangement. 

The  Supervising  Committee  and  the  Editors  warmly 
appreciate  the  courtesies  of  the  railroad  officers  and 
manufacturers  who  have  furnished  drawings  and  inl\>r- 
mation.  B.  l>.  A. 

New  York,  March,  1!>m8.  R.   H. 


A    BRIEF    RETROSPECT 


The  block  system  was  first  used  in  America  in  18()3 
or  1864,  and  interlocking  about  1870.  Both  had  been 
well  developed  on  the  busy  railroads  of  England,  so 
that  American  railroad  officers  could  find  there  all  nec- 
essary examples;  but,  with  our  lighter  traffic,  progress 
was  rather  slow.  For  many  years  the  Pennsylvania, 
which  in  1872  leased  the  lines  east  of  Philadelphia,  on 
which  the  block  system  had  been  first  introduced,  was 
the  only  road  using  it.  A  few  roads  in  New  England 
began  using  wire-circuit  automatic  block  signals 
about  1871,  but  the  time-interval  rules  were  maintained 
in  full  force,  so  that  the  signals  were  of  little  use  in 
increasing  the  capacity  of  the  railroads.  In  1879  the 
track  circuit  was  introduced,  making  automatic  block 
signals  effective  as  against  the  danger  of  false  clear  sig- 
nals being  given  by  the  accidental  separation  of  a 
train  into  two  parts  (and  incidentally  affording  a  means 
of  detecting  broken  rails),  and  from  that  time  the  use 
of  the  automatic  system  has  progressed  as  fast  as  rail- 
roads have  found  themselves  able  to  make  the  heavy 
investment  necessary  to  install  it.  Automatic  block 
signals  are  now  in  use  on  about  11,000  miles  of  Ameri- 
can railroads. 

Automatic  block  signals  must  work  without  the  care 
of  an  attendant,  and  most  of  them  at  places  remote 
from  a  source  of  power.  They  were  first  operated  by 
a  simple  electro-magnet  (the  enclosed  disk  signal),  the 
parts  being  made  very  light.  To  avoid  the  disadvantage 
of  the  glass  enclosure  the  "clock-work"  was  next  in- 
troduced, this  apparatus  furnishing  power  enough  to 
move  a  disk  exposed  to  wind,  rain,  snow  and  frost. 
Disks,  however,  were  generally  regarded  as  inferior 
to  semaphores,  and  the  next  improvement  was  the 
electro-pneumatic  mechanism,  moving  full-sized  sema- 
phores, which  was  introduced  in  1885.  This  system, 
however,  with  its  air  pipe  the  whole  -length  of  every 
line  which  is  signaled,  is  too  costly  for  roads  with  any 
but  the  heaviest  traffic,  and  it  was  not  until  the  per- 
fection of  batteries  and  electric  motors  capable  of 
economically  operating  full-size  out-door  semaphores 
(with  an  independent  source  of  power  at  each  signal) 
that  automatic  block  signals  became  universally  popu- 
lar. Since  1900  the  electric-motor  signal  has  made  great 
progress.  The  electro-gas  signal  has  come  into  use  to 
some  extent  as  a  competitor  of  the  electric  motor. 

Until  within  the  past  five  years  single-track  lines — 
with  one  exception,  the  Cincinnati,  New  Orleans  & 
Texas  Pacific — made  little  use  of  automatic  signals,  for 
there  are  peculiar  difficulties  on  such  lines.  To  make 
the  signals  efficient  in  preventing  collisions  between 
trains  running  in  opposite  directions  the  controlling 
circuits  must  be  more  extended  and  complicated  than 
are  those  on  double  track,  for  each  of  two  trains  ap- 
proaching each  other  must  set  signals  at  "stop"  against 
the  opposing  train  so  far  in  advance  of  itself  as  to  insure 


that  both  trains  will  receive  stop  indications  in  time  to 
stop  before  meeting.  And,  in  addition,  when  a  train 
finds  a  signal  at  "stop"  it  must  not  proceed,  as  it  would 
on  double  track,  merely  looking  out  for  a  train  standing 
or  moving  in  the  same  direction  as  itself,  but  must 
suffer  considerable  delay  by  sending  a  man  ahead  with 
a  red  flag  or  light,  because  there  is  the  possibility  that 
a  train  may  be  approaching  in  the  opposite  direction. 
In  spite  of  these  difficulties,  however,  automatic  sig- 
nals are  being  installed  in  large  numbers  on  single- 
track  lines  by  some  companies. 

Automatic  signals  reach  their  highest  perfection  in 
such  installations  as  those  on  the  New  York  subway 
and  the  Boston  and  the  Philadelphia  elevated  roads 
where  automatic  stops  are  provided  to  guard  against 
physical  or  mental  disablement,  or  carelessness,  on  the 
part  of  the  engineman  or  motorman.  Because  of  the 
difficulty  of  maintaining  this  auxiliary  apparatus  on 
lines  exposed  to  drifting  snow  and  carrying  a  heavy 
miscellaneous  traffic,  and  also  because  of  the  cost  of 
maintenance  and  the  reduction  in  the  traffic  capacity  of 
the  railroad,  the  automatic  stop  has  not  as  yet  been 
used  except  in  special  conditions  like  those  of  the  roads 
named. 

These  city  lines  of  dense  traffic,  worked  by  electric 
power,  have  also  adopted  costly  inventions,  marking 
notable  scientific  progress  in  signaling,  made  nccos'^ary 
by  reason  of  the  use  of  the  rails  of  the  track  as  con- 
ductors for  the  electric  current  which  propels  the 
trains.  To  work  track-circuit  signals  on  such  tracks 
involves  the  use  of  many  devices  not  used  on  ordinary 
railroads. 

Going  back  now  to  non-automatic  block  signals,  the 
first  extension  beyond '  the  lines  of  the  Pennsylvania 
(except  about  15  miles  on  the  New  York  Central)  was 
on  single-track  lines  west  of  the  Alleghcnies,  where  at 
first  the  "system"  was  little  more  than  a  rather  in- 
formal order  to  telegraph  operators  to  use  thtir  train- 
order  signals  as  block  signals.  A  train-order  sicrnal  is 
ordinarily  employed  to  stop,  for  the  delivery  of  written 
despatcher's  orders,  trains  which  normally  would  pro- 
ceed, regardless  of  the  operator,  on  their  timo-tahle 
rights;  and  the  change  was  simply  to  use  those  signals 
to  stop  every  train,  unless  the  last  preceding  train  had 
reached  the  next  station,  this  fact  being  reported  by 
telegraph  from  the  said  next  station.  But  this,  simple 
as  it  was,  and  though  frequently  suspended  as  regards 
freight  trains,  was  the  essence  of  the  main  feature  of 
the  block  system,  and  the  results  justified  the  practice. 
Block  signaling  is  not  complete  and  satisfactory  with- 
out interlocking  of  all  switches;  nor  without  (li>tant 
signals;  nor  (if  not  automatic)  w-ithout  sufficiently  fre- 
quent stations  to  obviate  the  necessity  of  permissive 
signaling;  but  incomplete  signaling  has  proved  liiglily 
profitable.    The  least  complete  space  interval  sy^^teni  is 


superior,  both  in  safety  and  economy,  to  any  scheme 
of  time  intervals,  with  its  dependence  on  complicated 
rules,  and  the  careful  use  of  flags,  torpedoes  and  fusees; 
on  a  high  degree  of  vigilance  in  conductors  and  flagmen 
and  the  special  skill  of  despatchers  and  station  op- 
erators. 

Since  1898  the  use  of  manual  block  signaling  has 
been  quite  rapidly  extended  throughout  the  country, 
and  it  now  covers  over  40,000  miles  of  road,  besides 
several  thousands  more  on  which  the  protection  is  less 
complete.  This  manual  signaling  is  on  lines  which  carry 
a  considerable  traffic,  but  which  yet  are  not  profitable 
enough  to  justify  the  initial  expenditure  necessary  to 
install  automatic  signals.  But  as  fast  as  automatics 
can  be  afforded  many  companies  are  substituting  them 
for  the  other  system;  for,  once  installed,  their  opera- 
tion, requiring  no  signalmen,  is  much  less  costly. 

This  statement  is  not  true,  however,  of  the  main  lines 
of  the  New  York  Central  and  the  New  York,  New 
Haven  &  Hartford,  where  (as  well  as  to  a  slight  extent 
elsewhere)  there  are  manual  signals  with  ''control'* 
apparatus — electric  locks  enabling  one  signalman  to 
prevent  errors  by  another.  With  this  safeguard  and 
with  continuous  track  circuits  as  an  auxiliary  control, 
we  have  the  highest  present  development  of  visual  sig- 
naling. With  automatic  signals,  enginemen  will  occa- 
sionally be  careless  because  they  are  not  watched,  and 
with  the  simple  manual  system  signalmen  sometimes 
blunder;  but  with  the  "controlled  manual"  the  presence 
of  the  signalmen  keeps  the  enginemen  vigilant  and  the 
machinery  is  an  efficient  check  on  the  signalmen. 

From  the  beginning,  in  1870  or  1871,  interlocking 
made  slow  but  sure  progress.  In  the  large  passenger  ter- 
minals it  was  soon  seen  to  be  an  absolute  necessity,  be- 
cause without  it  the  excessive  cost  of  the  wages  of  sig- 
nalmen at  detached  switches,  the  danger  of  collisions 
due  to  imperfect  hand-signaling  and  to  fog,  and  the 
intolerable    delays    necessary    to    guard    against    these 


dangers,  often  put  a  serious  embargo  on  traffic.  The 
question  of  interlocking  thus  was  largely  one  of  economy 
rather  than  of  safety,  and  the  improvement  was  intro- 
duced mainly  at  terminal  yards  and  junctions  and 
crossings.  (At  crossings  it  economized  time,  fuel  and 
wear  by  making  unnecessary  the  stop  for  every  train 
formerly  required  at  all  grade  crossings).  But  as 
speeds  of  trains  increased  interlocking  was  found 
useful  at  all  stations  where  much  switching  was  done, 
for  it  obviates  the  slackening  of  the  speed  of  fast  trains, 
and  our  best  lines  now  have  interlocking  for  all  their 
busiest  stations. 

Power  operation  of  switches  (and  signals)  familiarly 
termed  "power  interlocking"  came  into  use  with  electro- 
pneumatic  block  signals.  Following  this,  machines 
working  wholly  by  electric  power  were  tried  as  soon 
as  electric  motors  were  sufficiently  developed,  and  the 
"low-pressure"  pneumatic,  with  no  electric  apparatus, 
came  soon  after.  The  "all-electric"  did  not  come  into 
general  use  until  about  1900;  but  it  has  now  supplanted 
the  "all-air."  At  small  isolated  plants  it  is  economical 
because  of  the  simplicity  of  the  engine  (gasoline)  and 
generator  necessary  to  produce  the   electric  current. 

This  book  is  not  a  history;  and,  indeed,  much  of  the 
best  history  in  this  field  is  too  recent  to  be  satisfac- 
torily written;  but  the  foregoing  paragraphs  will  serve 
to  give  the  reader  who  is  not  familiar  with  the  subject 
some  idea  of  the  reasons  for  the  existence  of  the  exten- 
sive and  varied  art  which  is  illustrated  in  the  following 
pages.  Signaling  now  engages  the  attention  of  the 
best  engineering  talent  on  all  the  best  railroads.  The 
signal  manufacturing  companies  of  the  country  employ 
millions  of  capital,  and  their  engineers  have  met,  and 
are  meeting,  innumerable  abstruse  and  intricate  prob- 
lems, with  brilliant  success.  American  signalmen  have 
accomplished  both  progress  and  economy,  and  new 
economies  are  still  being  effected. 


DIRECTIONS 

FOR    USINO 

THE    SIGNAL    DICTIONARY 


To  find  the  meaning  of  a  given  word  or  term,  refer  to  it  in  tlie  alphabetical  list, 
which  constitutes  the  first  part  «.»f  tlu-  Ix^ok,  wIutc  will  be  fount!  an  ordinary  dictionary 
definition  and,  where  the  subject  is  capable  of  illustration,  a  reference  to  s«»nie  en- 
graving in  the  second  part  of  the  book.  The  reforenoe«i  to  the  enj;ri"avinKs  are  usually 
by  figure  nuniber^.  but  in  the  ca>e  of  a  detail  (which  may  ai)pear  in  a  nutnber  of 
drawings)   a   detail   letter  ..r  number  is  used. 

To  find  the  name  of  any  part  f»f  a  sij^nal  nr  >i^nal  niei'hanism  nr  apparatus,  ex- 
amine the  Index  t«>  l-'npravin^js,  dm  tlie  pa^e>  ininuMJialely  precedinj^^  the  illustrated 
pages,  looking  f'^r  the  class  in  which  the  object  looked  for  belon;r.s.  P,ear  in  niiinl 
the  general  divisions  of  tJie  classification  «»f   l''nf^^ravinLr>,  namely: 

SIGNAL   INDICATIONS;    BLOCK    SIGNALS;    HIGHWAY 
CROSSING   SIGNALS;   INTERLOCKING;   ACCESSORIES. 

Having  found  ilie  riv<ht  class,  and  the  enj^rax  invj  >«»n^]it  for,  tiie  name  will  In- 
found  cither  underneath  the  dra\vin>;  or  in  the  acconipanyin^jj  (Ic^criptive  matter 

In  the  illustraiions  an  asterisk  ( '♦' )  before  ilie  figure  numlx-r  indicate^  article-  wliich 
are  obtainable   fr«>ni   a   number  <»f  dirt'ereni   mannfacinrers. 


USE  OF  THE  BLOCK  SYSTEM  IN  THE  UNITED  STATES. 


TAIILH.   PUIILISHED  BV  THE   INTERSTATE  COMMERCE  COMMISSION.    JANUARY    1,    1908,    SHOWING    THE    AGGREGATE 

LENGTH  or  LINES  OR  PARTS  OK  LINES  OF  RAILROADS    IN  THE   UNITED  STATES  ON   WHICH 

THE   BLOCK  SYSTEM  IS  IN   USE   (MILES  OF  ROAD). 

Non-automatic  Tutal  inilfs 


Automatic  block  signals,  miles. 


block  signals,  miles. 


;{.l 


I7n..s 
A.  a 


1.0 


Single 
Names  of  railroads.  track. 

Ann    Arbor 

Atchison  &  Eastern  Bridge 

Atchison.  Topi'ka  &   Santa  I'v 

Atlanta  &  West  Point 

Atlantic   Coast    Line 

Baltimore    &    Ohio 11.2 

Baltimore  &  Ohio  Southwestern 

Baltimore  &  Sparrow'.s  Point 

Bessemer  &  I^ke  Erie^ 

B>«ston  &   Maine 

Buffalo.    Rochester  &   Pittsburg 

Caldwell  &  Northern 

Can  (l.n    Interstate 

Central   of   (leorgia 

Central   of    Now  Jersey 

Central    X'ermont 

ChcsafKrakc  &  (Jhio 

Chicago  &  Alton 

Chicago  &   Eastern   Illinois 

Chicago  &  Northwestern 

Chic.'igo  &  Western   Indiana 

Chicago,  Burlingtun  &  Quincy 

Chicago  Great  Wt.stt rn 

Chicago,  Milwaukee  &  St.   Paul 

Chicago.  Rock  Island  &  Pacific 

Chicago,  St.   Paul,  Minneapolis  &  Omaha 

Chicago  Terminal  Transfer 

Cincinnati  &   Muskingum   \alley 

Cincinnati,  Hamilton  &  Dayton 

Cltveland,  Akron  &  Columbus 

Cornwall  &  Lebanon 

Cumberland  &  Pennsylvania 

Cumberland   \'alley 

l)aven[>ort.   Rock  Island  &  Northwestern 

Delaware  &  Hudson 177.2 

Delaware.   Lackawanna  &  Western 1.4 

Erie    

Chicago  &  Erie 

New  Jersey  &  New  York 

Now  S'ork.  Susquehainia  &  Wcst;.Tn  and 

Wilkesbarre  &  Eastern 

Cirand  Rapids  &  Indiana 

lirand  Trunk  Railway   System: 

International  boundary   to    Black    Rook 
Junction    

Atlantic   8c   St.    Lawrence 

Grand  Trunk   Western 

Michigan  Air  Lino 

Detroit.  Grand   Haven   Sc  Milwaukee 

Chicago,      Detroit      &     Canada     GVand 
Trunk  J  unction 

St.   Clair  Tunnel 2.0 

(irand    Rapids   Terminal 

Great    Northern    6.2 

Hocking    Valley 

Illinois    Central 2x.o 

Iowa  Central   

Kentucky  &  Indiana  Bridge  &  Railroad  Co 

Lackawanna  &  Wyoming   \'allcy 

Lehigh    Valley^ u.l 

Long    Island 4.0 

I^misville   &    Nashville 7.0 

Maine    Central 02. .3 

Missouri  Pacific 126.0 

Mobile  &  Ohio 

Monongahela   o..'> 

Mnnongahela  Connecting 

Nashville.  Chattanooga  &  St.   I^niis 

New  York  &  Long  Branch 

New  York  Centrjii   Lines: 

New  York  Central  &   Hudson   River 

Bostcm  &  Albany 

M ichigan    Central 

Lake  Shore  &  Michigan   Southern 

Cbveland.    Cincirniati,    Chicago    &    St. 

Louis    

Lake  Erie  &  Western 

Pittsburgh   &   Lake    Erie 

Chicago.    Indiana   &    Southern 


Two  or 
more  tracks. 


\    St. 


New  York,  New  Haven  &  Hartf:i<l.. 

New    ^'o^k,  Ontario  &  Western 

Norfolk    &    Western 

Northt  111    Pacific 

Peiiiisylvania     Railroad 

Pennsylvania    Coinjiaiiy 

Pitt««burgli.    (.Micinnali.    Cliica««i 
Loiii>     

Phil,'!<lelphia.    Baltimore    vV:    Washington. 

N«»rtlifni    I  eiitial 

West   Jersey  \-  Sia«'liore 

Pciiri  1  \   ]'i  kin    I  'nioji 

Peie    Marnuetle 

Phihulelphia   &    Kiadinu' 

.\tlantic     City 

Northeast     Pennsylvania 

Perkiomen    

Philadel[»hia   &•    I'rankford 

Philadel|«hia.   Newton  \-   New   York.... 

Reading   &    Coliunbia 

Oueeii   &  Creso'iit   Pt)ute: 

.\lahnma  Great   .Southern 

Cincinnati.    New   Orlran-  &-   Texas    Pac. 

Richmoir»l,   Fredericksburg  &    Potomac 

St.  Louis  &  San   l'*rancisco 

St.  Louis  .Merchants  Bridge  Terminal.... 
San  I'edro,  L«)s  .\n^cles  \  Salt  Lake.  ... 
Seaboard    .\ir    Line 


23, S 

\.l 
li.U 

17.  S 


n.l 


4.'..r> 

272.1 


17:».4 


141.1 

loa.r. 

tfoO.l 

7.5 

3fl.:i 

7.9 

3S.0 

152.1 

6.4 

5.4 


230.4 

465.1 

78.6 

10.5 


62.0 


456.4 
68.0 

"  29.2 

23.9 

4.7 


38.0 

143.6 
171.2 
272.0 
490.6 


140.1 
2.0 

228. .S 

102.!» 
20  .'i 
l.'..o 

2:^7. 1 
00.2 


33. (» 


.•<30.| 

Srt.T 

1.0 


Total. 


311.4 
107.1 
606.1 

7.5 
36.3 

7.9 

43.9 

153.1 

6.4 

5.4 


407.6 

466.5 

73.0 


2.0 


267.9 


470.5 

72.9 

7.0 

91.5 

149.9 

4.7 

0.5 


38.0 

143.0 
171.2 
272.0 
409.6 


140.1 

2.0 

251.0 

134.S 

;<0.4 

18.9 

237.4 

108.0 


33.0 

'oV.-i 


6.1 

343.4 

SO.  7 

4.8 

2.0 


45.fi 
"2.S.4 


Single 

track. 

1.0 

.4 

1.144.3 


527.0 
222.9 

8.7 

Vol.  2 

308.6 

2.1 

16.r» 

50.1 

l,194.h 
;551.4 
109.4 

2,354.9 


8,289.1 
264.2 

4.167.0 
752.0 
591.6 


114 

73.0 

1 1.0 

8  3 

4.3 

18.8 

40.6 

.6 

043..^ 

240.4 
26.1 


0.7 
165.1 

7.0 
105.6 
185.5 

54.7 

1 .  i 

252.1 

74.7 

783.9 

27.8 

7.2 

1.0 

095.6 

'  '4*45.5 

'  226.6 
42.4 


89. 8 


1.734.4 

'  984  4 
950.3 

582.8 
9.7 
28.5 
10.7 

395.0 

1,500.7 
886.6 

1.084.4 
216.4 

6(j3.7 

20.2 

287.2 

51.6 

6.2 
29.3 
9JH,2 
23.5 

1.7 
:<s.x 


0  > 
331.3 


Two 

or  more 

tracks. 


H27.5 

6.0 

62.4 

689.1 

50.7 

3.0 

84.9 

123.0 

113.3 


1.').0 


288.2 
37.9 
57.5 

228.5 
19.8 

523.4 
26.8 

.385.4 

118.6 
64.1 


27.9 
8.0 

13.7 
3.0 

10.1 
1.1 


623.9 
8.4 


20.7 
2.2 


323.9 


3.4 
2.4 

54.8 
22.7 

38.8 


3.3 


4.n 
7.2 


953.6 

2.9 

19.1 

43.0 

290.2 
8.9 
2.9 

280.9 

205.5 
224.9 
903.0 
544.1 

485,9 

187.0 

125.0 

20.1 

0.5 


10.5 
M 


T»)tal. 

l.o 

.4 

1,471.8 

6.0 

589.4 

912.0 

59.4 

3.0 

186.1 

123.0 

421.9 

2.4 

10.  •» 

65.1 


1.5 

1.483.0 
3^9.3 
226.9 

2.583.4 
19.8 

8,812.5 
291.0 

4,553.o 
870.0 
655.7 


11.4 

100.9 

19.0 

22. o 

7.3 

28. 9 

41.7 

.6 

1,267.4 

248.8 

26.1 

20.7 
2.2 


0.7 
165.1 
33O.0 
105.6 
189.0 


252.1 
74.7 

7.»*3.9 

27..H 

10.6 

3.4 

7.50.4 
22.7 

484.3 

229.9 
42.4 

' ' '  V.o 
97.0 


2,688.0 

2.9 

1.003.5 

9!»3.9 

873.0 
18.0 
31.4 
10.7 

075.9 


1,712.2 

1.111.5 

1.9>7.4 

7011.5 

1.0**0.0 
207.2 


12.r 
20.:; 
223  3 


1.7 


(Contiiiiu-d    on 


2H1.1 
following    page.) 


20.7 
2.2 


0.7 
165.1 
.330.0 
105.6 
IhO.i) 

57.4 

2.0 

1.5 

.V20.3 

74.7 

1,051.8 

27.8 

10.6 

3.4 

1.220.9 

95.0 

491.3 

91.5 

370.8 

47.1 

0.5 

4.0 

97.0 

38.0 

2.831.6 

174.1 

1.275.5 

1.493.5 

873.0 
1^.0 

171.5 
is. 7 

927.5 

134.8 
1,742.0 
1,130.4 
2,224..s 

80H.5 

l.noo..s 

2  40.2 

430.5 

171.0 

12.7 

35.4 

500.7 

I10.2 

0.5 

38.3 

2.0 

7.7 

35.7 

47.1 
33:;. 0 


1.1 
210.1 


230.1 
436.5 


0.7 
165.1 
3.30.9 
105.6 
189.0 

57.4 

2.0 

1.5 

6,168.0 

338.5 

5,598.1 

.394.4 

20.0 

22.0 

l.lil.O 

392. o 

3,775.  n 

910.0 

5,212.0 

825.0 

53.0 

55.0 

1,236.5 

.38.0 

2.843.5 

352.3 

1.275.5 

1,493.5 

1.702.7 

827.0 

190.7 

301.4 

2.029.2 

402.S 

l.h20.:< 

4,075.5 

X,lft4.(» 

1.3<»5.4 

1.4nS.5 

040.7 

440.0 

201.1 

10.7 

1.917.5 

840.0 

152.0 

25.0 

38.3 

2.0 

22.2 

53.;J 

200.5 
:;35.o 

4.707.2 

0.0 

l.<'0ii.4 

2.4;:o  5 


operated 

Per  cent. 

by  com- 

operated 

pany   (pas- 

under 

Total. 

senger 

bliMrk 

all  kinds 

lines). 

system. 

1.0 

292.0 

.4 

.4 

100.0 

1,492.0 

7,480. :i 

19.9 

6.0 

87. «» 

14.5 

589.4 

4.181.0 

14.1 

1,054.8 

2.904.5 

3.5.6 

59.4 

981.0 

6.0 

3.0 

4.7 

63.5 

180.1 

210.0 

86.2 

302.1 

2.238.0 

13.0 

421.9 

421.9 

100.0 

2.4 

23.5 

10.2 

16.0 

30. 0 

53.3 

65. 1 

1.913.0 

3.4 

212.4 

475.8 

44.6 

1.5 

403.3 

1.483.0 

1,670.7 

88.8 

7011.7 

904.2 

77.5 

334.0 

693.0 

49.5 

3,189.5 

7,697.7 

41.4 

27.:< 

27.3 

100.0 

8.848.8 

8,968.2 

98.7 

298.9 

735.0 

40.7 

4.596.9 

6,550.2 

70.2 

1,023.7 

0,679.8 

15.3 

662.1 

1,480.5 

44.5 

5.4 

441.1 

11.7 

11.4 

148.4 

7  7 

HK).9 

907.0 

11.0 

19.0 

177.4 

10.7 

22.0 

22.0 

100.0 

7H 

IM.'A 

23.3 

28.9 

103.2 

17.7 

41.7 

41.7 

100.0 

408.2 

743.9 

ftl.g 

466.5 

8.59.2 

54.3 

1,341.0 

1.744.6 

77.0 

248.8 

248.8 

lOO.O 

36.0 

51.8 

70.0 

8.0 
0.5 


lOO.O 
100.0 
100.0 
100.0 
100.0 

100.0 

100.0 

100.0 

5.2 

22.1 

18.8 

7.0 

58.0 

15.0 

100.0 

24.4 

13.0 

10.1 

7.3 

9.6 

0.9 

8.0 

7.8 

100.0 

90.5 
49.4 

100.0 

100.0 

49.5 
2.:i 
00. o 
6.0 
40.4 
27.3 
95.3 
22.7 
09.8 
00.5 

77.8 

37.1 

!»7.8 

59.0 

70.0 

1.8 

65.3 

72.1 

25.1 

100.0 

1 00.0 

34.7 

67.i> 

16.2 

99.4 

100.0 

8.1 

69.0 

*  8.6 


BLOCK  SIGNAL   MILEAGE— Continued 


Automatic  block  signals,  miles. 


Single 
Names  of  railroads.  track. 

Southern    

St.  Louis- Louisville  Lines 

Southern  Illinois  &  Missouri   llridgc 

Southern  Pacific- Atlantic  System: 

Texas  &  New  Orleans 106.7 

Louisiana  Western   103.6 

Morgan's  Louisiana  &  Tcxa<: 04.4 

(lalveston,  Ilarrisburg  &  San  Antonio. .         39.5 

Southern   Pacific — Pacific  System 1,021.0 

Staten   Island   Rapid   Transit 1.3 

Terminal  Kailroau  Association  of  St.  Louis 

LTlster  &  Delaware 25.0 

Union    

Union    Pacific 81 9.5 

Oregon  Short  Line 1 76.8 

Oregon  Railroad  &  Navigation  Co 207.0 

Vandalia   

Wabash    

Wabash   Pittsburgh  Ttrminal 

Washington   Southern ". . . 

Wisconsin    Central 

Total    4.363.5 


Two  or 
more  tracks. 


132.0 
7.0 
6.0 

0.6 
350.0 


10.6 
4.8 


19.6 

4.8 


Non-automatic 
block  signals,  miles. 


216.6 
1.726.7 


^ 

Single 
track. 

Two 
or  more 

Total. 

tracks. 

1,388.8 

205.2 

148.6 

1.0 

4.6 

106.7 

103.6 

04.4 

30.5 

1,753.0 

102.3 

8.3 

8.0 

11.7 

6.0 

l.l 

25.0 

0.6 

2.4 

1.178.5 

11.1 

176.8 

207.0 

22.0 
113.8 


34.2 
4.4 


6.430.5         10,803.0         38.517.0         0,358.'; 


Total. 
1,504.0 
149.6 


102.3 

20.6 

1.1 

"  2.4 
11. 1 


238.6 
1.S40.5 


34.2 
4.4 


47,875.' 


^Manual    block    system    on    8.0    miles    used    exclusively    by  freight  trains  not  shown  in  this  table. 

'Automatic  signals  in  addition  to  telegraph  block  on  6.6  miles. 

'Automatic   block  signals  on    16.3   miles   used   exclusively   by   freight  trains  not  shown  in   this  table. 


Total, 
all  kinds. 
1,504.0 

140.6 
4.6 

106.7 

103.6 

04.4 

30.5 

1,855.3 

28.0 

7.1 

25.0 

3.1> 

1.180.6 

176.8 

207.0 

238.6 

1,860.1 

4.8 

34.2 

4.4 

58,078.7 


Total  miles 
operated    Per  cent, 
by  com-     operated 
pany  (pas-    under 
senger        block 
lines).       system. 
0,020.6  26.9 

515.7  29.0 

4.6  100.0 


438.7 

140.3 

282.0 

1,275.5 

5,766.8 

28.0 

12.6 

126.3 

7.4 

2.917.0 

1,368.9 

1,248.6 

796.7 

1,987.1 

63.5 

84.2 

783.2 

151,455.2 


24.3 
73.9 
33.5 
3.1 
32.2 

100.0 
56.3 
19.8 
40.5 
40.8 
12.9 
23.8 
30.0 
93.6 
7.4 

100.0 
0.5 


The  columns  headed  "Two  or  More  Tracks"  inchide 
a  few  lines  of  road  on  which  there  are  three  main 
tracks,   and   the   following   lines   of   four-track: 

.MILES  OK   FOUR-TRACK   RAILROAD. 

.Automatic  Manual 

block  sitcnals.    block  signals. 

Ualtimorv  &  Ohio 18 

Boston  &   .Mbany 10 

Central  of  New  Jersey 30 

Delaware  &  Hudson 17  ... 

Erie   14 

Illinois  Central  12  ... 

Lake  Shore  &  Michigan   Southern 12o 

Lehigh    X'alley    11 

New   York  Central   &   Hudson    River 15  306 

New   York.   New   Haven  &   Hartford 62 

Northern  Central l*i 

Pennsylvania  188  200 

Pennsylvania  Lints  west  of  Pittsl.urKh.  . . .  3^  31 

Philadelphia,   Haltimore'&  Washington .  21  11 

Philadelphia  &  Reading 16 

Wltsburgh  &  Lake  Eric 31 

520  646 

Certain  roads  which  do  not  appear  in  the  foregoing 
table  have  block-signaled  lines  as  follows: 

.Automatic  Nfanual 

milss  of  road,    miles  of  road. 

Boston  h  levatcd    0.r» 

Dofton,  Revere   Beach  &   Lynn 13.2 

puluth,  South  Shore  &  .Atlantic 4.2 

Hpdson  &  Manhattan  (Hobcken  and  New 

Yoric)   3.0 

Imerburough   Rapid  Transit   iNcw   Yt>rk 

City) 1  S.5 

•jorthwesitern    Pacific    (.North    .Shore)....         10.<' 

jJUadflphia  Rapid  Transit 5.0 

rhuadclphia  &  Wtstern 11.5 

From  data  given  in  the  government  report  it  ap- 
pears that  on  40,(>4l)  miles  of  line  worked  by  manual 
block  signals  (out  of  the  total  of  47,W»  miles)  the  sig- 
naling is  regulated  by  the  use  of  the.  Morse  telegraph; 
on  3,2)^7  miles  it  is  done  by  means  of  telephones;  on 
^^*  miles  by  electric  bells;  on  about  2,4no  niilcs  by 
wntrolled  manual  apparatus,  witlunu  track  circuits; 
^"  "27  miles  by  controlled  manual  apparatus,  with 
track  circuits  at  stations;  on  '212  miles  by  controllt'd 
'"anual  apparatus,  with  track  circuits  contiuuniis 
ihroiiprjiQut  the  block  sections,  and  nu  2'M  miles  by 
the  electric  train  staflf. 

The  principal  roads  using  tolophones  for  block  sig- 
naling are  the  Atchison,  Topcka  &  Santa  Fe.  \A'-\S  miles 
^'ncliuling  some  double  track);  Cliicago,  liurlington  Sc 
Quincy,  753  miles  (including  sonu-  d(»ubK'  track);  Illi- 
"^'s  Central.  7(59  miles;  Michigan  Central.  ilS  milis; 
'^fnn.sylvania,  203  miles  (including  some  rjonble  track); 
»Vest  Jersey  &  Sea  Shore,  29  miles  (all  double  track). 

The  principal  road  using  electric  bells  (not  con- 
trolled manual)  is  the  Rrie.  on  which  there  are  122 
tn^les  worked  in  this  way.  including  both  (h.uble  track 
and  single  track  lines.  Other  lino  are  the  L"n«  l-land. 
the  Pennsylvania  and  the  Wabash. 


The  principal  roads  using  controlled  manual,  with 
no  track  circuits,  are  the  Chesapeake  &  Ohio,  147 
miles;  Chicago  &  Eastern  Illinois,  (59  miles;  Chicaga, 
Burlington  &  Quincy.  1,2.V2  miles;  Illinois  Central,  701) 
miles.     Nearly  all   of  this  mileage   is   single   track. 

The  roads  using  controlled  manual,  with  track  cir- 
cuits at  the  stations,  are  the  Chesapeake  &  Ohio,  92 
miles;  Chicago  &  Alton.  19  miles;  Long  Island.  S.Q 
miles;  New  York  Central  &  Hudson  River,  373  miles; 
New  York,  New  Haven  &  Hartford,  229  miles. 

The  roads  using  controlled  manual,  with  continuous 
track  circuits,  are  the  Chesapeake  &  Ohio,  29  miles; 
Chicago,  Burlington  &  Quincy,  (U  miles;  New  York 
Central  &  Hudson  River,  7o  miles  (234  miles  of  track); 
Pennsylvania,  14  miles.  The  electric  train  staff  is  in 
use  on  2(>  rt)ads,  but  only  five  of  these  have  more  than 
10  miles  each.  These  live  are  the  Atchison,  Topeka  & 
Santa  Fe,  lil  miles;  Chicago  &  Alton,  18  miles;  Great 
Northern,  15  miles;  Southern  Pacific,  101  miles;  Union 
Pacific.  11  miles. 

The  loo  roads  on  which  manual  block  signals  are  in 
use  report  the  number  of  block  signal  staticjns  as  9,4:W. 
and  2.()00  of  these  stations  (on  (12  roads)  are  closed  part 
of  the  time.  .Among  the  roads  which  do  not  report  any 
block  stations  as  being  closed  a  part  of  the  time  are  the 
Illinois  Central;  the  New  York,  New  Haven  '&  Hart 
^ord;  the  Pittsburgh.  Cincinnati,  Chicago  &  St.  Louis, 
and  the  Vandalia. 

The  following  mileage,  reported  by  the  roads  named, 
is  given  as  being  worked  by  the  block  system  for  pas- 
senger trains  only: 

Buffalo.    Rochester   &    F*ittsburgh..  .      422   miles 
Michigan    Central    l.^HKi       " 

On  the  followitig  sectiotis  of  single-track  road  the 
block  system  (manual)  is  used  only  f«»r  the  protection 
of  trains  from  rear  collisions: 

Chicago,    Burlington    &   Quincy. 

Michigan    Central    

.Missouri    Pacific    

Norfolk    &    \Ve>tern   

Northern    Central    

Waha^li     

On  2-MJMI  miles  of  ri»a(l  worke<l  by  the  manual  bh.ck 
system  nio^t.  i»r  all,  i*\  the  bl«»ck  >tations  have  but  one 
signal  each  fur  nn)vi'nient>  in  each  direction.  'Vh\< 
signal  is  usually  fixetl  oi)pnsite  the  station  (.>ftice.  and 
trains  ordinarily  are  allnweil  to  pass  a  signal  indicating 
"stop"  ^ufticiently  far  to  >top  the  car**  at  the  staiicm 
platform.  About  M.«i«»o  niile>  <»f  the  line-  here  referred 
to  are  (h.juble  track. 
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Unlnclosed 

Inclosed  disks. 

Normal 
clear. 

mites  of 
track. 

Normal 
danger, 
mites  of 
track. 

Total  au 
sigt 

Miles  of 
road. 

tomatte 
als. 

Nuniw  of  railrondtf. 

disks  ("clonk- 
work"). 

Electro-pneu- 
matic. 

Electric  motor. 

Miles  of    Miles  of 
road.        track. 

Electro-gas. 

Miles  of  Miles  of 
road.  ;  track. 

Mites  of 
road. 

Miles  of 
track. 

Mikwof 
road. 

Miles  of 
track. 

MUcBof 
road. 

Miles  of 
track. 

Mites  of 
traek. 

AlaliHina  Great  Soothera 

14.5 

14.5 

31.1 
15.6 

31.1 
3L2 

46.6 

4a4 

173.4 

12.6 

3118 

.112.7 

4316 

135.8 

•  2ia6 

l,22a5 

15.0 

75.8 

15.8 

45.6 

20.2 

86.7 

142.8 

171.2 

178.5 

212.4 

311.4 

107.1 

G06.1 

7.5 

36.3 

7.9 

2.0 

43.9 

153.1 

6.4 

5i4 

328.4 

407.6 

456.5 

V3.6 

3a5 

68.2 

261.3 

49a6 

47a5 

72.9 

108.6 

7.0 

91.5 

272.0 

149.9 

17 

a  5 

914 

ia5 

38.0 
143.6 
251.  G 
1318 

18.:. 
18 

18.9 
^♦T.O 
17ti.8 
ZVI.  4 
1&S.0 

e.i 

2.<i 

fc35«.7 

33.0 

7.7 

140.1 

7.2 

41.2 

;         .17 

i            2.0 

'■        1.1 
l(i 

1,75:1.0 
H.A 

lao 

r..o 
ion.  7 
2:>  0 

0.() 
1,17«.6 
19.6 
18 
91.2 
6.f, 

4&0 

Atchlaon,  Topeka  A  Santa  Fe 

4.6 
86.7 
9.5 

lao 

1.3 

9.2 
173.4 
9.5 
40.0 
3.1 

10.4 

Atlantic  City 

173.4 

BaltiiDoro&Ohio..: 

39.1 
38.0 
147.7 
163.3 
311.4 
98.4 

76.2 
67.8 
27a  0 
318.6 
1U5 
106.8 

94.2 
1.1.0 
K.9 

ia4 

•i»4' 
36.0 
17.8 
38.0 

361.5 
66.0 
19.4 
38.0 

316.7 

2711 

Boston  A  Albany 

120.2 
2a6 

247.0 
41.2 

38a8 

Bo«ton  &  Maine. 

332.1 

Central  ot  Now  Jency 

20.7 

116.0 

472.6 

Chl^igo  A  Alton 

4S2^i 

Cbioaio  A  Eastem  Iliinoit 

&7 
509.8 

13.8 
•1,216.9 

2iaii 

Chicago  A  Ndrthwestcm 

1 

6.3 

1^6 

1  229  5 

7.5 
3.9 
7.6 
2.0 
34.7 

145.0 
6.4 
1.2 

228.S 

•  15.0 
.^.9 
15.8 
10 
69.4 

39ao 

13.8 

2.4 

281.6 

15iO 

Chlca^i  Burlington  A  Qoincy 

::::::::i::::i::: 

26.9 

53.8 

5l5 

22.0 

3.9 

79.7 

Chicago  Great  Western.". . . . .' 

15.  K 

Chicago,  Indiana  A  Soathem 



10 
13.5 

10 

Chicago!  MUwaokoe  A  St.  Paul 

5.7 
7.9 

9.0 
15. 0 

:::::::::: 

.T5 

a2 

3.5 

as 

6S.4 

306.2 
12.8 

las 

882.9 

81.9 

Chicago.  Rock  Island  A  Padflo 

305.3 

Chicago,  St.  Paul.  Minneapolis  A  Omaha. 

... 

12.8 

Chicago  Terminal  Transfer 

1.0 
56.1 
37.8 
ILO 

2.0 
56.1 
75.6 
2a6 

3.2 

6.4 

lag 

Cindmiati.  New  Oileans  A  Texas  Pacific. 

3ft.O 

30.0 

5.0 
360.8 

ao 

001.6 

L8 

«n.2 

■  "i75.'6* 

3817 

Delaware  A  Hudson 

677  2 

Delaware,  Lackawanna  A  Western 

446.5 

73.6 
37.8 

897.1 
176.6 
37.8 

917.7 

917.7 

Erie '. 

..  .".'. 

175.6 

Galveston.  Harrisbnijg  A  San  Axitonlo. . . 

1.7 

68.2 

25.9 

5.1 

282.8 

1.7 
13a2 
63.6 

ia2 

5fia2 

39.5 
127.0 
373.6 
7216 

39.5 

Gfsat  Northern 

3.2 

151.5 

565.2 

083.1 

10 

13a2 

Illinois  Central ' 

Ti'o 

319.0 
198.6 
72.9 
103.6 
7.0 
91.5 
174.7 
149.9 
47 

a5 

914 

ia5 

38.0 
1213 
18.9 

146.8 
7114 
4017 
140.2 
103.6 
7.0 
13a  7 
.349.4 
173.8 
9.5 
a  5 
914 
31.0 
76.0 
277.6 
36.5 

157.4 
175.6 
111 

3117 
585.2 
28.2 

525.1 

Lake  Shore  A  Michigan  Southern 

l,30a8 

Lehigh  v»ii^ ~ 

983.1 

liOnc  Island .' 

145.2 

103.6 

7.0 

12a  7 

5410 

173.8 

9.5 

0  5 

914 

149.2 

Louisiana  A  Western 

^ 

108.6 

Louisville  A  Nashville 

7.0 

Maine  Central 



12a  7 

Vich<Riin  Central  , ,    ^ 

97.3 

1916 

544.0 

If l^afnirl  Pacific    .   . 





173.6 

Mobile  A  Ohio 



9.5 

If  nnnngahela 

... 

.......... 

0.5 

94.4 

NcWJersey  A  New  York 

'.'.'.v'.v.y. 

21.0 

21.0 

New  York  A  Long  Branch 

.    76.0 
316.2 
479.9 
337  7 

37.0 

76.0 

New  York  CentraT  A  Hudson  River 

n.2 

64.2 

22.4 

12&4 

8.1 

16.2 

316.2 

New  York,  New  Haven  A  Hartfoid 

168.5 
134.8 

316.0 
337.7 

479.9 

New  York,  Ontario  A  Western 



237.7 

Norfolk  A  Western 



18.5 

37.6 

6.7 

8.4 

37.0 

Northeast  Pennsylvania 

4.8 
3.0 
2.0 
22.3 
4.5 

6.7 
4.5 
2.0 

C..7 

Kortht'T"  r^inr 

11.4 

22.8 
205.0 
1515 

11.4 

2711 

2.9 

15 

6.6 

25.5 
•37.0 
17G.h 
ic55.0 
2711 
6.1 

33.9 

Oregon  Railroad  A  Navigation  Co 

295.0 

2^»7. 0 

Oregon  Short  Line T. i 

22.3 

'*83t'6* 

154.5 
5.7 

108.0 
2.9 

■ 

17C.» 

Pennsylvania 

1 

9.0  1    227.2 



K.Vi.  0 

I'consylvania  Company 

' 

274  1 

Tcre  ilarquettc.  ."^     '                

3.2 
2.6 

3.2 

2.6 

757.7 

0.  I 

Philadelphia  A  Frunkfonl 

':::::::i::::'::: 

2.6 
779.0 

2.  G 

PhilAdi»lph<%  4"  R^^ing 

344.8 

0.7 
33.0 

1.4 
108.0 

112 

2a5 

a6 

10».O 

779. 6 

phii^<^4>iph{4,  niMtimore  A  Wn^hlngton , .  • 1  

Kte^.U 

Philadelphia;  Newton  A  New  York". 1 

7.7 

16.7 

ia7 

16.7 

Pittsburff  A  Lake  Erie 

1 

14a  1 

850.2 

114 

46.4 
11.4 

35a2 

114 
fti.4 
11.4 

350.2 

Pittsburg.  Cincinnati,    Chicago    A    St. 
Louis.    ..' 

7.2 
33.2 
5.7 

14.4 

St.  Louis  A  San  Francisco 



8.0 

ii.6 

LO 

57.4 

St.  ]<onls  Merchants  Bridge  Terminal. . . . 

11.4 

St.  Cisir  Tunnel 



................ 



2.0 

2.0 

2.0 

2.(» 

Sun  Pedro.  Los  Angeles  A  Salt  Lake 1 

LI 
16 

1,7416 

1. 1 
9.3 

1,870.9 

1.1 
U.3 

1,887.0 

1.1 

.Southern  Illinois  ^Missouri  Bridge ' i 

1 

Southom  PocUicCo.:                                               1 
Pacific  Svsitem 

!          2.4 
H.3 
10.0 

1 

2.4 

1&3 
20.0 

6.0 

la  7 

1,.V»7.0 

Statcn  lidand  Rapid  Tranult j 

0.U, 

1 

15.3 

If.  :■: 

'IVrminul    KuOroad  AssocUtion  of   St'.  <              j 
Louis 

1 

6.0 
106.7 
25.0 

;         12.0 

!        106.7 

25.0 

12.0 

106.7 

•2h.O 

1.2 

1,541.9 

39.2 

9.6 

1914 

ae 

12  0 

Texas  A  New  Orleans | |..  ,!...• 

'.v///^y.'.'.'.'.'.'.'.'.. 

KMV  7 

l/'luter  A  Delaware ' i • 

2:..  0 

irnion ' 

1         0.6 

ia4 

1.2 
20.8 

1 

1.2 

Union  Pacific 

1,1.12.8 
19.6 
18 

'    1,450.5 
;]0.2 
9.6 

35.3 

1      ;o.. 

1,541.9 

Wabash 

JfX  2 

Wa>>«ffn  Plttli^TlfEh  TAFFPin^l.... 1 

1 

1 

9.6 

West  Jersev  A  Seashore              ..              i              1 

01.2  !        194.4 

1 

1 

VM.4 

Yazoo  A  MlssisslDDi  Valley 

6.6 

•        a6 

t^  6 

Total 

497.6 

S04.4 

1,83S.0 

3,694.7 

404.8 

1.311.1 

7,143.9 

10,685.7 

023.1 

1,925.5 

i  14,354.1 

4.157.3 

10,807.4 

18,511.4 

CLASSIFIED    INDEX    TO    ADVERTISEMENTS 

(For  Alphabetical  Index  see  page  following  last  page  of  illustrations.) 


AnrnVOIATOBS   (TOWEB): 
Am<>rican    Railway    Signal   Co.,    Clereluud,    O. 
Brjaut  Zinc  Co.,  Chlcaico,  HI. 
Continental  Signal  Co..  Chicago,  HI. 
i>n«ral  Railway  signal  Co.,  Kucheater,  N.  Y. 
Hall  Signal  Co.,   New  York.  N.   Y. 
McCllnt'>ck  Mfg.  Co.,  St.  Paul,  Minn. 
lUllroad    Supply   Co.,    Chicago,    111. 
Union  Switch  &  Signal  Co.,  SwlaaTale,  Pa. 


Johna-MauTlIle  Co.,  H.  W.,  New  York,  N.  Y. 
ATLAVnC  WIRE: 

Atlantic  Ins.  Wire  ft  Cable  Co.,  New  York. 
BATTE&ZE8   (GRAVITY): 

Banka  Electric  &  Mfg.  Co.,  New  York,  N.  Y. 

Bryant  Zinc  Co.,  Chicago,  III. 

Central  Electric  Co.,   Chicago.   111. 

General  Railway  Signal  Co.,  Rocheatcr.  N.  Y. 

Gordon  Battery  Co.,  Aldene-Roaellc.  N.  J. 

Railroad   Supply   Co.,   Chicago,    III. 

BATTERIES.    PRIMART    (DRY): 
Banka  Blectrlc  A  Mfg.  Co..  New  York.  N.  Y. 
Bryant   Zinc  Co.,  Chicago,    HI, 
Caotral  Electric  Co.,  (Chicago.   111. 
Gordon  Battery  Co.,  Aldene-Rosello.  N.  J. 

BATTERIES,  PRIMARY   (WET): 
Banka   Elec.    A  Mfg.    Co.,    New    York,    N.    Y. 
Battery    Sapstllea  Co.,    Newark,    N.   J. 
Bryant  Zinc  Co.,  Chicago,   111. 
Central   Electric  Co.,   Chicago,   III. 
<;ordon  Batti-ry  Co.,   AMene-Koselle,  N.  J. 
Railroad  Snpply  Co..   Chicago,  111. 
Waterlrary  Battery  Co.,  Watrrbury,  Coou. 

BATTERIES  (STORAGE): 
Bryant  Zinc  Co.,  Chicago,  111. 
Electric  Storage  Battery  Co.,  Philadelphia,  Pa. 
Central  Electric   Co.,    Chicago,    111. 
General   Electric  Co.,   Schenectady,   N.    Y. 
General  Railway  Signal  Co.,   Rochester.  N.  Y. 
Union  Switch  A  Signal  Co.,  SwisuTale,  Pa. 

BATTERY  CHUTES: 
American  Railway  Signal  Co.,  Clt^voland,  O. 
Bryant  Zinc  Co.,  Chicago,  III. 
Central  Electric  0>.,  Chicago,  111. 
(>neral  Railway  Signal  Co..   Rochester.  N.  Y. 
Hall  Signal  Co..   New   York,   N.    Y. 
McClIntoek  Mfg.  (^.,  St.  Paul,  Minn. 


Railroad  SnnpU   Co..  Chicago.   III. 
L'nion  Switch  &  Signal  Co.,  S\viHHvnl«> 


Pu. 


BATTERY  SUPPLIES: 
Bank!   Klec.    A  Mfg.    Co.,    New    York.    N.    V. 
Battery  Supplies  Co..   Newark,   N.  J. 
BryaDt  Zinc  Co.,   Chicago.   111. 
Central  Electric   Co.,   Chicago,    111. 
Elfctric  Storage  Battery  Co.,  Philadelphia.  I*a. 
titoterai  Railway  Signal  Co..  Rocho8ti>r,   N.   Y. 
GnniuD  Battery  Co.,   Aldene-Kusello,   N.  J. 
Railroad  Supply  Co.,  Chicago.   111. 
I  Dion  .Switch  A  Signal  Co.,  Swlgsvalo,  Pn. 
Wtterbury   Battery  Co..    Waterbury,    Conn. 

BATTERY  YAULTS: 

Americtii  Railway  Signal  Co..  ClerHand.  o. 
Br.vaTit  Zinc  Co.,   Chicago,   111. 
[l»»n\  Uallway  .Signal  Co..   RocIu'sht,  N.  Y. 
1-nIoD  Switch  A  Signal  Co..  Swissvnlr.   Pa. 

BELU  (CROBSIlfG): 

•S«e  Crediting  Bella.) 
BIBDDro  POSTS: 

Annrrlciu  lull  way  Signal  Co..  Clevi'land.  <>. 

Brrant  Zinc  Co..    Chicago,    111. 

J-.eutral  Electric  Co.,   Chlcuco.    III. 

woer»l  Klectric  Co.,   Schencctail.v,    N,    Y. 

[^n\  Railway  Signal  C«».,   KoclMst.'i.  N.  Y. 

"■Jl  Sifntl  Co.,   New  York.    N.    Y. 

lUlIrotd  Supply    Co.,    Chicago.    111. 

ftllf«  Co.,  T.   fteo.,  Arlington,   N.  J. 

tnion  Switch  A  Signal  Co..   Swlssvul.-,   P.i. 
BOID  WIRE: 

American   Railway    Signal    Co.,    iMrvIand,    O. 

"fyant  ZiDo   Co..    Chicago.    111. 

C«trtl  Electric  Co..  Chicago,    111. 

J;««tlnfntal   Signal   Co.,   Chicago,    ill. 

\r^n\  Electric  Co.,   Schenectudy.    .\.    Y. 

ir^wrtl  Railway  Signal  Co.,   R..cli.st.  r,   N.  Y. 

«•"  Stgoal  Co.,   New   York,   N.    Y. 

Hawrd  Mfg.  Co.,   Wllk08-Barn«,   P:i. 

« ln>i«i  Supply  Co.,   Chicago.    111. 

Jl!>1«0  Switch   A   Signal   Co.,   Swiasvjih',    Pa. 

^Mleru  Wire  Salea  Co..   Chlcag...    111. 

OAMLBB  (ELECTRIC): 
iS*BUc  Ilia.  Wire  A  Cable  Co..  Now  York.  N.  Y. 
Jrtxej,  w.   R..   New   York.   N.    V. 
<;«»tr»i  Electric  Co.,  Chicago.   111. 
'/fulfil  Railway  Signal  Co..  KoHiest.'r.  N.  Y. 
H««nl  Mfg.  Co..  WIlkea-Banv.  P:i. 
rnlQn  Switch  A  Signal  Co..  SwImmvuIo.  I'u. 
Wertem  Wire  Salea  Co.,  Chicago,    111. 


,  CASTINGS  AND  FORGINGS: 

I      <.See   Forginga   and  Castings.) 

I  CHANNEL  PINS: 

I      American  Railway  Signal  Co..  (HcTeland,  0. 

Bryant  Zinc  Co.,   Chicago,   111. 
!      Central    Electric   Co.,    Clilcago,    111. 

INmtinental  Signal  Co..  Chicago,  HI. 

General   Electric  Co.,    Schenectady,    N.   Y. 

General  Railway  Signal  Co.,   Rochester,  N.  Y. 

Hall  Signal  Co.,  New  York,  N.  Y. 

Railroad  Supply  Co.,  Chicago.   HI. 

Union  Switch  A  Signal  Co.,  Swiasvale,  Pa. 

CIRCUIT  CONTROLLERS: 

I      American   Railway   Signal  Co.,    Clereland,    O. 
I      Bryant  Zinc  Co.,   Chicago,   HI. 

Central  Electric  Co.,   Chicago,    HI. 
;      (ienoral  Railway  Signal  Co.,  Rochester,  N.  Y'. 

Continental  Signal  Co.,   Chicago.   111. 
I      General  Klectric  Co.,  Schenectady.  N.  Y. 
I      Hall   Signal  Co.,   New   York,   N.   Y. 

McCllutock  Mfg.  Co.,  St.   Paul,  Minn. 

Railroad  Supply  Co.,   Chicago,   111. 
j      Stiles  Co.,  T.  Geo.,  Arlington,   N.  J.   ♦ 

Cnlun  Switch  A  Signal  Co.,  SwissTale,  Pa. 

CONSXriTS: 
I      Central   Electric   Co.,    Chicago,    HI. 
I      Johna-Manrllle  Co.,  H.  W.,   New   York,   N.   Y. 

-  CONNECTORS  (BATTERY): 

.\merican  Railway  Signal  Co.,  ClcTeland.  O. 

Bryant  Zinc  CJo.,  Chicago.  111. 

Central   Electric   Co..    Chicago,    HI. 

Continental  Signal  Co.,   Chicago,    111. 

(ioneral  Electric  Co..   Schenectady.   N.    Y. 

(General  Railway  Signal  Co.,   Rochester.  N.  Y. 

Hall  Signal  (3o..  New  York.  N.   Y. 

Railroad  Supply  Co..  Chicago.    111. 
j      Union  Switch  A  Signal  Co.,   Swisayale,  Pa. 

I  CONNECTORS    (TEST): 

.Vmerican  Railway  Signal  Co..  ClcTeland.  O. 

Bryant  Zinc  Co.,  Chicago,   HI. 
,      Central  Electric  Co.,  Chicago,  111. 
I      (Continental  Signal  Co..  Chicago,  III. 
'      General  Electric  Co.,   Schenectady.    N.   Y. 

General  Railway  Signal  Co..  Roclu"8t»^r,  N.  Y. 
'      Hall  Signal  Co.,  New  York.  N.  Y. 
;      Uallroad   Snpply  Co.,    Chicago.   III. 
I      Union  Switch  &  Signal  Co..  Swiaavale,  Pa. 

COPPER   CLAD  WIRE  (BARE  AND  WEATHER- 
PROOF) : 

C«-iitrul   Electric  Co..  Chicago.    Ill, 

COPPER     WIRE      (BARE     AND      WEATHER. 
PROOF) : 
Atlantic  Ins.  Wire  A  Cable  Co.,  Now  York.  .V.  Y. 
Itrixc-y,    W.    R.,    Now   York,   N.    Y. 
Central    Electric    Co.,    Chicago.    111. 
I      (Jenoral   Electric   (-o..   Schenectady,    N.    Y. 
!      Hazunl  Mf»;.  Co..   Wllk»*»-Bnrri«,   \'n. 
I      W<f8teru   Wire  Sales  Co.,   Chloag...    111. 

COPPERS   (BATTERY): 

Bryant  Zinc  Co.,  Chicago,   111. 
I      Central  Electric  Co.,   Chicago.   III. 
I       ti'eiieral  Railway  Signal  Co..   Ri«rhi'.stiT.   N.   Y. 

Hall  Signal  Co.,  New  York,  N.   Y. 

Railroad  Supplies  Co.,    Chicago,    III. 
!      Union  Switch  &  Signal  Co.,  SwUavnlo.  Pa. 

COVERING    (NON-CONDUCTING) : 

J<ihn.s-.ManvIll.;  Co..    H.    W.,    New    York.    N.    Y. 

CROSS  ARMS    (FIR,   NORWAY  AND  YELLOW 

PINE) : 
Central    Klectric   Co.,    Chlcapo.    111. 
General   Klectric    Co.,   Si.'lienectJMly,    N.    Y. 

CROSSING    BELLS: 

Anierlcjin  Hiiilwny  Sltfiial  Co..  t'li'\e1:md.  O. 
I       Bryant    Zinc    Co.,    CbleaRo.    in. 
I      Central   Electric   Co..   01ilc«c««.   111. 

Eureka   Auto-Elec.   Sleniil  ('o..   Tiiiiimnin,   Pa. 

Generjil   Knllway  Sljriuil  Co.,    K«Hli.st.r,    N.   Y. 

Hall   Signal  Co..   New   York.    N,    V. 

AlcCllntook   Mfg.    Co..    .St.    Paul,    Minn. 

Unllroiid    Supply    Co.,    Chicago,    III. 

Stiles  Co.,    T.    Goo.,    .Vrlinjrtou.    .\.   .1. 

Union    Switch   A  Signal    Co.,    SwisHvule.    Pa. 

U.    S.    Klec.   SIg.   C.».,    West    Newton.    Mas-*. 
j       W.'fltern    Wire   Siilert   Co.,    Chien;:..,    Ml. 

DERAILS: 

I       Gi-neral  Kallway  Signal   Co..    K...In"*f.  r.   N.    Y. 
Hayes   Track    Appliance   Co..   Gem-^a,    N.    Y. 
Railroad   Supply   Co.,    Cliieau'o.    111. 
Union   Switch  &  Signal   Co.,    Swlssvali-.    I'm. 

DRAW  BRIDGE  LOCKS: 

Stiles  Co.,    r.    Goo..   Arlington,    N.   J. 

DRAW  BRIDGE  LIFT  LOCKING: 
Stiles  Co.,    T.   Geo.,    Arlington,    N.   J. 


I  ELECTRIC  LIGHTING  MATERIAL: 
lUlxey,   W.   R.,   New   York,  N.   Y. 
Central   Electric  Co..   Chicago,    III. 
General   Electric  Co.,   Schenectady,   N.   Y. 
Johns-Manvllle  Co.,  H.  W..  New  York.  N.  Y. 

FORGINGS  AND  CASTINGS: 

American    Railway    Signal   Co.,    CleTeland,    0. 
Boaaert  Mfg.  Co.,   Inc.,  W.  P.,  Utlca,  N.   Y. 
Buffalo  Railway  Supply  Co.,   Buffalo,   N.   Y. 
Continental  Signal  Co.,   Chicago,   III. 
General   Electric   Co.,    Schenectady,    N.    Y. 
<ieneral  Railway  Signal  Co.,  Rochester,  N.  Y. 
Hall  Signal  Co.,  New  York,  N.  Y. 
McClintock  Mfg.   Co.,  St.  Paul,  Minn. 
Railroad  Supply  Co.,  Chicago,   lU. 
Stilea  Co.,  T.  Geo..  Arilngton.   N.  J. 
Union   Switch  A  Signal   Co.,   Swlssrale,    Pa. 

FUSE  BLOCKS: 

American  Railway  Signal  Co..  Cleveland,  0. 

Bryant  Zinc  Co.,  Chicago,   III. 

Central    Electric   Co.,   Chicago,    HI. 

Continental  Signal  Co..  Chicago,  HI. 

Eureka    Auto-EIec.   Signal   Co..   Tamaqaa,    Pa. 

General  Electric  Co.,  Schenectady,  N.  Y. 

General  Railway  Signal  Co.,  Rochester,  N.  Y. 

Hall  Signal   (3o.,    New    York,    N.    Y. 

Johns- ^IanTiIIe  Co.,  H.  W.,  New  York,   N.  Y. 

McClintock   Mfg.   Co.,   St.    Paul,    Minn. 

Railroad  Supply  Co.,  Chicago,   111. 

Union  Switch  A  Signal  Co.,  SwissTale.  Pa. 

U.   S.    Electric  Signal  Co.,   Boston.   Mass. 

FUSES    (ENCLOSED,    OPEN   LINK): 
(See    Fu84»    Blocks.) 

GASKETS: 
<JeMeraI  Railway  Signal  Co..  Rochester,  N.  Y, 
Johns-MauTllle  Co.,   II.  W.,   New  York,  N.  Y. 

GRAPHITE  AND  GRAPHITE  PAINT: 

IMxon  Crucible  Co.,   Joa.,  JeriM>y  City.   N.   J. 
JohnH-.Manvllle  Co.,   II.   W.,   New  York,   N.   Y. 

INSULATED      STANDARD      SECTION      RAIL 
JOINTS:     (See  Rail  Joints,  Insulated.) 

IJ^SUJATH)    STEP    OR    COMPROMISE    RAIL 
JOINTS: 
Rail  Joint  Co.,   New  York,   N.  Y. 

INSULATED  WIRE: 

Atlantic  Ins.  Wire  A  Cable  Co.,  New  York,  N.  Y. 
Rrlxey,    W.    R.,   New   York.    N.    Y. 
Central  Electric  Co.,  Chicago.    111. 
General    Electric   (*o..   Schenectady,    N.    Y. 
General  Railway  Signal  Co.,   Rochester.   .N.   Y. 
Hazard  Mfjr.  Co.,   WllkeM-narre,  Pa. 
Union  Switch  A  Signal  Co..  Swlssrale.  Pa. 
WeHtern    Wire   Sales  Co..    Chicago,    111. 

INSULATING  TAPE: 
(See  Tape.) 

INSULATION: 

American    Railway   Signal   C<i..    CleveUnd.    O. 

Atlantic  Ins.  Wire  &  Cable  Co.,  New  York.  N.  Y 

IJrixey.    W.    R.,   New   York,   N.   Y. 

Rryant  Zinc  Co.,   Chicago,    111. 

Central    Electric   Co.,    t'hlcago.    111. 

Continental   Signal  Co..  Chicago,    111. 

Eureka   Auto-Elec.    Signal   Co..   Tamaqua,    Pa. 

(ieneral  Electric  Co.,   .Sebenectadv.   N     Y 

(Jeneral  Railway  Signal  Cfi..    Rochester,  .\.   Y. 

Hall   Signal   Co.,    New   York,    N.    Y. 

Johns-Manvllle  Co.,    H.   W..    New   York,    N.    Y. 
I       McClintock   Mfg.   Co.,  St.    Paul,   Minn. 

Rail    Joint   Co..    Nen    York.    N.    Y 
I      Uallroad   Supply   Co..   Chleat'o.    111. 

Stiles  Co.,   T.    <:eo..    .xrilngton.    .\.   J. 

l.'nlon   Switch  A  Signal   Co..    SwisHval.*.    Pa. 

U.   S.   Electric  Signal  Co..    Went   Newton.   Mass. 

INSX7LAT0RS    (GLASS): 

Central   Electric  Co..   Cblenuo,    111. 
INSULATORS    (PORCELAIN): 

Central    Electric   Co.,    Chica»:o.    111. 

General    Electric    Co.,    Seli.-ni-etady,    N.    Y. 

INTERLOCKING  FITTINGS: 

AiiMTlcaii  Hallway  Slimiil  Co..  Cleveland,  <». 

Hossrrt  Mfg.   Co..    Inc..   W.  P..  Utlca,  N.   Y. 

lluffalo   Hallway   Snpply  Co..   Buffalo,   N.    Y. 

C..|i!ineiit„l   Sipnal    Co..    Chlengo,    HI. 

General    Railway  Slirnnl   Co.   Ko<'|iester.    N.    Y. 

Iliill   Slirnal   C...   Nrw    York.   N.   Y. 
,       McClintock   Mfg.   <  ...,   St.    Paul.    Minn. 
I      Siil.v,  r....  T.  <;oo..   ArlinKtoii.   \.  j. 

Union  Switeh  A:  Siv:n:il  C...  S\v|.«i«.vale.  P.i. 

,  INTERLOCrKING  MACHINES: 

I       .\niijlenn   K.illw.jy  .*<ignnl  Co..  «;ii'\i-l;iii.|.  u 
:       CoiitJh.Minil   Signal   Co..   Clileajro.    III. 

Geii.-ial   Railway  Signal  Co..   Koehest.r.    .V.    V. 

Stil.-.M  Co.,  T.  «;.v...   .\rliniri..n.    N.  .1. 

I  nion  S\vl!<b  A:  Signal  Co.,  .SwlsHvale.   Pu. 

IRON      AND      STEEL      WIRE      (BARE      AND 
WEATHERPROOF): 

I       P.ri.\.-y.    W.    R.,    .N.w    York,    N.    Y. 
'       Central    Kl.HtrIc   Co..   Chi.ag.,.    111. 


CLASSIFIED  INDEX  TO  ADVERTISEMENTS 


JABB  (BATTEBY): 

lianka  Ehn'trlr  &  Mfg.  Cu.,  Sfv  Ywrk.   K.  Y. 

Battery   Suppllos  Co.*   X«wark,   K,  J. 

Bryant  Zinc  Co.,  Ciyi»i;ct,   IN. 

Central  Eloctrlo  <Ti).,  GlilcTifft^,   UJ. 

Electric  Storaire  Uiitterj  Co..  Phllfldrlulila.  Pa. 

<;orflou  Battery  Co.,  AWpue-Bo*^*)!*^',  N.  J, 

Ballroad  Sapply  Co.,    rbLeaprp,    [11. 

l-iilon  Switch  &  SfKiiiil  Ct>..  HivlsHivalo,  Pa. 

Waterbury   Battery   Co.,    Wittorbury,   Conn. 

XEBITE: 

Brixoy.  W.  B.,  New  York,   X.   Y. 

LAMPS  Aim  LANTEBN8: 

AilAuii    &    Wefltluke   Co.*    CbleMKo,    III. 
Gray   ^  ISoua,    IVter    Bufttoii,^   Mjiis. 

LIGKirMTN&  ABBEBTOBS 
llr.vant   ZItsf  t**^^^.  CblcaiTOd    IH. 
i>iitral    Kli^clrlr    Co.,    CbLcai^n,    HI, 
UuntWii  iitnl  i^lffDUl  Co.,  Chli-HKii,   III. 
(jL'Upral   l<;iectdc  Co»t  ScfepPvcMdy,   N,   Y. 
(*iMj<?fjiJ  HjillwBy  81  ^Al  Cfj.,   RocIi*'»t*'r,  X.   Y. 
Ilnll   .Sl^iifat   r,..,   New   Tiuh,    X.    Y. 
WH  hntiii  k    MTv.    Ck>.,    St.    Paui,    Ulan. 
|{;iMn<^i<]    s*ntul>     Co.,    Cl»1<*ngo,    Hi. 
t'jiUm    S^^jd.h    A£    t^li^nnl    r.f_    ^ivl^btrnk-.    Pa. 

LIKE  CONST BUCT ION  MATEBIAL: 
Brlxey.   W.   B.,   New  York,   X.   Y. 
Hryani  Zinc  Co..  Chlcafro.  111. 
Central  Electric  Co..   CbtcaRo.   III. 
John»-.Manvlllf  Co.,   H.   W.,  Xtw  Y<.rk,    X.  Y. 

LXTBBICAirTB: 

Dixon  Crucible  Co..  Joa.,  Jersey  City.   X.  J. 
MAOVET  WIBE: 

Atlantic  Ina.  Wire  A  Cable  Co..  Xew  Yurk,  X.  Y. 

(Vntral   Electric   Co.,   Chleajro.    III. 

(Seneral   Electric  Co.^  Si-hent'Otady,    X.   Y. 

General  Railway  Klfrual  Cu..   UiM'lM»Ht»*r,  X.  Y. 

Hazard   MliL.  C^,.   WllkiM*-Barn'.  Pa. 

I'll  Jon  Wwholi  «£  SimaJ  Co.*  i^wlrtMvaU*.  Pa. 

Wf^atem    Win?  Ratpa  Co*,   ChlcBK'>,    HI. 

HOTOBS  AKD  OEKEBATOBS 

Ai»4'h«^mi  llnUn»>  KIgrmk  I'l*.*  CU-Tvlaml.  O. 
CrNtml    Kifflr^t'    C'tt.  „    (.'hk'Uffo,    lU, 
i%)i>Uiientnl   E^liTital  Co.,  ChlmiE^,    til, 
neneml  Kb-etrJc  Co,,   Sckimi^etady»   N.    Y, 
(iiiKToJ   Rjitlwsx  SE^nal  t"o,,   Bo(.'|if«it<T.  X.  Y. 
Union   ^wlteli  &   Stgrml  Co.,   SfrlAsTiil(>,    Pa. 

NUT  LOGXB: 

Bryant  Zinc  Co.,  Chlcafro,   III. 

OIL  CAVB: 

Adama  ft  West  lake  Co.,  Chicago.    III. 
Gray   &  Sons,   Peter.    Boston,    Maaa. 

OXONXTE  WIBE: 

Central    Electric   Co.,    Chicago.    111. 
PAOKnrO: 

ii4<^m-rnl  Ilnlli^fix  Sifikal  Co.,  Roclie«t<'r.  .\,  Y. 
Johnw  M»n¥illif  Co.,  IT.  W..  Xew  York.  X.  Y. 
Uh|,>n  Switch  St  i^lftiiitl  Co.,  SwlHKvale.   Pa. 

PADLOCKS: 

AiliiiiJi»s  ^  VVi<«tlake  Co.,  Chicago.  III. 

PAINT  « 

I>]xoa  Crucible  Co.,   Jog..  Jersey  City,  N.   J. 
Johni-SUpTnifi  Co..    H.    VV..    Xew  York.   N.    Y 

PnrB    (CKAVVEL): 

(See  Channel   PIna.l 
FINS   f CROSS  ABHB.   W.  V.,  BTEEL) : 

Central  Electric  Co.,  Chicago,  III. 
PIPE: 

Atuerff^ap  Rattwjky  f^lt^iml  C«.>  riHTHimd.  O. 

Cotttltiental  Signal  Oi.,  Cbk^gi^*,   III. 

ftcni'ml  Ritjlnny  iSlgiml  Co.,  Rocln-Kifr,   X.   Y. 

Hall  ftlEial  C^.>   New   York,   N.   Y. 

UnWtt  Oi.,   T.   i!eff.,    ArUiigtf»n,    X.   .1. 

Vnlou  KnU4  b  &  SlgMial  Cv„  SwlsarnK^  Pa. 

PIPE  CABBtEE: 

AiUPHenn  UrtElway  AigtLa]  CtK^  CleTflmnl.  o. 

Bryant    Xfiir    C^.,    ChlCHtfo.    ML 

Buffalo   Ran  way   Supply   Co,,    BdfTaltt.    X.    Y. 

(VnUiiMiital   Slgual  Co.,  Chlrng^i,   tit. 

fleu«ral  tiailway  ^llguul  f  <*,,  Rm<hi-*t4<r,   .N.   Y. 

Hall  Signal   Co.,    New   York,   N.    V. 

StUea   Co.,   T.    Geo.,    Arlltigtoti,   N.   -I. 

Cnlon  S'^ltch  St  8lg»ii|  Co.,  !^w]aflvnli%  Pa. 

PUBCHEB  (BOND) 

Aniorksn   RMilWny  Ml^nol  Co..  rbvolaiid.   O. 

Brytiiir   Zhsc    Co.,   Cblcag'%    III. 

Ct'fitrMi    KltHfirU-    Co.,    Cbii'jiifM.    III. 

rfitiUot-nliil   :$lj(iial  Co.,   Chlrnj:..    111. 

11*11    JiJifhdl   Co.,   New    York.    S     Y. 

Rnilrc^ntl    Supt^ly   Co,,   Cblcago.    Ml. 

VjiIhsu    S^^Jioh    A   SIgtiiil    C«i.,    .SwlMSvali*.    Pa. 

RAIL  JOINTS   (INBVLATED): 

Boitm'rt   Mfi£.   Co.,    }m..   W.    F..   Ttim.    X.    Y. 

Bryant   Zioe  to..   rjiU-ago,   UK 

Buffalo   Railway   5iippi>    Ctt.     Uiiffalrt^  X.    Y. 

CoiitiiicntHl   Signal   iV.     ^hUngn,   1IL 

Rail  Joint   Co.,    N(»w   V«rk,   N.    Y. 

Tnloii  ^^\v^i■b  A  Slghnl  Ti..,   Swiwjvab*.    Pn. 

BECOBDINO   GAGES: 

Brlatol   Co.,    Waterbury,    Coini. 
BELAYS     glGrNAL] 

American    UJiihi,u\    J^Egnal    Co,,    Cleveland.    O. 
Bryant  Zlne  f  i- ,  f.  Cjlingn,  III. 
Coiitlaetiial   .'^ii:!!?!!  C*k.  CliK-pgo,    TJL 
C^etiifral    Klfctrlc  Co.,    ^h^Drctnily,    H.    Y. 
GiHieml  ftallwujr  Nlf^nut  C«.,    ttfK'ht'^ti'T.   N.   Y. 
Hall  Slijual  Co.,   New   Vurlt>   X.    V. 
McCllntoclr    Mfg.    Co.,   St,    Paul,    Mliiii. 
KftllTMd  Subplr  Cf*.,  Cbi(?ago,    IK 
t^aton  Switch  A  Signal  Co..  JSwlHavale;   Pa. 


BELAYS  (TELEGBAPH): 

Central    Electric   Co.,    Chicago.    III. 
General   Electric  Co..  Schenectady.    N.   Y. 

BVBBEB    COYEBED    CABLES    (FOB    AEBIAL, 
VNDEBGBOXan)  AND  STTBICABINE) ; 
Atlantic  Ins.  Wire  A  Cable  Co..  New  York,  N.  Y. 
Brlxey,   W.   B..   New  York,   N.   Y. 

Cttiti*al   EIt?ctrlc  Co.,    Cble*g<*,    ML 
(reacrat  Electric  Co*.    Scbea^i^tady,   N.    Y. 
11  a  if  A  «1  Mfg.  Co.,   Wllke*  Barre,   Pa. 
Weit<'Tn    Wire  Sales  Co..   cnsra^o.    111. 

RIT&BEB  COVEBED  WIRES  <FOB  BATTEBY 
OONKECTOBS,  GAS  ENGDfES  AND  SIG- 
NALS): 

AtlmiUc  In*.  Wife  &  CabJe  Co.->t>w  York,  X.  Y. 

Brlxev.    W.    R.,    N\»w    York,    N.    Y. 

Central   Ktectrlc   Co,,    Chicago,    111. 

G(>ni>rul    KW-etric  Co,,   StlienoctaOyT    N.    Y. 

W.'Mteni   VVIr^  Salna  Co,,   Chicag*-,    III. 

SEMAPHOBE  BLADES  (FLEXIBLE  METALLIC 
DWABF) : 
Iilu       ^   l^]^.>4<IU  Wllklnaburg,   Pa. 

SEMAFHOBi:  FITTINOS: 
Amnri*'^iiu    Hallway    Signal    Cn.,    Clf'»*?Uind,    O. 
Hlal'p  Wlgiml   &   Mfp.    Co  ,    noMifin,    Masa. 
niank  &■  Ra^flcOl,   Wllltlnaburg,   Pa. 
ContlJumUl  signal  Co.«   Chicago,   lU. 
t.i*Miera1    ^Jleotrlc   Co.,    Schenectady,    X,    Y. 
cjPtM^ral  hitllway  8l|rnal  Co.,   R'H'beitu^r,  N.   Y. 
Hall  Slgntit   C(K,    Ht>vr    York.    X,    V. 
McCllnloek  Mfg.  Co,.   Si.    Paul,   Minn, 
Railroad  Supply   Co.,   Chleago,   I1L 
St  Ufa  Co.,  T.   QpiK,   ArliiigtfiiK   X.  J. 
In  Ion  Switch  A  signal  Co.,   ^wlanrnte,  Pa. 

SIGNAL  LAMPS: 
I      Adama  A  Weatlake  Co..   Chicago.    111. 
(tray    A   Sona.    Peter,    Boston.    Mass. 
Cnlon  Switch  A  Signal  Co.,  SwlaHvale,   Pa. 

SIGNAL  WIBE    (STEEL): 

Brlxey.   W.    R.,    Xew    York,   X.    Y. 
Central    Kb'Ctrlc    Co.,    Chicago.    111. 
(;<'neral  Railway  Signal  Co.,    Rochesti-r.   X.   Y. 
Union  Switch  A  Signal  C4>.,  Swlasvalc,  Pa. 

SIGNAL  WIBES  AXD  CABLES 

Atlantic  Ina.  Win  Ac  ChI-U  (..  .  Si-w  York,  X.  Y. 
Brixey.    W.    R..    New   Yorl      '-     Y. 
Central   Electric  Co.,   Chicago,   111. 
General   Electric  Co.,   8chem»ctady,   N.   Y. 
<teneral  Railway  Signal  Co..   R<H-hester,  N.  Y. 
Hasan:  ^^     *"kea-Barre.  Pa. 

1  .         .-.,.■■■■    .\    >i^r   ,.  Co..  Swissvale.  Pa. 
Western    Wire  *S[tir»   Co.,   Chicago,    111. 

SIGNALS:  * 

American    RaMwar    fllgnql    Co,,    Glet^tshd,    O. 
BUke  ^^If^nal    A  Xtfg.    Co..    Bn^itnii,    Mafot 
!Viii5i^H   Mfg.  Co.,   lar.,   W,   r,,  TlU^rt,   N.   V, 
Cotitlmmtal  Slirtial  Co.,    Chicago,    II]. 
Rnrp^ka  Aulo-Elpc.  Signal  Co.,^  TtDaaaiia,  Pa, 
Of^aeml  Klectrte  Co,,   Schencef ndy,    N.    Y, 
tlen*»r«)  RwHway  Signal  Co.,   RrK-lti-Jttr-r,  N.  Y. 
Hall   Signal  Co.,   New   York,    N.    V. 
MJ^CUntrtok   Mfg.    Co.,   St,    I'auL    Mlnp, 
Railroad   Supply   C*.,   Chicago,    HL 
Ktllna  Co.,   T.  CiPfi.,   Arllngion.   X     J. 
mion  FwUrh  A  f^lgnal  Co,,   SwiJWT«K  m. 
r.  S.  Klf'ctri^  Signal  Ci».,  We»it   Xf^wtoa,  Uann. 
Zorge  Safety  By.  Etiolpment  Co.,  Chicago,  HI. 

SIGNALS  caiCCKl: 

Amfi-tran    Rail  war    Sigual    Co.,    Clpveland.    O. 
Con  1 1  neural  SlgriaJ  Co,h   Chl^-ago,    UI. 
General   Electric   Co.,    Sirlii-iiertady,    X,    Y. 
General  Railway   Signal  Co.,    RocHeattT^  X.   Y. 
Hall   ^Signal  Co.,    NeW   York*   N.   1", 
MKMnr^Kli    Mfg,   Co.,    St.    Paul,    Minn. 
llalliMad  Suirply  Co  .    Chleago,   HI, 
CnlifO  Swlieh  &  Signal  Co.,  SwiMvalc,  Pa. 


SWITCH   LOCKS    (ELECTBIC) : 

.\iiu'rican    Italhvay   Signal   Cty.,  Cleveland,   O. 
CE^iitlneutal  signal  Co.,   Chlrago,   111. 
<^ri>n^ral   Ek-etrle   Co.,   Schenectady.    X.   Y. 
O^'U^-ral  Railway  s^igiifil  To.,   ll<K-heHtfr,  X.  Y. 
lUU  Signal  Co.,   New   York,   X.   Y. 
Ra  I  Iron  J   ^nppty    C^.,    Cblrugo,    111. 
S*rJki  C^.,  T.   (h^K,  Arl1iiKh.o.   N.  J. 
I      T  i4on  Swlti-b  A  *f»gufll  CtK,   Swiasvale,   Pa. 
l^»»>M:rt    Mf^r     Co.,    till-.,    \\.   F.,   I'tira.    X.    Y. 

a  WITCHES  AND  SWITOBSTANDfi 

Hayea  Track  Appllanci!   Co.,  Gerteira.    X.    Y. 
Stiles   Co..    T.    Geo.,    A  rl  lug  ton,   X,    J. 
Union  Switch  A  Signal  C-o.,  Swl■aTub^   Pa. 

SWITCHBOABPS   (CHABGING) : 

American  Railway  Slgual  Co..  Cb^vi-l.-iiid.  (). 
Central   Electric  Co.,   Chicago,    lU. 
General  Electric  <-'->.k,  Schenectady^  N.    Y. 
t;>'ii>.  iiL   ii"r]'*".^    Signal  til.,    Rocht'aUT,   X.   Y. 
ilflU  HIgnal   4\i  ,    Xi'W    York,   K.    Y, 
rnlon   ^iritcb   A  Signal  Co.,    i*w  Ism  rale.    Pa. 

SWITCHSTANDS  AND  SWITCHES: 
(See   Switch  and  Swltchstanda.) 

TAGS   (FIBBE): 

Bryant  Zinc  Co.,   Chicago,  111. 

TAPE: 

Brixey,    W.    R.,    Xew   York,    X.    Y. 
Bryant   Zinc  Co..   Chic-ago.   III. 
Central   Electric   Co.,   Chicago,    III. 
G«>neral    Eb'Ctric   Co.,    S«.-hfMtM-tiidy,    X.    Y. 
Ji.hns-Manville  Co..   II.   W.,   .V.«w  York.    X.    Y. 
W«'8tern    Wlnj  SaU»s  Co.,   Chlnigo.    III. 

I  TESTING    INSTBITMEHTS, 

Brj-ant  Zinc   Co..    Chicago,    111. 
Central   Electric   Co.,   Chicago.    111. 
<;eneral   Electric   Cw.p    Schenectady,    X.    Y. 
JobnU'MauYllLH  iVi„    H,  W      Xi  ^^    Y«.rk.    X.   Y. 
Railroad  Sapply    V*.,  C^hteagOn   111. 

TIME  EECOEDEBS     ELECTBICALk 

Bristol     '*i.,    W  ari'rlnjry.   Conn. 
TOOLS   (BONDING): 

(See   Punch(*s.   Bond.) 
TOOLS   (LINEMAN'S): 

Ceatril    Klectflc  Co,,  Chicago,   111. 

Jnbnfi  MaTiTllh-    V,    If.   \\.,   X..w  York.    X.    Y. 

TOOLS    (POLE  LIKE   CONSTBUCTION) : 
Central   Electric  Co.,   Chicago,   111. 

TOBPEDO  SIGNAL: 

T'ulon  Switch  A  Signal  Co.,   Swissvale.   Pa. 
Zorge  Safety  By.  Equipment  Co.,  Chicairu    111. 

TBACX  DBILLS: 

Bossert  Mfg.  Co..    Ine..   W.   P.,   Utloa.    X.    Y. 

C^Mitral    Electric   Co.,    Chicago,    111. 

Union  Switch  A  Signal  Co.,   SwisHvale,    Pa. 

TBAIN  OEDEB  BIGNALS 

lUaki'  SiMOal  &   SU«.  io.    Huston,   Mass. 
,       Hall  NitfiirtI  Co.,   Si-\\    York,   N.    Y. 

tienrral    Railway   Sl'gnal  Co.     Iloclii'!^l<M-.    X.    Y. 
Unluu  Swlu-b  &  Signal  Co.,  Hnlaavuk,  Pa. 
Railroarl   Nuppl.r   Cn.,   Chicago.   111. 

TBANSFOBMEBS      (STEP      UP      AND      STEP 
DOWN): 
Central   Electric  Co.,   Chicago.   111. 
General  Eh»ctrlc  Co..  Schenectady.   X.   Y. 
j      General  Railway  Signal  Co.,   R<»chcstcr.   X.    ^. 
Union  Switch  A  Signal  Co.,  Swissvale,   Pa. 


i  6X0 HALS   (CEOSSIND): 
Rfe  Crossing  Delia/ 

i  BIO  HALS    INTEBLOCKINa> : 

ATiiMHriiti   RallwHT  Signal  Cni..  Cleveland,  (i. 
Bn;^*rr  Mfg,  I'o,.  Ttic,  w;  F..  Vtica,   N.   Y. 
CF>nUnf'ntal    ^Ifual    Coh,    Chicago,    11), 
tii'io-rntl    Klectrlc  Co.,^   Si-lU'iioetBdy,    X.    Y. 
I  :f  Hern  I  Ralln-ay  Signal  Co.*    |loc*'e»tt*T.   X.   Y. 
I  [Nil   Slgital  Co..   New   York,   X.    Y. 
sHIi'n  Cfi,,   T,  GiKt,,  Arllngjrtn,   N.  J. 
Ci^l«^n   Switeli   A  Signal   Co..   flwlaaralr.    Pa. 

SIGNALS    (TBOtlElf) 

Kur(>ka  Aai^n-tller,   Signal  Co,,  Tamanua,  Pa. 
General    Klecirlr   C<t.,    .^hi'ii»Mindy.    X.    Y. 
General  Hallway  ^Ignol  Co..   R.ie)M*Mt«>r.  X.   Y. 
T'.  S.  Elr^^trlo  Signal  Co,,  Wivnt  Xewton.   M^taa. 

SIGNALS   (TBOLLEY,  BLOCK): 

Eureka  AniivKb*^'.   Sk^iiJtl  C*   .  Tamauna.  Pa. 
Ct-neral    Ki^^etrle   1%..,    ,s<-hi'irei  rady.    X.    Y. 
General  HalKvav   Sfgnjil  Co  .    RoebestiT.   .\.   Y. 
r.  S.   Electric  Signal  Co  ,   West   Xewton,  Mass. 

8T0BAOE    BATTEBIES: 

(See    Batteries.    Storage.) 
SWITCH  INDICATOR 

Sftt'^i TUiUay    Signal   Co..   Clevlatid.   G. 

1  Cn„  Cbkago,    III. 

Conlbiental  Signal  Co,,  i'hicago.   III. 
Gfn»»ral    Klee(ric   Co.,    Schenectady,    X.    Y. 
GiMieral   Railway  Signal  (*o..    Koi-h«-sti'r.   N.   Y. 
H*l    Signal  Co.,    Xew   York.    X.    Y. 
Mcf   Inloc      Mfg.   Co.,    St.    Paul.    Minn. 
Railroad    Su|>tiiv    Co.,   Chicago.    III. 
Unb)n  Switch  &  Signal  Co..  SwlH«vnli',   Pa. 

SWITCH    LAMPS. 

AdaniH   A   Westlake   Co.,    Chicago.    111. 
Gray  A  S«ins.   Peter,    Boston.    Mans*. 


TBVNXING   (WOOD): 

\       .\  Hie  dean    RnlUvny  Signal  Co,,  C  level  and.  O. 

I       ltryii>nt   Sllac  l^i..    C}||eago^   III. 

J      Central    Electric  Co.,   Chicago,    111, 

i      I  Miitlnental  Signal  Co.,  i' Id  en  go.   111, 

I       General    iTlectflc    C*t,^    He)u.^neetady,    X.    Y. 

General  Rutlway  Slgual  Co.,   Rocheiier.   X.   Y. 

Hall   Signal   Co,.    Xew   York,    N.   Y. 

Railroad   J^upply   Co,,    Chicago,    III, 

CbIoii   Switch  A  Signal  Co.,  Swlajiviile,   Pa. 

WIBE: 

Atlantic  Ina.  Wire  &  Cabb-  Co..  Xew  Vuik.  X.  Y. 
Brixey,    W.   B..    NVw    York.    X.    Y. 
Bryant   Zinc  C.i..   Chicago,    ill. 
Central    Electric    Co.,    Chicago,    111. 
(ieneral    Elpctrie   Co..    .'<cbencctady.    .\.    Y. 
General  Railway  Signal  Co..    RiM-hewier.    X.    Y. 
Hazard    Mfg.    Co..    Wllkes-Barre.    Pa. 
'idol    SwUi  b  A  Sij^'uril  Co.,  .Swissvale,   Pa. 
Western    Wire  Sfili'-*   Co..    Chicago.    111. 

WIBE   CABBIEB5: 

Anierlpri     lifilhvjip  Signal  Co..  Clcvtlriud.  G. 
Bryant   Zinc  to.,   rlUcago,   HI. 
Buffalo   Railway    Supply  Co.,    Bi  ffalo.    X.    Y. 
Contli    >»tal   Signal  Co,,   Cbk-n^'      111. 

-  '  ']    Kln-lrlr    Cn..    Srheai    lad.'L .    X.    Y. 
itinetnl  KailMay  SIgtid      'o.     R  ■r|i«'siir.   X.    Y. 
Itil    Slgna    Co..   Xew  York,   X.    V. 
StIb'S  f  »-  .   T.    G..<i.,    Arlington.    N.   .1. 
T'nIou    .-^.utch   A    Signal    Co..    SwIssvab',    Pa. 

WIBE  JOINTS: 

Bryant    Zinc   r....    riileago.    III. 
Central    Electric   Co.,    Chicago.    111. 
General    Klretrlc    Ci»..    .Schcmit.Hl.x .    N.    Y. 

ZINCS   (BATTEBY): 

Battery    Sup|illes   Co..    Xewark,    N.    J. 

Bryant    Zinc   Co.,   Chleago.    111. 

Central    Kb-ctrlo    C«»..    Chicago.    111. 

<;iMicral  Kalhvny  Signal  (  ••..    Kf.ilii'si.r.   X.   Y. 

Railroad   Suiiply  Co.,    Chlca^:o.    111. 

Union  Swltrh  A:  SIkiuiI  Co..   Swi'JsvMl.'.   Pn. 

Waterbury   Battery  Co..   Waterbur.v.   Corn. 
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American   Railroad  Signaling 


Absolute  Block  Signaling.  The  rigid  adherence  to  the 
fundamental  principle  of  the  block  system  that  no 
train  be  admitted  to  a  block  while  another  train 
occupies  it.    See  Permissive  Block  Signaling. 

A.  C.     Abbreviation  for  Alternating  Current. 

Accumulator.    See  Storage  Battery. 

Adjustable  Crank.    See  Figs.  1109-1110. 

Adjustable  Lock  Rod.    See  Figs.  932-1)37. 

Adjusting  Screw.  A  device  in  a  pipe  or  wire  line  used 
fnr  changing  its  length,  as  in  case  of  expansion  or 
oontractiim  due  to  higher  or  lower  temperature. 
See  Figs.  1013-1010,  1299-1300. 

Advance  (adjective).  In  an  advanced  position,  as  a 
signal,  as  related  to  the  train  for  which  such  signal 
is  used.  A  train  approaching  a  station  which  has  a 
distant,  a  home  and  an  advance  signal,  encounters 
firist  the  distant,  then  the  home  and  then  the  advance. 
The  distant  is  in  the  rear  of  the  home,  and  the 
home  is  in  the  rear  of  the  advance  signal. 

Advance  Signal.  A  signal  having  the  same  function  as 
a  home  signal,  placed  some  distance  in  advance  of 
the  home  signal  at  a  block  or  interlocking  signal 
station,  providing  in  effect  a  short  block  section 
in  which  the  signalman  may  hold  a  train  while 
not  interfering  with  the  movement  of  trains  in 
the  main  block  section,  either  in  advance  or  in 
the  rear,  lie  can  accept  another  train  the  rear 
block  as  soon  as  the  arriving  train  has  passed  com- 
pletely beyond  his  home  signal,  and  he  can  hold 
the  arriving  train  at  the  advance  signal  until  the 
block  in  advance  is  clear.  In  Great  Britain  a  sig- 
nalman is  forbidden,  except  under  rigid  restric- 
tions, to  authorize  a  train  to  proceed  toward  his 
station  from  the  station  in  the  rear,  unless  the  last 
preceding  train  has  passed  beyond  his  starting 
signal;  or.  if  there  is  no  such  signal,  until  it  has 
passed  1,320  ft.  (Vi  mile)  beyond  his  home  signal. 
The  restriction  is  that  he  must  give  to  the  rear 
station  a  special  authorization,  "section  clear,  but 
station  or  junction  blocked,"  and  this  information 
must  be  given  to  the  engineman  by  word  of  mouth. 
See  Figs.  224-22o,  (J:S8-G11.  (;:»8. 

Advance  Starting  Signal.    (British.)    See  Starting  Signal. 

Air  Gap.  The  space  between  the  ends  of  the  poles  of 
an  electro-magnet  and  the  armature  of  the  magnet. 
Any  break  occupied  wholly  by  air  in  a  magnetic 
circuit. 

Alligator  Jaw.    See  Escapement  Crank. 

"All  Right."  An  oral  signal  commonly  given  by  a  con- 
ductor to  an  engineman,  meaning  proceed  to  the 
next  station  or  regular  stopping  place;  used 
also,  loosely,  in  speaking  of  the  "proceed"  indica- 
tion of  a  fixed  signal.  In  British  practice  the  oral 
signal,  "right  away,"  has  a  meaning  similar  to  the 
American  "all-right." 


AMP 

Alternating  Current.  A  current  of  electricity  which 
flows  alternately  in  opposite  directions,  as  distin- 
guished from  a  continuous  or  Direct  Current, 
which  see,  which  flows  constantly  in  the  same  direc- 
tion through  a  circuit.  The  number  of  alternations 
or  changes  of  direction  per  second  is  termed  the 
frequency,  and  in  commercial  application  varies 
from  25  to  120.  The  complete  change  from  maxi- 
mum negative  through  maximum  positive  and  back 
to  maximum  negative  is  a  cycle,  and  the  frequency 
is  expressed  in  so  many  cycles  per  second.  A  single 
current  alternately  changing  direction  is  a  single- 
phase  current.  A  two-phase  current  consists  of  two 
single-phase  currents  flowing  in  opposite  direc- 
tions at  the  same  instant,  and  a  three-phase  cur- 
rent consists  of  three  single-phase  currents  one- 
third  of  a.  cycle  apart.  Three-phase  current  re- 
quires for  its  transmission  three  separate  wires, 
the  current  flowing  in  one  wire  at  any  instant,  being 
equal  in  electro-motive  force  to  the  algebraic  sum 
of  the  electro-motive  forces  of  the  currents  flowing 
in  the  other  two  wires,  but  opposite  in  direction. 

Alternating  Current  Relay.  A  relay  designed  to  re- 
spond to  alternating  current.  See  Figs.  496-497,  521- 
522.53<»-.VW,  531>. 

Ammeter.  An  instrument  for  measuring  in  terms  of 
amperes,  the  current  flowing  in  an  electrical  cir- 
cuit. It  consists  of  a  fixed  coil  of  heavy  wire  car- 
rying the  current  to  be  measured  and  a  pivoted 
magnetic  core  to  which,  is  attached  a  pointed 
sweeping  over  a  fixed  scale.  The  force  tending  to 
displace  this  core  fr()m  its  normal  position  varies 
with  the  current  passing  through  the  coil  and  is 
resisted  by  some  oppo^ing  force,  usually  gravity,  a 
spring  or  a  powerful  permanent  magnet,  which 
brings  the  pointer  into  a  new  position  of  equi- 
librium for  each  value  of  the  current.  See  Figs. 
2!)32.  2!):{:>-2037.  204!»,  2!>50. 

Ampere.  The  practical  unit  of  measurement  of  electric 
current  or  the  rate  of  flow.  Such  a  current  as  will 
pass  with  an  electro-motive  force  of  one  volt 
through  a  circuit  of  one  ohm  resistance.  The 
analogy  of  water  flowing  through  a  pipe  will  make 
this  clear.  That  which  causes  the  water  to  flow  is 
the  pressure  or  head;  that  which  resists  the  flow 
is  the  friction  of  the  water  against  the  pipe,  and 
the  rate  of  flow  may  be  represented  by  so  many 
cubic  inches  of  water  per  second.  Fleet rically,  the 
pressure  corresponds  tr)  electro-motive  force,  the 
friction  to  resistance  and  the  (juantity  or  the  num- 
ber of  amperes  to  the  rate  of  flow.  As  the  pressure 
increases  the  flow  increases  proportionally:  as  the 
resistance  increases  the  flow  decreases.  The  rela- 
tion between  amperes,  vr.lts  and  ohms  is  repre- 
sented by  Ohm's  law,  I  =  '  ,  in  which  I  is  the  cur- 
rent,   R    the    resistance    and    F    the    electro-motive 
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force.  X^ie  standard  of  measurement  for  an  ampere 
is  such  a  current  as  will  deposit  4.024  grrammes  of 
silver  in  one  hour  on  one  of  the  plates  of  a  silver 
voltameter  from  a  solution  of  silver  nitrate  con- 
taining from  15  to  30  per  cent,  of  the  salt 

Angle  of  Lag.  An  angle  whose  tangent  is  equal  to  the 
ratio  of  the  inductive  to  the  ohmic  resistance  of  a 
circuit.  An  angle  whose  cosine  is  equal  to  the 
ohmic  resistance  of  a  circuit  divided  by  the  impe- 
dance of  the  circuit.  An  angular  difference  between 
any  point  on  the  current  curve  of  an  A.  C.  circuit 
and  a  corresponding  point  on  the  potential  curve  of 
the  same  circuit. 

Annunciator.  A  device,  audible  or  visual,  to  announce 
the  approach  of  a  train.  Visual  annunciators  arc 
either  of  the  drop  type  or  of  the  same  general  form 
and  appearance  as  indicators;  Figs.  2019,  etc.  Audi- 
ble enunciators  are  usually  electric  bells.  See 
Approach  Indicator. 

Apparent  Resistance.  Phenomena  due  to  impedance, 
reactance,  inductance,  capacity  and  ohmic  resistance 
of  an  A.  C.  circuit,  and  appearing  as  a  factor  similar 
to  the  ohmic  resistance  of  a  D.  C.  circuit. 

Approach  Indicator.  A  block  indicator  for  an  approach 
locking  or  other  track  circuit. 

Approach  Locking.  Electric  locking  effected  by  the 
approach  of  a  train,  the  train  actuating  a  track- 
circuit  relay  or  a  track  instrument.  The  arrange- 
ment is  such  that  the  levers  are  locked  as  soon  as 
a  train  approaches  the  signals;  that  is,  while  it  is 
yet  some  distance  away,  say  one  or  two  miles.  If 
an  approaching  train  by  this  means  locks  switches 
and  then  is  stopped  and  detained  and  does  not  use 
the  route,  the  signalman  can  unlock  his  levers  by 
closing  the  unlocking  circuit  by  means  of  a 
"time  release."  The  releasing  device  is  arranged 
to  enforce  deliberation  (and  thus  prevent  errors) 
by  an  automatic  time  device;  by  a  slow-moving 
circuit  closer  operated  by  making  a  number  of 
turns  of  a  screw;  or  by  a  hand  switch  fixed  in 
some  inaccessible  place,  requiring  some  time  for 
the  signalman  to  get  to  it.  Thus  the  signalman 
will  be  prevented  from  hastily  taking  away  a  route 
which  has  been  set  up  tor  an  approaching  train. 
Approach  locking  may  be  used  for  only  one  or  two 
movements  through  an  interlocking,  or  it  may  be 
expanded  to  cover  any  possible  movement.  Typical 
approach  locking  circuits  are  shown  and  explained 
in  Figs.  1996-2008,  201.3.  See  Screw  Release,  Elec- 
tric Lock,  Time  Release. 

A.  R.  A.  Abbreviation  for  American  Railway  Associa- 
tion. 

Arm.  The  principal  movable  part  of  a  semaphore,  con- 
sisting of  a  blade,  usually  of  wood,  fastened  to  a 
casting,  which  turns  on  the  supporting  pivot. 
See  Figs.  129,  etc. 

Arm  Casting.  That  part  of  a  semaphore  arm  which 
contains  the  bearing  and  the  spectacles  for  holding 
the  glasses  which  give  the  right  color  indications. 
To  it  is  fastened  the  blade 

Arm  Sweep.  The  segment  of  a  circle  defining  the 
limits  of  the  movement  of  a  semaphore  signal  arm. 

Armature.  A  mass  of  iron  or  other  magnetizable  ma- 
terial placed  on  or  near  the  pole  or  polos  of  a 
magnet.  In  the  case  of  a  permanent  magnet  the 
armature,  when  used  as  a  keeper,  is  of  soft  iron, 
and  is  placed  directly  on  the  magnetic  poles.  In 
this  case  it  preserves  or  keeps  the  magnetism  by 
closing  the  lines  of  magnetic  force  of  the  magnet 
through  the  soft  iron  of  the  armature  and  is  then 


called  a  keeper.  In  the  case  of  an  electro-magnet 
the  armature  is  placed  near  the  poles  and  is  moved 
toward  them  whenever  the  magnet  is  energized  by 
the  passage  of  the  current  through  the  magnetizing 
coils.  This  movement  is  made  against  the  action 
of  a  spring  or  gravity,  so  that  on  the  loss  of  mag- 
netism by  the  magnets,  the  armature  moves  from 
the  magnetic  poles.  When  the  armature  is  of  soft 
iron  it  moves  toward  the  magnet  on  the  completion 
of  the  circuit  through  its  coils,  no  matter  in  what 
direction  the  current  flows,  and  is  then  called  -  a 
non-polarized  or  neutral  armature.  When  made  of 
steel  or  of  another  electro-magnet  it  moves  from  or 
toward  the  poles  according  to  whether  the  poles  of 
the  armature  are  of  the  same  or  of  a  different 
polarity  from  those  of  the  magnet.  Such  an  arma- 
ture is  called  a  polarized  armature  (Houston).  The 
term  armature  is  applied  to  the  rotor  or  stator  of  a 
motor  or  generator.     See  Magnet. 

Automatic  Block  Signal.  A  block  signal,  worked  by 
electric  or  pneumatic  agency,  which  is  controlled 
by  the  passage  of  a  train  into,  through  and  out  of 
the  block  section  to  which  the  signal  is  connected. 
The  entrance  of  a  train  sets  the  home  signal  at 
•  stop,  and  the  clearing  of  the  block  section  by  the 
passage  of  the  train  out  of  it  sets  that  signal  clear. 
The  apparatus  is  so  arranged  that  the  mis- 
placement of  a  switch  or  the  accidental  entrance  of 
a  car  from  a  side  track  will  set  the  signal  at  stop. 
See  Track  Circuit,  Distant  Signal. 

Automatic  Block  Signal  System.  A  series  of  consecu- 
tive blocks.  Automatic  block  signals  were  invented 
and  developed  in  America,  the  first  installation 
being  16  miles  of  the  Eastern  Railroad  of  Massa- 
chusetts (now  the  Boston  &  Maine)  equipped  with 
automatic  signals  in  1871.  These  signals  were  con- 
trolled by  Track  Instruments,  which  see.  In  1879 
the  Track  Circuit,  which  see,  was  introduced  as  a 
method  of  control  on  10  miles  of  the  Fitchburg 
Railroad,  and  is  now  universally  used  in  automatic 
signaling. 

Automatic  Stop.  An  apparatus,  mechanical  or  electro- 
magnetic, for  stopping  trains  by  means  actuated 
from  outside  the  train  (as  at  a  signal  post).  In  the 
simplest  form  a  trip,  fixed  on  the  roadway  and 
moving  in  imison  with  the  usual  visual  signal,  is 
made  to  open  an  air-valve  on  the  engine,  or  car. 
thereby  applying  the  power  brakes  or  shutting  off 
the  propelling  power,  or  both,  independently  of  the 
cngineman  or  motorman.  See  Figs.  509,  515.  525, 
rm,  550,  551,  558,  2960-2670. 


B.  W.  G.     Abbreviation  for  Birmingham  Wire  (iage. 

B.  &  S.  Abbreviation  for  Brown  &  Sharpens  Wire 
Gage. 

Back  Contact.  (Of  a  Relay.)  An  electric  contact  which 
is  made  by  the  armature  of  a  relay  when  it  falls 
away  from  the  pole  piece  of  the  magnet  coils  con- 
sequent on  the  cessation  of  the  current  flowing 
through  the  coils.     See  Relay  and  Front  Contact. 

Back  Light.  A  small  glass-covered  opening  in  the 
back  of  a  signal  lamp,  it  is  to  enable  the  signahiian 
to  keep  watch  of  the  light  and  be  assured  that  it  is 
always  burning.  The  back  light  (spectacle)  on  the 
semaphore  arm.  usually  carries  a  purple  glass,  so 
arranged  that  when  the  signal  is  at  stop  the  back 
light  shows  purple,  and  when  it  is  pulled  off  the 
back  light  shows  white. 

Back  Locking.  The  mechanical  locking  in  a  "Standard" 
interlocking  machine,  which  acts  in  the  same  plane 
as  the  tappets.     See  Figs.  722-772. 
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Back  Spectacle.  A  small  casting  containing  a  roundel 
at  one  end  and  fastened  at  the  other  to  the  sema- 
phore shaft  of  a  signal  in  such  a  manner  as  to 
change  the  visible  color  of  the  back  light,  which 
see,  by  passing  before  it.  Sometimes  instead  of  car- 
rying a  roundel  the  back  spectacle  is  solid  or  carries 
a  disk  of  metal  to  obscure  the  back  light. 

Back  Wire.  The  wire  connected  to  the  back  tail  lever 
of  an  interlocking  machine  to  pull  a  signal  to  the 
stop  position.  Used  to  ensure  that  the  movements 
of  the  signal  arm  shall  follow  the  movements  of  the 
lever.  Sometimes,  especially  in  Europe,  only  one 
wire  (the  pulling  wire),  which  see,  is  used. 

Balance  Lever.  The  lever  which  carries  the  signal  coun- 
terweight. See  5,  Figs.  1337-1338;  19-19a.  Figs.  1521- 
1524:  2*K   Figs.   1525-1532;   Figs.    1533-1534;   14.   Figs. 

Banjo  Signal.    A  common  name  for  the  Enclosed  Disk 
Signal,  which  see.    So  called  because  in  general  ap- 
pearance it  resembles  a  huge  banjo. 
Banner  Signal.    A  common   name   for  the   Clockwork 

Signal,  which  see. 
Basket.    A  terni  sometimes  applied  to  a  switch  adjust- 
ment, which  see. 
Basket  Rod.    A  term  sometimes  applied  to  a  throw  rod, 

which  see. 
Battery.    A  source  of  electricity.    See  Primary  Battery; 

Storage  Battery.  See  Figs.  20C5-2159. 
Battery  Chute.  A  small  receptacle  for  batteries. 
Usually  in  the  form  of  a  hollow  cast  iron  cylinder 
designed  to  be  set  in  the  ground  in  order  to  prevent 
freezing  by  keeping  the  battery  below  the  frost 
line.  See  Figs.  2184-2187,  2190-2191.  2197-2200,  2593- 
2594,  2599-2001. 
Bell  Code.  A  code  in  which  are  set  forth  the  number 
of  strokes  of  an  electric  bell  to  be  sounded  to  give 
each  of  the  necessary  station-to-station  communica- 
tions in  manual  block  signaling.  See  Manual  Block 
Systeni. 

Bell  Crank.    See  Crank. 

Bell,  Electric.  A  bell  actuated  by  electro-magnets. 
Used  for  long-distance  communication  and  to  an- 
nounce trains  either  at  a  cabin  or  a  highway 
crossing.  See  Manual  Block  System,  Controlled 
Manual  Block  Ssrstem,  Highway  Crossing  Signal, 
Telegraph  Block  System.  See  Figs.  571-585.  204G- 
2049. 

Binding  Post.  A  terminal  of  metal  to  which  a  wire 
may  be  attached  to  make  an  electric  connection. 
The  wire  is  usually  clamped  in  place  by  a  set  of 
nuts  screwed  to  a  threaded  projection  on  the  post. 
or  is  inserted  in  a  hole  and  held  in  place  by  a  screw 
acting  at  right  angles  to  the  hole. 

Blade.  The  wooden  portion  of  the  ordinary  semaphore 
signal  arm.     See  Figs,  125.  etc.;   Figs.  2734-2742. 

Blake  Signal.  An  arrangement  f(»r  electrically  con- 
trolling by  a  selective  system  semaphore  signals  at 
a  distance.  15  or  more  signals  being  controlled  by 
current  sent  through  a  single  telegraph  wire;  used 
on  electric  railroads.     Sec   Figs.  4*J5-l7o. 

Block  (noun).  A  length  of  track  of  delincd  limits,  the 
use  of  which  by  trains  is  governed  by  block  signals. 
The  common  name  for  a  block  section. 

Block  Indicator.  An  electro-magnetic  device  (in  a  signal 
cabin)  controlled  by  a  track  circuit  to  indicate  to 
the  signal  man  whether  or  not  that  track  circuit  is 
occupied  by  a  train.  The  clectro-niagnct,  actuated 
directly,  or  through  a  relay  by  the  track  circuit,  has 
on    its   armature   a   miniature   semaphore    arm,    the 


niQvements  of  which  give  the  indications.  See  Figs. 
2019,  etc. 

Block  Section.  A  section  of  track  of  defined  length,  the 
use  of  which  by  trains  is  regulated  by  a  fixed  signal 
at  the  entering  end;  or.  on  a  single  track  line,  by 
such  signals  at  both  ends.     See  Figs.  217-227. 

Block  Signal.  A  fixed  signal  at  the  entrance  to  u  block 
section  used  to  give  indications  regulating  the 
movement  of  trains  into  that  section.  If  there  is  a 
switch  immediately  in  advance  of  the  signal  it  may 
be  an  interlocked  signal  also.     See  Home  Signal. 

Block  Signaling  for  Maximum  Traffic.  The  conditions 
that  determine  the  length  of  a  block  section  and 
consequently  the  number  of  trains  that  may  be  run 
in  a  given  time  are: 

1.  The  speed. 

2.  The  braking  power  and  consequent  distance  re- 
quired in  which  to  stop  a  train  running  at  maximum 
speed. 

3.  The  grade  of  the  track. 

4.  The  time  required  for  the  signals  to  change 
from  the  position  indicating  "Stop"  to  that  indicat- 
ing "Proceed." 

5.  The  length  of  the  train. 

G.  The  position  of  interlocking  plants,  stations 
and  other  local  conditions  which  cause  an  irregular 
spacing  of  the  signals. 

The  number  of  trains  that  may  be  run  in  a  given 
time  is  dependent  on  the  speed.  The  greater  the 
speed  the  greater  the  number  of  trains  that  may  be 
run.  To  provide  for  a  maximum  train  service  it 
must  be  possible  to  run  trains  at  the  greatest  speed 
local  conditions  permit,  and  the  blocks  must  be  of 
such  length  as  to  allow  this  speed  to  be  attained 
with  safety. 

To  run  a  train  safely  at  a  given  speed  it  is  nec- 
essary to  keep  the  engineman  informed,  at  all 
times,  of  the  conditions  of  the  track  in  front  of  him 
and  if  it  is  proper  for  the  train  to  proceed.  If  it  is 
not  safe  to  proceed  the  engineman  must  be  warned 
at  a  point  sufficiently  far  away  from  the  stopping 
point  to  enable  him  to  bring  the  train  to  a  stop 
before  passing  it.  The  higher  the  speed  the  greater 
the  distance  from  the  stopping  point  the  indication 
to  stop  or  to  proceed  must  be  given. 

The  distant  indication  is  given  by  the  distant 
signal,  and  it  is  therefore  necessary  that  this  signal 
be  placed  far  enough  from  the  home  signal  to  enable 
a  train  to  be  brought  to  a  stop  in  the  distance  be- 
tween the  two  signals.  The  braking  power  then 
becomes  as  important  an  element  in  determining  the 
length  of  the  block  for  a  maximum  train  service 
imder  safe  working  conditions  as  are  the  factors  of 
speed  and  grade.  With  good  practice  demanding 
that,  as  a  regular  thing,  the  indication  of  a  home 
signal  shall  be  repeated  by  one  and  not  by  two 
distant  signals,  it  follows  that  for  the  average  con- 
ditions the  distance  between  the  distant  and  the 
home  signal  is  the  length  of  the  shortest  block  that 
may  be  used  with  safety. 

The  speed  of  a  train  is  affected  by  gravity  assist- 
ing or  retarding  its  motion  according  to  the  grade 
of  the  track.  Any  priwer  affecting  the  speed  of  the 
train  will  have  a  corrcsponiling  effect  on  the  brak- 
ing power,  and  the  length  of  the  block  must  therc- 
fi^re  be  proportioned  to  the  grade. 

The  length  of  time  required  for  a  signal  to  eha nge 
from  the  stop  t(»  the  proceed  position  has  an  im- 
portant bearing  on  the  efficiency  of  a  signal  systeni 
ancl  the  consetiuenr  spacing  of  trains.  The  time 
required  for  a  signal  to  assume  the  dear  position  is 
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only  a  few  seconds;  but,  as  the  home  signal. does 
not  commence  to  clear  until  the  train  has  passed 
out  of  the  block,  the  next  following  train  is  delayed, 
while  the  home  and  the  distant  signals  are  clear- 
ing. The  practical  result  is  the  same  as  if  the 
block  had  been  lengthened  the  distance  the  train 
will  run  in  the  time  the  two  signals  are  clearing.  A 
maximum  train  service  requires  a  minimum  time  for 
the  clearing  of  the  signals.  A  change  from  one 
second  to  five  seconds  in  the  time  required  to  clear 
a  signal — lengthening  the  time  four  seconds — will 
reduce  by  10  per  cent,  the  number  of  trains  it  is 
possible  to  run  when  the  speed  is  60  miles  an  hour 
and  the  length  of  block  equal  to  the  braking  dis- 
tance. 

The  length  of  a  train  will  aflFect  the  number  it 
is  possible  to  run  in  a  given  time,  for  the  signals  do 
not  commence  to  clear  until  the  rear  of  the  train 
has  passed  out  of  the  block.     The  train  must   run 


etc.,  it  is  necessary  before  the  signals  can  be  located 
on  the  plan  that  an  assumption  be  made  as  to  the 
maximum  speeds  which  trains  will  be  allowed  to 
attain  on  the  different  parts  of  the  line.  The  accom- 
panying chart  shows,  in  minutes  and  seconds,  at  the 
top  of  the  diagram,  th^  necessary  time  interval  be- 
tween trains  at  various  speeds,  with  block  signals 
fixed  at  different  distances  apart,  as  shown  at  the 
left  of  the  diagram.  The  length  of  a  train  is  as- 
sumed to  be  520  ft.,  and  provision  is  made  for 
having  at  all  times  tzco  home  signals  in  the  stop 
position  behind  a  train.  (This  is  to  provide  for  an 
overlap,  as  is  done  on  the  New  York  City  subway 
and  the  New  York  Central  Electrified  Lines.) 
Therefore,  to  give  each  train  a  clear  distant  signal, 
the  time  intervals  between  trains  must  be  equal  to 
the  time  required  to  run  three  times  the  length  of 
one  block,  plus  the  length  of  the  train,  plus  the 
distance    run    during   the    time    (assumed    to    be   4 
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its  length,  in  addition  to  the  length  of  the  block, 
before  the  signals  will  clear  for  the  following  train. 
Trains  running  at  speed  are  spaced  the  length  of 
the  train,  plus  the  length  of  the  block,  plus  the 
distance  between  the  distant  and  the  home  signals, 
for  with  the  short  blocks  necessary  for  a  maximum 
train  movement  the  application  of  the  brakes  at  the 
distant  signal,  as  will  be  necessary  if  the  signal, 
when  passed,  is  indicating  caution,  will  reduce  the 
speed  so  materially  that  trains  will  be  spaced  a 
greater  distance  than  if  they  were  rim  far  enough 
apart  to  get  a  clear  indication  at  each  distant  signal. 

The  position  of  interlocking  plants,  stations  and 
similar  local  conditions,  the  situation  of  which  is 
fixed  and  cannot  be  changed  to  permit  of  the  best 
placing  of  signals,  will  affect  somewhat  the  time- 
spacing  of  trains.  Where  the  interlocking  and  sta- 
tion signals  occur  at  such  intervals  that  the  blocks 
arc  of  equal  length,  the  regular  spacing  of  trains  can 
be  maintained,  but  where  the  blocks  are  of  unequal 
length  trains  will  be  kept  further  apart  and  the 
situation  must  be  carefully  studied.  At  those  places 
where  the  blocks  will  be  shorter  than  the  required 
distances  between  the  distant  and  the  home  signal 
the  indication  of  the  home  signal  must  be  repeated 
by  two  distant  signals,  and  the  furthest  of  the  two 
is  likely  to  be  found  a  greater  distance  fmni  the 
home  signal  than  the  necessary  braking  distance, 
thus  giving  an  indication  so  far  away  that  the  train 
may  be  stopped  some  time  before  reaching  the 
home  signal. 

Having  the  information  at  hand  in  regard  to  lay- 
out of  tracks,   grades,  curvature,   station   locations, 


seconds)  required  for  the  home  and  the  distant 
signals  to  move  from  the  stop  to  the  clear  position, 
plus  a  sufficient  time  for  an  approaching  engineman 
to  see  conveniently  the  distant  signal,  say  'in 
seconds.  w.  h.  e. 

Block  System.  "A  series  of  consecutive  blocks" 
(A.  R.  A.).  The  method  of  regulating  the  move- 
ment of  railroad  trains,  so  as  to  maintain  an  interval 
uf  space  between  trains  moving  in  the  same  <lirec- 
tion  (on  the  same  track).  It  was  first  used  on 
double-track  lines,  where  a  given  track  is  used 
wholly  by  trains  moving  in  one  direction,  but  it  is 
equally  applicable  to  single-track  lines  used  by 
trains  moving  in  both  directions.  Given  a  line 
with  stations.  A,  B,  C,  I),  etc.,  a  train  is  held 
(blocked)  at  \  until  the  last  preceding  train  has 
arrived  at  H.  and  at  B  until  the  preceding  train  has 
arrived  at  C,  and  so  on.  Thus  the  normal  "space 
interval"  between  trains  following  one  another  is 
the  distance  between  stations;  but  the  minimum 
space  is  the  thickness  of  the  signal  post,  except  as 
modified  by  the  overlap  (which  see)  in  automatic 
block  signaling  and  by  rigid  rules  of  procedure  in 
manual  block  signaling.  Signalmen  are  usually  re- 
quired to  see  that  the  rear  end  of  a  train  has  passed 
■.i(K»  ft.  beyond  the  home  signal  (say  at  B)  before 
giving  permission  io  A  to  send  on  another  train. 
This  gives  300  ft.  leeway  as  a  provision  against  the 
danger  of  a  train  running  past  a  stop  signal  and 
striking  the  rear  of  a  preceding  train  which  has 
been  stopped  immediately  after  entering  a  block 
section.  The  rules  also  re(|uire  that  if  a  train  is  un- 
expectedly stopped  the  roar  trainman  shall  go  back 
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with  hand  signals  to  stop  any  following  train.  The 
block  system  was  first  used  in  England,  about  1842. 
It  was  first  used  in  America  on  the  line  between 
Kensington  (Philadelphia),  Pa.,  and  Trenton,  N.  J., 
about  1863.  In  1872,  when  the  Pennsylvania  took 
over  this  and  other  lines  in  New  Jersey,  the  aggre- 
gate length  of  these  lines  worked  by  the  space 
interval  was  90  miles.  The  simplest  form  of  the 
block  system  is  the  Manual  Block  System,  which 
see.  Other  forms  are  the  Controlled  Manual  Block 
System,  Electric  Train  Staff  and  Automatic  Block 
Signal  System. 

Bolt  Lock.  A  lock  at  a  switch,  consisting  of  a  bolt 
controlled  by  the  pipe  or  wire  that  operates  the 
signal,  which  is  used  to  permit  trains  to  pass  over 
that  switch,  so  arranged  that  if  the  switch  is  not  in 
proper  position  the  signal  connection  cannot  be 
moved  to  clear  the  signal.     See  Figs.  1451-1 173. 

Bolt  Lock  (verb).  To  control  a  switch  by  means  of  a 
bolt  lock. 

Bond.    See  Rail  Bond. 

Bond  Wire.    See  Rail  Bond. 

Bonding  Plug.  A  piece  of  metal,  somewhat  like  a  rivet, 
used  to  fasten  a  wire  to  a  rail.  See  Channel  Pin. 
See  Figs.  2-216-2217,  2220-2222. 

Bonding  Tube.  A  tapered  iron  or  steel  tube,  coated 
with  tin  or  copper,  and  having  a  longitudinal  slit 
for  fastening  a  bond  wire  to  a  rail.  It  is  of  the  same 
general  size  and  is  used  for  the  same  purpose  as  a 
channel  pin.  See  Channel  Pin.  See  Figs.  2214- 
2215,  2223-2225. 

Bootleg.  In  track-circuit  connections,  a  short  piece  of 
wooden  trunking  enclosing  the  wire  leading  from 
the  rail  down  to  the  horizontal  part  of  the  wire 
(sometimes  not  enclosed  in  trunking)  leading  to 
the  battery  box  or  the  relay  box.  The  term  is 
also  sometimes  used  to  include  the  wire  itself.  See 
Figs.    30:33-303.5,    3037-3052,    3057-3062. 

Koz  Crank.  Two  or  more  cranks  assembled  in  a 
common  frame,  each  crank  having  an  independent 
bearing. '  See  Figs.  1442-1450. 

oxing.  Wooden  covering  for  pipe  or  wire  lines.  Used 
to  exclude  dirt  or  to  prevent  persons  from  stepping 
on  the  pipe  or  wire;  also  used  to  enclose  pipe  or 
wire  lines  when  laid  beneath  streets. 

ox  WheeL  A  group  of  chain  wheels  mounted  in  one 
frame.     See  Figs.  1417-1432. 

racket  Post.  An  arrangement  for  supporting  two  or 
more  signals,  side  by  side,  on  a  single  foundation. 
See  Figs.  1529- 1532;  20-40,  Figs.  2tJi3-2tJ<Il;  Fig.  2003. 

ridge  Circuit  Controller.  A  device  for  connecting  and 
disconnecting  circuits  at  a  drawbridge  actuated  by 
the  same  lever  that  moves  the  bridge  lock  or  un- 
couples the  pipe  lines,  or  by  a  separate  lever  when 
the  bridge  is  set  in  position  (and  locked),  or  when 
it  is  unlocked.     Sec  Figs.  2307-2317. 

ridge  Coupler.  The  coupling  at  the  end  of  a  draw- 
bridge in  a  pipe  line,  which  extends  from  a  cabin  on 
the  drawbridge  to  a  function  not  on  the  draw- 
bridge, or  vice  versa,  designed  to  be  quickly  dis- 
engaged when  the  bridge  is  to  be  opened  and 
quickly  engaged,  when  the  bridge  is  aj^ain  closed. 
See  Figs.  1586-1588,  1(503-1005. 

ridge  Lock.  A  device  for  locking  a  drawbridge  in  its 
closed  position,  so  interlocked  with  the  signals  ap- 
proaching the   bridge   that  they  cannot  be  cleared 


unless  the  bridge  is  in  proper  positi9n.     See  Figs. 
1580-1585,  1589-1002. 

Bridle  Rod.    See  Front  Rod. 
Buffer.    See  Dash  Pot. 

Bus  Bar.  On  a  switchboard  or  other  terminal,  a  com- 
mon conductor,  usually  a  rectangular  copper  bar, 
from  which  taps  may  be  made  for  connecting  up 
recording  instruments,  such  as  ammeters,  watt- 
meters, etc.,  or  for  taking  off  current  for  local 
circuits. 

Butting  Collision.  A  collision  between  meeting  trains 
— trains  moving  toward  each  other  on  the  same 
track. 

Butt  End.    A  term  applied  to  a  jaw  or  bar  whose  end 

is  cut  off  without  tang  or  thread.     See   Figs.  1014- 
1010,  1023-lOHH. 

Butt  Strap.  An  iron  block,  riveted  to  a  tie  plate,  which 
see,  to  take  the  side  thrust  of  the  rail  through  a 
rail  brace,  which  ^ee. 

C 

C.  M.    Abbreviation  for  Circular  Mill. 

Cab  Signal.  A  signal  in  the  cab  of  a  locomotive.  The 
term  is  used  to  include  all  arrangements  for  pro- 
ducing visual  or  audible  indications  on  moving  en- 
gines or  cars  by  means  of  mechanical,  electrical  or 
magnetic  devices  situated  on,  or  at  the  side  of  or 
above  the  roadway,  and  producing  effects  on  mov- 
ing vehicles.  Such  devices  have  not  come  into 
general  use  and  have  been  tried  on  but  few  rail- 
roads.   See  Automatic  Stop. 

Cabin.  A  common  name  for  the  building  from  which 
signals  are  operated.  Usually  two  stories  high, 
with  the  signalman's  room  in  the  second  story; 
often  called  a  tower.  Some  interlocking  cabins, 
containing  machines  of  many  levers,  are  from  50  ft. 
to  100  ft.  long.     See  Figs.  2!>7o.3005. 

Cable,  Electric.  An  electrical  conducting  wire,  or,  more 
commonly,  a  collection  of  such  wires,  embedded 
in  an  insulating  covering.  Cables  arc  used  to  con- 
duct electric  currents  beneath  rivers,  as  at  draw- 
bridges; for  crinnections  from  poles  to  offices  or 
cabins,  or  in  any  situation  where  a  multiplicity  of 
separate  wires  is  objectionable,  or  where  the  con- 
ductors must  be  protected  from  gases,  or  other 
injurious  substances,  and  in  electric  interlocking 
for  connections  from  cabins  to  switches  and  sig- 
nals, usually  under  ground.     See   Figs.  3o75-30?^0. 

Cable  Tracer.  One  of  the  wires  in  a  cable  marked  in 
such  a  manner  as  to  be  readily  distinguishable  from 
the  other  wires  and  used  in  tracing  circuits  through 
the  cable. 

Calling-On  Arm.  A  semaphore  signal  arm  used  to  au- 
thorize a  train  to  nu)ve  (toward  the  signal  cabin), 
past  a  home  signal  when  the  principal  arm  of  the 
signal  has  to  be  left  at  "stop"  because  the  block 
section  is  not  clear  or  because  for  any  reason  it 
would  not  be  allowable  to  permit  the  train  to  pass 
the  signal  unconditionally.  The  calling-on  arm  is 
usually  smaller  than  the  standard  semaphore  arm. 
and  is  placed  beluw  the  standard  -ize  arm  or  arms. 
In  England  the  calling-on  arm  is  common,  but  in 
America  it  has  found  little  or  no  favor  except  on 
the  rennsylvania.  where  recently  the  term  lia-; 
been  applied  to  the  dwarf-size  arms,  which  are 
used  on  full-size  posts  (or  on  bridges)  in  the 
scheme  for  "speed  signaling"  which  has  been  intro- 
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duced  in  •connection  with  three-position  signals  for 
interlocking,  and  which  is  illustrated  in  Figs.  165- 
176.  In  this  scheme  the  small  lower  arm  is  inclined 
to  the  45-deg.  position  to  give  the  "calling-on"  in- 
dication. Besides  this  indication  that  speed  is 
to  be  controlled,  the  function  of  the  arm  is 
limited  by  the  rules,  which  say  that  it  is  to  be 
used  only  for  low  speed  routes.  Being  thus  lim- 
ited, the  calling-on  arm  can  be  used,  for  example, 
to  move  a  train  (or  part  of  a  train)  past  a  home 
signal,  forward,  on  the  main  line,  to  be  coupled  to 
the  rear  of  a  train  which  is  stopped  a  short  distance 
in  advance. 

Cage.  A  term  sometimes  applied  to  a  switch  adjust- 
ment, which  see. 

Cage  Rod.  A  term  sometimes  applied  to  a  throw  rod, 
which  see. 

Capping.    Covering  for  trunking,  which  see. 

Cantilever  Bracket  Post.  A  substitute  for  a  bracket 
post.  See  Figs.  2613-2042,  in  which  the  cantilever 
signal  14  is  a  substitute  for  and  conveys  the  same 
information  as  the  bracket  signal  21;  likewise  18 
may  be  substituted  for  27,    See  Bracket  Post. 

Caution  Card. — In  block  signaling  a  written  order 
issued  by  a  signalman  to  authorize  a  train  to  enter 
a  block  which  is  not  clear.  See  Permissive  Block 
Signaling.  Form  B,  of  the  Standard  Code  of  the 
American  Railway  Association,  is  shown,  reduced 
in  size,  below: 
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Another  form  (Form  D)  is  used  when  the  com- 
municating wire  from  station  to  station  is  broken 
or  otherwise  unavailable. 

Caution  Signal.  A  signal  indication  denoting  that  a 
train  may  proceed  under  some  restriction  usually 
(in  permissive  block  signaling)  with  the  under- 
standing that  a  preceding  train  moving  in  the  same 
direction  may  be  overtaken  at  any  point  in  the 
block  section,  and  that  therefore  the  speed  must  be 
very  low,  except  as  the  engincman  is  able  to  see  a 
clear  track  for  a  considerable  distance  ahead.  Thus, 
on  a  long,  straight  track,  in  clear  weather,  "cau- 
tionary" speed  is  not  necessarily  low  speed.  "Cau- 
tion" is  used,  but  with  a  different  meaning,  as  the 
name  of  the  indication  of  a  distant  signal  which 
says  "proceed."  expecting  to  find  the  next  home 
signal  indicating  stop.  .As  the  home  signal  referred 
to  may  be  a  mile  or  more  away  the  distant  signal 
does  not  require  speed  to  be  reducrd  or  limited  at 
any  specific  point,  the  reduction  or  limitation  must 
be  applied  wherever  it  may  be  necessary  in  order 
to  insure  a  stop  at  the  home  signal.  If.  when  the 
home  signal  is  seen  it  pri>ves  to  have  been  put  in 


the  clear  position,  the  "caution"  indication  at  once 
becomes  void. 

Cell.     One  unit  of  an  electric  battery. 

Chain  Wheel.  A  grooved  wheel  about  10  in.  in  diame- 
ter, mounted  in  vertical  or  horizontal  bearings, 
about  which  ^-in.  chain  is  passed  to  change  the 
direction  of  a  signal  wire  line.  For  a  short  dis- 
tance a  chain  is  used  in  place  of  the  wire  and  the 
chain  is  guided  by  the  groove  in  the  rim  of  the 
wheel.     See  Figs.  1339-1398,  1417-1432. 

Chain  Wheel  Stand.  A  casting  carrying  one  or  more 
chain  wheels.  A  one-way  chain  wheel  stand  carries 
one  wheel;  a  two-way  stand  carries  two  wheels. 

Channel  Pin.  A  device  used  to  fasten  a  wire  to  a  rail; 
a  truncated  cone,  in  which  is  cut  a  longitudinal  slot 
of  radius  equal  to  that  of  the  wire.  The  pin  is  in- 
serted in  a  hole  in  the  rail  with  the  wire  and  driven 
home,  thereby  wedging  the  wire  firmly  in  place. 
See  Figs.  2206-2210,  2218-'2219. 

Check  Lock  Lever.  In  an  interlocking  machine,  a 
separate  lever  which  is  used  for  Check  Locking, 
which  see.    Also  called  traffic  lever.    See  Fig.  2017. 

Check  Locking.  A  method  of  interlocking  electric- 
ally the  levers  in  two  adjacent  interlocking  plants 
to  permit  train  movements  to  be  made  against 
the  current  of  traffic.  In  electric  and  electro-pneu- 
matic interlocking  plants  there  is  usually  provided 
in  each  tower  a  separate  lever  for  each  track  over 
which  reverse  movements  are  to  be  made.  These 
levers  are  connected  with  the  mechanical  locking 
in  such  a  way  that,  when  they  are  in  their  normal 
position,  the  signal  for  rever.se  movements  is  locked 
in  the  stop  position  and  the  signal  for  movements 
with  the  current  of  traffic  is  free  to  be  moved. 
When  both  check  lock  levers  are  reversed  the 
signal  (for  normal  movements)  is  mechanically 
locked  in  the  stop  position  and  the  dwarf  signal 
(for  reverse  movements)  at  the  adjacent  interlock- 
ing is  unlocked  to  allow  reverse  movements.  See 
Figs.  2017-2018. 

Chute.    See  Battery  Chute. 

Circuit  Breaker.  A  switch,  controlling  an  electric  cir- 
cuit, which  normally  is  closed.    See  Figs.  222G-2317. 

Circuit  Closer.  A  switch,  controlling  an  electric  cir- 
cuit, which  normally  is  open.    See  Figs.  2226-2317. 

Circuit  Controller.  A  switch,  push-button,  plug,  or  any 
similar  means  for  conveniently  opening  and  closing 
an  electric  circuit.     See  Figs.  2226-2317. 

Circuit,  Electric.    See  Electric  Circuit. 

Circular  Mil.  A  unit  of  area  employed  in  measuring" 
the  cross-sectional  area  of  wires,  equal  to  .7854= 
sq.  mil.  The  area  of  a  circle  1  mil.,  or  .001  in.  iiL- 
diameter.  One  circular  mil.  equals  .000000785  sq — 
in.  The  area  of  cross-section  of  a  wire  in  circular^ 
mils,  is  equal  to  the  square  of  its  diameter  in  mils- 
Clear  (verb).  To  put  a  signal  in  the  position  or  aspecM 
to  indicate  that  a  train  may  proceed. 

Clear  Signal.  A  common  term  to  denote  the  indica — 
tion  of  a  signal  in  the  "proceed"  position.  It  mays 
refer  to  a  home  signal  indicating  proceed  at  unlim — 
ited  speed;  or  to  such  a  signal  indicating  proceed  a^ 
limitc-d  speed  (over  a  diverging  track);  or  to  ^ 
distant  signal  indicating  proceed,  expecting  to  fincJ 
thf  next  signal  clear.  In  Great  Britain  "all-clear'* 
is  used  in  the  sami'  sense. 
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Clearance  Card.  In  block  signaling  a  written  order 
issued  by  a  signalman  to  authorize  a  train  to  enter 
a  block  when  the  signal  cannot  be  cleared.  Form 
C  of  the  Standard  Code  of  the  American  Railway 
Association  is  shown,  reduced  in  size,  below: 
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Clearance  Point.  At  a  convergence  of  two  tracks  that 
point  beyond  which  the  widest  cars  or  engines, 
running  in  the  converging  direction,  cannot  run 
without  a  possibility  of  fouling  vehicles  on  the 
other  track. 

Clockwork  Signal.  One  of  the  early  forms  of  auto- 
matic block  signal  mechanism;  still  in  use  in 
Xew  England.  It  is  a  disk  signal  revolving  on  a 
vertical  spindle.  When  the  disk  or  target  is  visible 
to  the  engineman  it  indicates  stop,  and  when  turned 
with  the  edge  toward  an  approaching  train  (disk 
not  visible)  it  indicates  clear.  A  common  form  has 
a  second  target  of  different  shape  mounted  on  the 
spindle  at  right  angles  to  the  stop  target  which 
serves  for  the  clear  indication.  The  stop  target 
is  usually  painted  red,  and  the  proceed  target,  when 
used,  is  painted  white  or  green.  See  Night  Signal 
Indication.  The  spindle  is  rotated  through  a  chain 
of  gears  similar  to  the  works  of  a  clock,  by  a 
weight  suspended  inside  of  the  iron  signal  post. 
A  detent  operated  by  a  magnet  controlled  by  the 
track  circuits  prevents  the  disk  from  revolving 
more  than  one-Quarter  of  a  revolution  for  each  op- 
eration of  the  signal.  See  Figs.  399-400. 
Closed  Switch.  A  switch  (in  a  railroad  track)  which 
is  set  for  the  normal  current  of  traffic;  an  outlying 
or  siding  switch,  set  for  the  main  track. 

Coleman  Lock  and  Block  Instrument.  An  improved 
form  of  the  Sykes  lock  and  block  instrument  for  a 
controlled  manual  /block  system,  devised  by  J.  P. 
Coleman.     See  Figs.  251-272. 

Colors  of  Signals.  A  semaphore  arm  gives  its  indica- 
tion by  form  and  position,  independent  of  its  color, 
but  for  convenience  the  blades  (the  wooden  por- 
tion of  the  arm)  are  usually  painted  red  for  home 
signals  and  yellow  or  green  for  the  distant  signals. 
A  white  transverse  stripe  is  common  (see  Figs. 
125-128).  On  a  few  roads  all  signal  arms  are 
painted  one  color  (yellow).  The  back  sides  of 
blades  are  painted  white  or  a  neutral  color.  In 
enclosed  disk  signals  the  disk  is  red  for  home 
(stop)  signal,  and  for  the  distant  it  is  green  or  yellow, 
according  to  the  colors  used  in  the  light  at  night. 
The  efficiency  of  an  enclosed  disk  signal  depends 
on  the  contrast  between  the  appearance  of  the  disk 
and  that  of  the  surrounding  surface  of  the  case. 
When  the  signal  is  cleared  (the  disk  withdrawn 
from  sight)  the  inner  surface  of  the  back  of  the 
case  (white)  constitutes  the  clear  signal.  See 
Night  Signal  Colors. 


Common  Wire.  A  wire  used  jointly  or  "in  common" 
by  two  or  more  electric  circuits,  through  part  of  the 
route  of  each.  When  two  or  more  circuits  are  sup- 
plied with  current  from  one  source,  as  a  battery, 
the  main  leads  from  the  battery  arc  "common"  to 
all  such  circuits. 

In  early  signal  practice  it  was  customary  to 
economize  in  the  use  of  wire  by  making  the  ground 
a  "common"  return  conductor  for  nearly  all  cir- 
cuits in  the  same  manner  as  is  still  done  in  the 
telegraph.  But  on  account  of  difficulty  in  maintain- 
ing good  ground  connections  this  practice  has  been 
discontinued  to  a  large  extent,  the  "common"  re- 
turn wire  being  substituted. 

Note. — This  practice,  although  at  present  in  gen- 
eral use,  has  certain  undesirable  features.  Its  use 
results  in  complications  in  circuits,  and  occasionally 
trouble  is  caused  by  the  common  wire  being  over- 
loaded, resulting  in  a  drop  in  potential  between 
different  points.  Again,  if  the  common  wire,  as,  for 
instance,  at  a  power  interlocking  plant,  becomes  dis- 
connected or  broken  it  is  likely  to  interfere  with 
the  operation  of  the  entire  plant,  and  also  under 
certain  conditions  is  liable  to  cause  functions  to 
operate  improperly.  Foreign  currents  also  are 
sometimes  collected  or  distributed  by  the  common 
wire,  especially  where  it  extends  several  miles,  as 
in  automatic  block  signaling,  and  to  limit  the 
effects  of  such  disturbing  elements  it  is  the  prac- 
tice on  some  roads  to  limit  the  length  of  common 
wires  to  a  few  miles. 

Compensator.  A  device  for  increasing  and  decreasing 
the  length  of  long  lines  of  pipe  or  wire  to  adjust 
them  to  changes  in  the  temperature  of  the  atmos- 
phere, so  as  to  keep  the  length  of  the  pipe  or  wire 
constant.  In  pipe  lines  this  is  accomplished,  where 
the  direction  of  the  line  is  changed,  by  different 
arrangements  of  cranks,  and  in  straight  lines  by  a 
"Lazy  Jack."  For  wire  lines  various  automatic  com- 
pensators have  been  tried  and  have  been  rejected 
as  unsatisfactory.  See  Pipe  Compensator;  Wire 
Compensator.  See  Figs.  1107-1108,  1111-1162,  1282- 
1284,  1333-1338,  1606-1609,  1614. 

Conductivity.  The  capacity  of  a  substance,  as  a  wire, 
for  conveying  electric  current;  the  reciprocal  of 
electric  Resistance,  which  see. 

Conduit.  A  tube  of  wood,  clay,  iron  or  fiber,  enclosing 
electric  wires,  usually  under  ground. 

Contact  Finger.    See  Front  Contact  and  Back  Contact. 

Controlled  Manual  Block  System.  The  manual  block 
system  safeguarded  by  the  addition  of  electric 
locks,  attached  to  the  signal  levers  and  controlled 
from  the  adjoining  block  stations,  so  arranged  that 
a  clear  signal  cannot  be  displayed  to  admit  a  train 
into  a  block  without  the  simultaneous  action  and 
consent  of  the  signalmen  at  both  ends  of  the  block. 
The  controlled  manual  system  was  developed  in 
England  by  \V.  R.  Sykes,  where  it  is  known  as 
"Lock  and  Block."  In  1882  a  few  Sykes  instru- 
ments were  installed  on  the  New  York  Central  in 
and  near  New  York  City.  Coleman's  controlled 
manual  instnnnent  is  an  improved  form  of  the 
Sykes  instrument,  devised  by  J.  P.  Coleman,  and 
the  few  original  Sykes  instruments  installed  in 
the  United  States  have  been  replaced  by  it.  Track 
circuit  control  (at  each  station)  is  an  im- 
p«.»rtant  clement  of  the  system,  but  in  some 
cases  it  is  not  used.  P»y  the  a<ldition  of  a  com- 
plete track  circuit  throughout  the  length  of  the 
block  sections  the  controlled  manual  system  can  be 
made  t<»  more  surely  prnvide  against  a  c(>llision  due 
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to  the  accidental  breaking  of  a  train.  If,  b^  acci- 
dent or  otherwise,  the  rear  car  of  a  train  should  be 
detached  and  left  in  a  section,  while  the  rest  of  the 
train  passed  out  of  it,  and  if  in  such  a  case  the 
signalman  at  the  outgoing  end  should  carelessly 
assume  that  the  whole  of  the  train  had  passed  him, 
it  would  be  possible  for  him  to  empower  the  station 
at  the  entering  end  to  send  forward  a  second  train. 
The.  continuous  track  circuit  prevents  this,  as  in 
automatic  block  signaling.    See  Electric  Train  StafiF. 

Copper-Clad  Wire.  An  electrical  conductor  made  with  a 
steel  center,  surrounded  by  copper.  For  lines  strung 
on  poles,  by  the  use  of  copper  and  steel  in  the  right 
proportions,  copper  for  conductivity  and  steel  for 
mechanical  strength,  wire  of  a  given  conductivity 
can  be  made  at  a  cost  less  than  that  for  either 
copper  wire  or  steel  wire.  The  welding  of  the  steel 
and  the  copper  is  done  by  the  "Monnot"  process. 

Counterweight.  In  a  semaphore,  a  weight  so  con- 
nected that,  in  case  of  breakage  of  the  wire  or  the 
pipe  controlling  the  signal,  the  weight  will  fall  and 
pull  the  signal  to  the  horizontal  (stop)  position. 
Any  failure  of  a  signal  should  result  in  an  indication 
adverse  to  the  movement  of  trains,  thus  tending  to 
safety  and  to  the  discovery  and  repair  of  the  defect 
which  has  caused  the  failure.  Semaphores,  in  which 
the  arm  is  inclined  upward  for  the  proceed  indica- 
tion, need  no  counterweight.  See  Figs.  1337-133S, 
1498-1500,  1521-1.532,  1549. 

C.  R-  Abbreviation  for  Cold  Rolled.  Used  in  connec- 
tion with  steel  and  iron. 

Crane.    See  Staff  Crane. 

Crank.  In  interlocking  work,  a  lever  used  to  change 
the  alincment  or  direction  of  travel  of  a  pipe. 
Cranks  are  straight  when  the  arms  make  an  angle 
of  180  deg.  with  each  other.  See  Kqualiztr  and 
Straight  Arm  Compensator.  "T''  cranks  have  three 
arms  and  are  shaped  like  the  letter  T.  When 
the  arms  are  at  90  deg.  to  each  other  the  term 
"crank"  is  used  alone.  See  Figs.  1017-1022,  1099- 
1135,  1149-1162. 

Crank  Stand.  The  frame  in  which  cranks  (in  a  pipe 
line)  are  supported.    Sec  Crank. 

Cross  Arm.  An  arm,  usually  of  wood,  fastened  to  a 
telegraph  pole,  near  the  top,  at  right  angles  to  the 
pole;  designed  to  carry  the  pins  and  insulators  to 
which  line  wires  are  attached.  See  Figs.  2430-2436, 
2443-2447,  2459. 

Cross  (of  wires).  The  accidental  contact  of  electrical 
conducting  wires.  In  signaling,  such  an  accident, 
by  increasing  the  current  in  a  wire  or  reversing  its 
polarity,  or  by  energizing  a  wire  which  should  be 
dead,  may  produce  derangements  of  apparatus. 
Circuits  controlling  signals  should  always  be  so 
arranged  that  either  a  cross  or  a  break  will  cause 
the  signal  to  indicate  stop,  or  if  already  thus  indi- 
cating to  remain  so  until  the  fault  is  corrected. 

Crossing  Bar.  A  detector  bar  used  near  a  crossing  and 
operated  by  a  separate  lever  in  an  interlocking  ma- 
chine. By  its  use  a  train  on  the  crossing  is  pro- 
tected against  the  wrongful  clearing  of  signals  for 
trains  on  conflicting  routes.  See  Fouling  Bar.  See 
Figs.  622-625. 

Crossover.  A  short  track  leading  from  one  to  the 
other  of  two  parallel  tracks.  See  Figs.  353-354,  358-- 
363,  628-629,  632-635,  638-643,  652-65(>,  658,  951-054. 

Cross  Locking.  In  Saxby  &  Farmer  interlocking,  the 
transverse  bar  which  is  moved  by  the  locking  dog. 
See  26,  Fig.  665. 


Crowfoot  Zinc.  A  form  of  zinc  plate  used  in  a  Gravity 
Cell,  with  a  vertical  stem  and  several  radiating 
spokes  or  toes,  resembling  the  foot  of  a  bird. 

Current,  Electric.    See  Electric  Circuit  apd  Ohm's  Law. 

Current  of  Traffic.  On  a  double-track  railroad  the 
normal  movement  of  trains  in  a  given  direction,  as 
for  example,  eastward  on  the  south  track,  and  west- 
ward on  the  north.  To  move  westward  on  the 
south  track  or  eastward  on  the  north  track,  in  that 
case,  is  "against  the  current  of  traffic." 

Current  Wave.  The  increase  from  zero  to  maximum 
and  the  decrease  from  maximum  to  zero  of  the 
value  of  an  alternating  current. 

Cut  Section.  In  automatic  block  signaling,  a  familiar 
term  used  in  cases  where  a  block  section  is  too  long 
to  maintain  a  single  track  circuit  (by  reason  of  the 
imperfect  insulation  of  the  rails).  The  block  sec- 
tion is  divided  at  the  middle — or  in  extreme  cases 
is  divided  into  three  parts — and  is  called  a  "cut 
section."  A  section  which  does  not  reach  to  the 
signal  may  repeat  into  the  adjacent  section  by  a 
relay,  or  it  may  be  made  to  control  the  home  signal 
directly  by  a  line  wire.  See  Figs.  337-339,  346-347, 
372-373,  375-376,  379,  382,  384-385.  387.  393,  395. 

Cycle.  In  an  alternating  current  a  complete  change  in 
direction  from  maximum  negative  through  zero  to 
maximum  position  and  back  to  maximum  negative. 
The  frequency  is  expressed  as  the  number  of  cycles 
per  second. 

D 

Danger.  A  term  formerly  used  to  denote  the  "stop*' 
indication  of  a  signal;  still  used  in  the  combined 
term  "normal  danger,"  meaning  an  automatic  block 
signal  system,  in  which  the  signals  indicate  stop 
(or,  in  the  case  of  a  distant  signal,  caution)  at  all 
times  except  when  a  train  is  approaching. 

Dash  Pot.  A  cylinder  with  a  piston,  designed  to  act 
as  an  air  cushion  for  a  falling  weight,  the  piston 
being  attached  to  a  rod  supporting  the  weight.  See 
6,  Figs.  408-409,  412-413;  8,  Fig.  421;  N,  Fig.  440;  4, 
Fig.  446. 

Deflecting  Bar.  A  device  for  changing  the  direction  of 
a  line  of  pipe.     See  Figs.  1165-1184. 

Deflecting  Bar  Leadout.    See  Figs.  1494-1496. 

Deflecting  Stand.     See   Figs.   1165-1184. 

Derail  (noun).  A  short  name  for  Derailing  Switch^ 
which  see;  also  for  a  "scotch  block"  or  any  device 
in  a  fixed  location,  for  throwing  cars  and  engines 
off  the  track.  See  Figs.  612-616,  622-629,  632-63;^, 
636-639,  642-643.  656-658,  1505-1520. 

Derailing  Switch.  A  switch  designed  to  turn  a  train  off 
the  track  for  the  purpose  of  preventing  it  from  run- 
ning into  danger;  used  in  connection  with  stop 
signals  on  lines  approaching  grade  crossings  of 
other  railroads,  or  drawbridges,  or  any  particularly 
dangerous  place.  It  may  be  interlocked  with  a  stop 
signal  so  that  when  the  derail  is  "open,"  to  derail, 
the  signal  must  indicate  stop;  and  before  the  signal 
can  be  cleared  the  derailing  switch  must  be  set  so 
a«  not  to  derail  an  approaching  train.  See  Figs. 
612-616,  622-629,  632-683,  636-639,  642-643.  656-658.  A 
diverging  track,  if  not  too  sharply  curved,  serves 
the  same  purpose  without  causing  derailment.  De- 
railing switches  worked  by  hand  (sometimes  not  in- 
terlocked with  the  switch)  are  used  near  the  ends 
of  outlying  side  tracks,  especially  where  a  move- 
ment   from    the    siding   to   the   main    line    has    the 
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benefit  of  a  descending  grade.  Such  a  derailing 
switch  is  regularly  left  open,  so  as  to  derail  any 
cars  which  may  by  accident  run  from  the  siding  to- 
ward the  main  line  when  no  attendant  is  near. 

Detector  Bar.  A  device  for  preventing  the  movement 
of  switches  under  trains.  A  long,  thin  strip  of 
metal  is  mounted  on  pivoted  links  alongside  of  the 
track  rail,  on  its  outer  side,  in  such  a  way  that 
when  moved  longitudinally  the  bar  is  lifted  higher 
than  the  top  of  the  rail.  The  bar  is  so  con- 
nected to  the  switch  movement,  with  which  it  is 
used,  that  it  must  be  lifted  before  the  switch  is 
moved.  It  is  located  either  in  advance  or  in  rear 
of  the  switch,  and  sometimes  both.  If  any  pair  of 
wheels  is  on  the  rail  along  which  it  is  mounted  the 
bar  is  prevented  from  moving  by  coming  in  contact 
with  the  wheel  tread  which  projects  over  the  edge 
of  the  rail.  If  the  detector  bar  cannot  move,  the 
switch  cannot  be  moved,  and  the  arrangement 
therefore  prevents  throwing  a  switch  under  a  car. 
Detector  bars  are  used  with  both  mechanical  and 
power-operated  switches.  They  derive  the  name 
"detector  bar"  from  the  fact  that  the  signalman 
in  a  mechanical  interlocking  could  detect  by  the 
pull  on  the  lever  whether  the  detector  bar  were 
blocked.  In  power  interlocking  they  are  now 
being  replaced  in  many  installations  with  electric 
track  circuits  controlling  electric  locks  on  the 
switch  levers.  See  Detector  Bar,  Inside;  also  Elec- 
tric Detection;  Detector  Track  Circuit,  Detector 
Locking.    See  Figs.  910-917,  919,  950-1007. 

Detector  Bar  (Inside).  An  arrangement  for  preventing 
the  movement  of  a  switch  while  it  is  occupied  by  a 
car.  The  common  Detector  Bar,  which  see,  keeps 
the  switch  locked  by  the  pressure  of  the  outer  part 
of  the  treads  of  the  wheels  of  the  car.  The  inside 
bar  is  controlled  by  the  flanges  of  the  wheels.  The 
older  form  of  inside  bar  was  arranged  to  normally 
lie  flat,  and  in  moving  was  turned  upward  by  the 
movement  of  a  long  rod  lying  parallel  to  the  bar 
and  fixed  to  it,  the  rod  being  turned  on  its  axis.  A 
later  form  is  worked  in  about  the  same  way  as  the 
outside  bar.  The  effectiveness  of  the  outside  bar 
depends  on  having  car  wheels  with  treads  wide 
enough  always  to  extend  a  good  distance  outside  of 
the  head  of  the  rail.  With  wide-headed  rails  this 
is  an  uncertain  factor. 

Note  on  Detectcr  Bars. — Inside  detector  bars  are 
objectionable  because,  by  reason  of  the  presence  of 
switch  rods  and  other  track  accessories,  it  is  im- 
possible in  many  situations  to  put  the  bars  where 
they  are  needed,  and  also  because  wheel  flanges 
are  not  of  uniform  depth.  F«»r  this  and  other  rea- 
sons the  outside  bar  is  more  generally  used.  But 
the  introduction  of  rails  with  very  wide  heads  has 
lessened  the  effectiveness  of  outside  bars;  because 
with  the  width  of  the  wheel  treads  only  a  little 
greater  than  the  width  of  the  rail  head  tlic  bar  may 
not  be  properly  held  down.  This  has  led  to  the 
introduction  of  "electric  detection"  for  this  pur- 
pose. 

Detector  Bar  Driving  Piece.  A  stud  and  plate,  or  eye, 
bolted  to  a  detector  bar,  on  which  is  attached  the 
driving  rod  connected  with  the  switch  movement 
with  which  the  detector  bar  is  used.  See  Figs. 
i»C9-971. 

Detector  Bar  Link.  A  short  link  supporting  a  detector 
bar,  and  so  pivoted  on  a  clip  fastened  to  the  rail 
that  the  detector  bar  in  moving  longitudinally  must 
also  move  upward  and  above  the  top  of  the  rail. 
See  Figs.  9o5-95(J.  974-1002. 


Detector  Bar  Stop.  A  lug  bolted  to  the  rail  on  which 
the  detector  bar  rests  when  the  stroke  is  completed. 
See  Figs.  957-973. 

Detector  Locking.    See  Electric  Detection. 

Detector  Track  Circuit.  A  track  circuit  used  in  con- 
nection with  electric  detection,  which  see.  So  called 
because  used  to  perform  the  same  function  as  a 
detector  bar. 

Diagram,  Track.    See  Track  Indicator,  Track  Model 

Diaphragm  Valve.  A  valve,  controlling  the  admission 
of  compressed  air  from  an  operating  pipe  to  a 
switch  or  signal  cylinder,  which  is  itself  worked  by 
compressed  air  in  another  pipe — the  control  pipe. 
The  pressure  in  the  control  pipe,  increased  or  di- 
minished by  the  signalman  in  the  cabin,  moves  a 
flexible  leather  diaphragm  up  or  down  and  thereby 
actuates  the  valve  stem.  See  Pneumatic  Inter- 
locking, Figs.  19(36,  1969.  1970. 

Differential  Relay.  A  relay,  the  coils  of  which  have 
two  or  more  different  windings;  or  a  relay  having 
two  or  more  magnets  acting  in  certain  relation  to 
each  other.  See  Figs.  380,  390,  392-394,  396-398, 
2571-2573. 

Direct  Current.  A  current  of  electricity  constant  in 
direction  as  distinguished  from  an  Alternating  Cur- 
rent, which  see.  A  continuous  current.  The  cur- 
rent derived  from  all  primary  and  storage  batteries 
is  direct  current. 

Disengaging  Lever.  A  lever  hung  by  shackles  from 
the  balance  lever  of  a  signal  when  the  signal  is  wire 
connected.  The  pulling  and  back  wires,  which  see, 
are  hooked  to  the  disengaging  lever  in  such  a 
manner  that  should  the  back  wire  break  the  disen- 
gaging lever  would  be  released  and  fall  to  the 
ground,  thereby  disconnecting  the  signal  from  its 
operating  mechanism  and  allowing  it  to  go  to  the 
stop  position.     See  Figs.  1337-13-38. 

Disk  Signal.  A  signal  in  which  the  day  indications  are 
given  by  the  color  or  position  of  a  circular  disk. 
The  term  is  commonly  restricted  to  an  Enclosed 
Disk  Signal,  which  see.  A  Clockwork  Signal,  which 
sec,  is  a  disk  signal  in  which  the  day  indications 
arc  given  by  the  position  of  the  disk  as  it  is  turned 
to  one  or  another  of  two  positions  by  the  revolution 
on  its  axis  of  a  vertical  spindle.     See  Figs.  400-407. 

Distant  Signal.  A  fixed  signal  situated  1.500  ft.  to  3,000 
^ft.  or  more  in  the  rear  of  a  home  signal  to  indicate 
to  a  train  whether  or  not  the  home  signal  may  be 
expected  to  be  found  in  the  clear  position.  It  is 
distinguished  from  home  signals  by  a  notch  in  the 
end  of  the  blade.  Finding  the  distant  signal  in  the 
"clear'*  position,  trains  may  proceed  at  unchecked 
speed,  while  if  it  shows  "caution"'  it  is  a  warning 
that  the  train  must  be  prepared  to  stop  at  the  home 
signal.  On  a  line  where,  by  reason  of  curves  and 
intervening  buildings,  hills  or  trees,  the  home 
signal  cannot  be  seen  by  the  approaching  engine- 
man  until  he  is  quite  near  it;  or  on  any  line,  curved 
or  straight,  when  the  engineman's  view  is  obscured 
by  fog  or  by  falling  snow,  distant  signals  are  nec- 
essary in  order  to  avoid  delay  to  fast  trains,  as 
without  this  preliminary  information  the  speed  of 
such  trains  would  have  to  be  materially  slackened 
in  order  to  enable  the  engineman  to  be  sure  of  the 
reading  of  the  honu*  signal  before  he  passed  it.  A 
meclinnical  distant  sign.il  is  so  interlocked  that  it 
can  never  be  cleared  until  the  home  signal  is 
cleared,  and  if  there  are  other  signals  for  that  route 
at  that  station  on  that  track  the  distant  is  so  in- 
terlocked  that   all   of  them   nlu^t   he   cU-;vTvid  Vs<i.^Q\^ 
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it  can  be  cleared.  A  distant  signal  may  be  fixed 
on  the  same  post  with  the  home  signal  for  the  next 
section  in  the  rear,  and  in  that  case  it  is  arranged 
to  be  controlled  by  the  latter  in  such  a  way  that 
whenever  the  home  goes  to  stop  the  distant  will 
go  to  caution,  even  if  its  own  home  signal  (a  block 
in  advance)  does  not  require  it  to  do  so.  This  is 
done  to  avoid  giving  to  enginemen  what  might  seem 
to  be  two  inconsistent  indications  at  the  same  point. 
In  the  automatic  block  signal  system  the  distant 
signal  is  controlled  by  th^  home  signal,  and  is 
usually  mounted  on  the  same  post  with  the  first 
home  signal  in  the  rear.  In  a  system  of  Three- 
Position  Automatic  Block  Signals,  which  see,  each 
signal  gives  a  distant  indication  for  the  next  signal 
in  advance.  The  various  forms  and  indications  of 
distant  signals  are  shown  in  Figs.  126,  131-135,  152- 
153,  157-159,  164,  206,  219-227.    See  Home  Signal. 

Distant  Switch  Signal.  A  signal,  arranged  like  a 
mechanical  distant  signal,  but  used  only  to  indicate 
the  position  of  an  outlying  switch.  Its  lever  is 
usually  interlocked  with  the  lever  of  the  switch. 
Distant  switch  signals  (for  trains  running  in  the 
"facing"  direction)  were  used  considerably  before 
block  signals  were  common;  but  when  the  block 
system  and  interlocking  are  introduced  the  switch 
signal  usually  is  either  removed  or  is  made  a  part 
of  the  new  system. 

D.  C.    Abbreviation  for  Direct  Current. 

Dog  Chart.  A  diagrammatic  representation  of  the 
mechanical  locking  for  an  interlocking  machine; 
used  as  a  working  plan  in  making  up  and  fitting  the 
locking.     See  Figs.  612-881. 

Dog  Locking.    See  Locking. 

Doll.    A   word,  of  doubtful  origin,  sometimes  used  to 

designate  a  short  signal  post,  as  the  upper  posts  of 

a  bracket-post  signal. 


dications  in  the  normal  direction,  as  in  the  case  of 
movements  from  a  main  track  to  a  side  track  in 
the  normal  direction,  the  dwarf  being  set  close 
to  the  high  signal  post.  Dwarfs  are  frequently 
used  at  terminals  for  movements  in  the  normal 
direction.  See  Figs.  1554-1556,  1560-1567.  1572-1577. 
The  arm  of  a  dwarf  is  about  3  in.  wide  and  9 
in.  long,  and  is  usually  about  2  ft.  above  the  level  of 
the  rail.  It  is  often  made  of  rubber  or  thin  sheet 
metal  to  prevent  damage  in  case  of  fouling  with 
cars  or  locomotives.  The  day  indications  of  dwarf 
arms  are  the  same  as  for  full-size  semaphore  arms, 
as  shown  in  Figs.  125-176.  For  the  night  indi- 
cations by  color,  see  Night  Signal  Indications.  Figs. 
177-216,  show  usual  arrangements  of  dwarf  and 
high  signals  with  the  routes  which  they  control. 
Dynamo.  A  common  term  for  electric  Generator, 
which  see. 

E 

E.  M.  F.    Abbreviation  for  Electromotive  Force. 

E^dy  Currents.  Induced  currents  produced  in  the 
armature  core  of  a  dynamo  or  any  small  closed  cir- 
cuit in  the  presence  of  a  changing  magnetic  field. 
See  Induced  Currents.    Sec  Figs.  530-534. 

Electrical  Bridge  Coupler.    See  Bridge  Circuit  Closer. 

Electric  Bell.    See  Bell,  Electric. 

Electric  Circuit.  The  accompanying  diagram  shows 
a  simple  electric  circuit.  It  consists  of  a  source  of 
energy,  in  this  case  a  cell  of  battery,  B,  a  device 
for  making  and  breaking  a  contact,  called  a  circuit 
controller,  C,  corresponding  to  the  key  in  a  tele- 
graph circuit,  and  two  wires  leading  to  the  appa- 
ratus (in  this  case  a  relay)  to  be  operated.  The 
relay  consists  of  an  electro-magnet,  H,  and  its  soft 
iron  armature,   A,  mounted  on  a  lever  pivoted  at 
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Double  Jaw.    Sec  Figs.  1023-1098. 

Dummy.  Literally,  a  counterfeit;  used  to  designate  a 
"doll"  or  short  signal  post,  on  a  bracket-post  signal, 
bearing  no  signal  arm  and  designed  merely  to  aid, 
by  its  position  relative  to  the  other  "dolls"  in  show- 
ing to  which  of  two  or  more  tracks  a  signal  apples. 
A  dummy  may  carry  a  light  of  distinctive  color  to 
fulfil  its  function  at  night. 

Duplex  Lock.  A  lock  for  a  switch  with  two  plungers, 
one  «.if  which  locks  the  switch  in  its  normal  posi- 
tion and  the  other  in  the  reversed  position.  It  is 
so  arranged  that  both  cannot  enter  the  same  hole 
in  the  lock  rod.     Sec  F,  Figs.  S!i8-9U9. 

Dwarf  Interlocking  Machine.  A  small  interlocking  ma- 
chine often  set  out  of  doors.  In  a  common  form  of 
two-lever  machine  one  lever  works  the  switch  and 
the  other  a  distant  switch  signal.  See  Figs.  877- 
881.  Except  in  this  case  these  machines  are  used 
.  only  on  low-speed  tracks,  as  in  freight  yards,  and 
the  locking  is  lever-locking  (not  "preliminary"). 
See  Figs.  1610.1612,  1623-1640. 

Dwarf  Semaphore  Signal.  Commonly  abbreviated  to 
"dwarf."  A  low  semaphore  signal  used  for  giving 
indications  for  low-speed  movements,  as  through 
an  interlocking  plant  in  the  reverse  direction  to  the 
normal  current  of  traffic  or  on  or  from  a  side  track. 
Dwarf  semaphore  signals  are  used  also  to  give  in- 
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one  end  and  free  to  move  between  two  stops  at  the 
other.  The  armature  is  held  away  from  the  magnet 
by  gravity  or  by  a  retractile  spring. 

The  circuit  controller  being  "closed"  so  as  to 
make  contact,  current  will  flow  from  one  side  of 
B,  through  C,  along  the  upper  wire,  through  the 
coils  of  H,  back  along  the  lower  wire  to  the  other 
side  of  B.  The  earth  is  an  electrical  conductor, 
or  rather  a  reservoir  of  electricity,  so  that  the  lower 
wire  may  In*  omitted  and  the  current  return 
through  the  earth,  by  putting  in  ground  connec- 
tions as  at  G  and  G'.  In  signal  work  this  practice 
cannot  always  be  followed  to  advantage  on  account 
of  difficulty  in  maintaining  good  ground  connec- 
tions, and  also  on  account  of  the  interference  of 
current  from  other  circuits  which  are  also  using 
ground  returns. 

The  current  passing  through  the  turns  of  wire 
around  the  soft  iron  core  of  the  electro-magnet,  H, 
causes  it  to  become  magnetized  to  an  extent  ap- 
proximately proportional  to  the  amount  of  current 
flowing;  therefore,  if  the  current  produced  by  the 
battery  is  strong  enough,  the  magnetism  in  the  core 
will  overcome  the  weight  of  the  armature  and 
lever  to  which  it  is  attached,  drawing  the  free  end 
away  from  the  iow-er  or  hack  contact,  F,  and 
against  the  upper  or  front  contact.  E.  The  relay 
is   now   said    to   be   "energized,"   and   its   armature 
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will  remain  in  this  position  until  the  current  is  cut 
off  by  opening  the  circuit  controller,  or  by  break- 
ing or  otherwise  disconnecting  the  wire,  or  until  the 
amount  of  current  passing  through  the  coil  (and 
consequently  the  force  of  the  magnetism  of  the 
core)  is  reduced  so  much  that  its  attraction  is  over- 
come by  the  weight  of  the  armature,  which  pulls 
it  back  to  its  original  position.  The  current  pass- 
ing through  the  relay  may  be  reduced  by  weaken- 
ing the  battery,  or  by  a  "shunt"  or  "short  circuit." 
Suppose  that  the  circuit  controller  is  closed  and 
the  relay  energized,  as  already  explained;  if  now 
the  two  wires  are  connected  by  a  third  piece  of 
wire,  as  shown  dotted  at  S,  there  are  then  two 
paths  provided  for  the  current.  In  such  cases  the 
current  flowing  in  each  is  inversely  proportional  to 
its  resistance.  For  example,  if  the  resistance  of  H 
is  5  ohms  and  that  of  S,  1  ohm,  with  an  output  of 
600  mil-amperes  from  the  battery,  100  mil-amperes 
will  pass  through  H  and  500  through  S.  By  making 
the  resistance  of  the  shunt,  S,  very  low,  compared 
with  that  of  H,  practically  all  the  current  may  be 
made  to  pass  through  S,  and  thus  the  relay  may  be 
de-energized  while  the  battery  is  still  connected 
and  firiving  current.  This  is  what  takes  place  in 
track  circuit  signaling,  the  wheels  and  axles  pro- 
viding the  shunt  connection. 

As  regards  the  "polarity"  or  direction  of  the  cur- 
rent through  the  circuit,  the  results  described  will 
•    be  the  same  if  the  positive  pole  of  the  battery  is 
connected  to  the  wire  leading  to  C,  and  the  nega- 
tive pole  to  H,  or  vice  vefsa. 

Slectric  Detection.  The  use  of  track  circuits  and 
relays  for  controlling  electric  locks  on  the  switch 
or  signal  levers  of  an  interlocking  machine,  or 
opening  the  controlling  circuits  of  switches  to  pre- 
vent switches  from  being  thrown  under  cars,  a 
function  originally  performed  by  a  detector  bar, 
which  sec.  Electric  detection,  however,  is  usually 
extended  to  the  fouling  points  of  the  switch  con- 
trolled, and  may  be  used  instead  of  or  in  addition 
to  detector  bars.     See  Figs.  1995-2016. 

Slectric  Interlocking.  Interlocking  apparatus,  in  which 
the  switches  and  signals  are  worked  by  electric 
motors  or  electro-magnets.    See  Figs.  1641-1896. 

electric  Lock.    See  Lock,  Electric. 

Slectric  Locking.    See  Locking  Electric. 

electric  Motor.    See  Motor,  Electric. 

Slectric  Railroad.  By  years  of  usage  this  term  has 
come  to  mean,  generally,  a  railroad  of  the  nature 
of  street  railroads  such  as  were  formerly  operated 
by  horse  power;  but  electric  power  is  used  under 
such  varied  conditions  that  the  term  is  not  defini- 
tive. Street  railroads  extending  many  miles,  from 
town  to  town,  are  called  intcrurban.  These  and 
all  electric  lines  operated  by  power  drawn  from  a 
power  house  through  an  overhead  wire  by  a  wheel 
contact  arc  called  trolley  roads.  On  many  electric 
lines  in  the  streets  of  large  cities,  power  is  taken 
from  a  conductor  laid  in  a  conduit  beneath  the  sur- 
face of  the  street.  On  elevated  and  underground 
city  railroads  and  on  the  New  York  Central  & 
Hudson  River  and  the  Long  Island  railroads  power 
is  taken  from  a  third  rail.  These  last-named  lines 
were  formerly  worked  by  steam  locomotives,  and 
these  are  still  used  on  them  when  desirable  or  nec- 
essary. On  a  few  interurban  lines  and  on  certain 
lines  of  the  Erie  and  the  New  York,  New  Haven 
&  Hartford  railroads  power  at  high  tension  for 
heavy  trains  is  taken  from  overhead  conduits  by 
sliding  contacts.    On  the  great  majority  of  interurban 


roads  the  signaling  is  incomplete  or  entirely  lack- 
ing, the  moderate  speeds  and  the  absence  of  large 
terminals  and  junctions  being  held  to  warrant  de- 
pendence on  more  primitive  and  less  costly 
methods.  As  speeds  are  increased  standard  signals 
and  signaling  methods  are  found  necessary. 

Electric  Selector.  A  group  of  circuit  controllers  ac- 
tuated by  the  points  of  a  switch  and  used  to  deter- 
mine which  arm  of  a  signal  or  which  signal  of  a 
group  shall  be  free  to  be  cleared  when  the  switch  . 
is  moved  to  a  given  position.  See  Figs.  1751,  1765- 
1769,  2226-2252,  2255. 

Electric  Slot.  A  device  in  which  the  connection  be- 
tween a  signal  arm  and  its  operating  mechanism  is 
controlled  by  an  electro-magnet,  the  connection 
being  broken  when  the  magnet  is  de-energized  and 
established  when  the  parts  are  in  proper  mechan- 
ical relation  and  the  magnet  energized.  Commonly 
used  to  prevent  the  clearing  of  a  signal,  or  to 
cause  it  to  assume  the  stop  position  when  the  route 
or  track  section,  the  use  of  which  by  trains  is  gov- 
erned by  the  signal,  is  obstructed.  See  Figs.  2814- 
2829. 

Electric  Switch  Lock.  An  electric  lock  controlled  from 
a  signal  cabin  and  attached  to  the  operating  con- 
nection of  an  outlying  switch  to  prevent  the  switch 
from  being  moved  without  the  knowledge  and  con- 
sent of  the  signalman  in  the  cabin.  A  telephone 
or  a  key  and  bell  are  usually  added  in  the  mechan- 
ism case  to  provide  a  means  of  communication  be- 
tween the  switch  and  the  cabin.  With  a  telephone 
attachment  a  condenser  is  sometimes  employed 
and  the  bell  circuit  or  switch  lock  control  circuit 
is  used  for  the  telephone  circuit.  See  Figs.  1991, 
2866-2881. 

Electric  Train  Staff  System.  A  method  of  regulating 
the  movements  of  trains  on  a  single-track  railroad. 
See  Figs.  291-325. 

Electro-gas  Signal.  A  semaphore,  signal  worked  by 
compressed  carbonic  acid  gas.    See  Figs.  447-453. 

Electrolysis.  Chemical  decomposition  effected  by  means 
of  an  electric  current — Houston.  The  opposite  of 
the  electro-chemical  action  which  takes  place  when 
current  is  generated  in  a  voltaic  cell.  The  action  of 
the  plates  and  electrolyte  in  charging  a  storage  bat- 
tery is  electrolysis.  The  stable  chemical  elements 
and  compounds  of  pure  lead,  lead  oxide  and  sul- 
phuric acid  are  dissociated  by  the  passage  of  the 
charging  current  through  the  battery  and  combine  to 
form  unstable  chemical  compounds  which  do  not 
become  active,  however,  until  the  external  circuit  is 
closed.  When  the  battery  is  discharging  exactly  the 
opposite  chemical  reactions  take  place,  the  unstable 
compounds  rearranging  themselves  to  form  the 
original  stable  compounds  and  this  chemical  change 
is  accompanied  by  the  generation  of  an  electric 
current.  Electrolysis  manifests  itself  in  the  form 
of  corrosion  of  pipes,  wires,  etc.,  buried  under 
ground  or  exposed  in  damp  places  to  the  effects  of 
stray  electric  currents.  The  moisture  in  the  air 
combined  with  carbonic  acid  or  in  damp  ground 
with  earthy  salts  forms  the  electrolyte,  which  is 
necessary  for  the  electrolytic  action  to  take  place. 
The  pitting  or  corrosion  of  pipes  appears  at  the 
point  where  current  leaves  the  metal  through  the 
earth.  It  may  occur  even  with  currents  of  very  low 
voltage. 

Electrolyte.  The  liquid  surrounding  the  plates  or  ele- 
ments of  an  electric  cell,  containing  in  solution 
the  chemicals  which  act  on  the  elements  to  produce 
an  electro-chemical  current.    TK't  tVtoW^^v^  \^  ^^cv^ 
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conductor  of  the  current  within  the  cell  between  the 
plates.  It  is  usually  a  dilute  acid  or  a  solution  of 
acid  derivative  salts  in  water,  or  a  strong  alkaline 
solution. 

Electro-Magnet.  The  magnet  produced  by  the  passage 
of  an  electric  current  through  a  coil  of  insulated 
wire  surrounding  a  core  of  magnetizable  material. 
In  common  practice,  electro-magnets  consist  of  a 
coil  or  coils  of  insulated  wire,  wound  about  a  soft 
iron  core.     See  Magnet. 

Electro-Mechanical  Slot.    See  Electric  Slot. 

Electro-Pneumatic  Interlocking.  Interlocking  appa- 
ratus in  which  the  switches  and  signals  are  worked 
by  compressed  air,  but  the  valves  which  control 
them  are  operated  electrically  from  the  cabin.  See 
Figs.  1897-1065. 

Electro-Pneumatic  Signals.  Semaphore  signals  worked 
by  compressed  air  and  controlled  by  electric  ap- 
paratus. In  electro-pneumatic  .interlocking  the 
electric  control  is  managed  by  the  signalman  in  the 
cabin;  in  electro-pneumatic  block  signaling  the  air- 
valves  at  the  signals  are  controlled  by  the  track 
circuit.    See  Figs.  454-464,  535-538,  540-541. 

Elevator.  In  a  battery  chute,  the  movable  frame  sup- 
porting the  jar  or  jars,  and  its  rope,  arranged  for 
conveniently  raising  the  battery  for  inspection. 
See  Figs.  2190-2191,  2198-2200. 

Enclosed  Disk  Signal.  The  simplest  and  earliest  form 
of  automatic  block  signal,  introduced  in  1871,  and 
still  in  wide  use.  The  signal  indications  are  given 
by  color,  both  day  and  night.  A  circular  disk  of 
light  cloth  or  thin  metal,  colored  red  or  green,  en- 
closed in  a  weather-proof  case,  with  a  glass  front, 
is  displayed  for  the  day  indication  of  stop  or  cau- 
tion and  withdrawn  from  sight  for  the  proceed  indi- 
cation.    See  Figs.  401-4(»7.  2689-2097,  2703-2704. 

End  Post.    See  Insulated  Rail  Joint. 

Escapement  Crank.-  A  crank,  used  in  a  "switch  and 
lock  movement,"  by  means  of  which  a  single  stroke 
of  a  lever  performs  three  operations:  First  moves 
the  detector  bar  and  unlocks  the  switch;  second 
moves  the  switch;  third  moves  the  detector  bar 
back  and  locks  the  switch.    See  Figs.  882-889. 

Equalizer.  See  Straight  Arm  Compensator.  See  Figs. 
1107-1108,  1111-1135;  D,  E.  F,  Figs.  1149-1102. 


F.  P.    Abbreviation  for  Facing  Point. 

F.  P.  L.    Abbreviation  for  Facing  Point  Lock. 

Facing  Point  Lock.  A  lock  for  an  interlocked  switch, 
worked  or  controlled  by  the  signalman,  so  called 
because  used  chiefly  at  facing  point  switches  and 
seldom  or  never  at  trailing  point  switches.  In  and 
near  large  terminals  all  switches  arc  provided  with 
locks,  all  being  frequently  traversed  by  trains  in 
both  directions.  The  operating  connection  of  a 
switch  ordinarily  holds  it  in  position;  the  lock  is  an 
additional  provision  for  insuring  accuracy  of  move- 
ment. At  a  trailing  point  switch  extreme  accuracy 
is  not  essential.     See  Figs.  910-917,  919. 

Facing  Point  Switch.  A  switch  so  situated,  as  related 
to  an  approaching  train,  that  the  pointed  ends  of 
the  switch  rails  point  toward  the  train.  To  a  train 
coming  from  the  opposite  direction  the  same  switch 
would  be  "trailing."  In  British  practice  the  word 
"points"  (the  two  pointed  switch  rails)  has  the 
same  meaning  as  the  American  term  "switch."  and 
the  EngVish  say  simply  "facing  point."  At  a  facing 
point  switch  a  trnin  takes  either  one  or  the  other  of 


two  routes.  At  a  trailing  point,  if  the  s\ 
in  the  right  position,  the  wheel  flanges 
the  movable  rails  to  one  side,  and  if  th 
connections  are  rigid  they  will  be  broke; 
interlocked  switches  such  connections 
fitted  with  a  stout  spring,  not  disturbed  1 
strains  or  shocks,  which  will  yield  if  tl 
thus  forced  out  of  position,  and  return  th 
former  position  as  soon  as  the  wheels  h 
See  Figs.  910-917,  919. 

Fish  Wire.  A  wire  used  to  draw  another 
tube  or  other  opening. 

Fixed  Signal.  A  signal  of  fixed  location  i 
condition  affecting  the  movement  of  a  ti 
tinguished  from  signals  given  by  mot 
hand  or  by  a  flag  or  a  lamp.  Flags  ot 
terns  may  be  temporarily  set  in  fixed  loc 
block  and  interlocking  signals  are  fixed 

Floor  Push.    An  electric  circuit  closer  fixed 
where   the    signalman    can    conveniently 
circuit  by  pressing  downward  on  a  butt 
foot.     See  Figs.  2283-2288. 

Fouling  Bar.  A  detector  bar,  which  see,  p 
near  a  fouling  point  to  prevent  the  movei 
tain  functions  while  a  train  is  on  th< 
Crossing  Bar. 

Fouling  Point.  In  the  case  of  converging  i 
point  where  a  car  running  toward  tl 
would  come  in  contact  with  a  car  or  tra 
or  moving  on  the  other  track. 

Foundation.     The    foundations    for    mechan 
connections — pipes    and    wires — which 
suitable  intervals  along  the  line,  consist 
heavy  planks,  or  of  concrete,  or  of  cast 

Frequency.  The  number  of  cycles  or  chang 
tion  per  second  in  an  alternating  curreni 
quencies  most  used  in  commercial  wort 
and  120  cycles  per  second. 

Frequency  Relay.  An  alternating  current  rel 
that  it  will  act  effectively  only  when  er 
an  alternating  current  of  a  certain  frequ' 

Front  Contact  (of  a  Relay).  An  electric 
which  is  made  when  the  armature  of  t 
attracted  to  the  pole  piece  of  the  magn 
current  flowing  through  the  coils.  See 
Back  Contact. 

Front  Locking.    The  mechanical  locking  in 
ard"   interlocking   machine    which   acts 
outside  of  the  tappets.     See  Figs.  722-77 

Front  Rod.     See  Switch.     Sec  Figs.  938-939. 

Frost  Board.  In  a  battery  chute  or  well  « 
ncath  the  main  cover  more  effectually 
the  battery  from  freezing. 

Function.  In  interlocking  this  word,  as  the 
venient  one  available,  is  used  when  sp' 
lectively  of  switches,  signals,  movable  fr 
and  any  other  apparatuses  workctl  or  co 
levers  in  the  machine.  For  example, 
from  which  are  worked  10  switches.  5  Ic 
signals  is  said  to  control  25  functicms.  1 
can  Railway  Mngincering  and  Maintenar 
Association  has  declared  each  of  the  fc 
he  one  function  or  unit:  One  signal  arr 
switch  points;  one  derail;  one  pair  mc 
points;  one  oO-ft.  detector  bar.  with  lock 
one  scotch  block;  one  torpedo  machine;  < 
lock;  one  annunciator  or  indicator  for  on 
committee  of  signal  officers  of  the  New 
tral  Lines  has  adopted  these  values,  ex< 
detector   bar    without    lock    is    valued    at 
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lock   (of  a  detector  bar)   at   Mi.    A  value  of  1   is 
given   also  to  one  detector  circuit   per  switch. 

Fuse.  In  electrical  work  a  strip,  plate  or  bar  of  some 
readily  fusible  alloy,  designed  to  melt,  and  thus 
break  the  circuit  in  which  it  is  placed,  if  a  current 
passes  which  is  of  sufficient  power  to  melt  it.  The 
fuse  is  so  designed  as  to  melt  before  the  current 
is  powerful  enough  to  endanger  apparatus  in  other 
parts  of  the  circuit.  The  melting  of  the  fuse  is 
due  to  the  heat  generated  by  the  passage  of  the 
current.  Fuses  are  sometimes  enclosed  in  glass 
tubes,  or  are  placed  between  mica  strips  to  prevent 
injury  to  surrounding  apparatus.  A  cartridge  fuse 
consists  of  a  piece  of  metal  as  above,  surrounded 
by  some  chemical  compound,  the  purpose  of  which 
is  to  extinguish  any  arc  that  might  form  when  the 
fuse   *'blows." 

Fnsee.  A  chemical  fire  light,  like  a  roman  candle, 
giving  a  bright  light — red  or  green  or  yellow — as 
a  stop  or  slow  signal.  The  fusee  is  thrown  off  the 
rear  of  a  train  as  a  warning  to  any  following  train. 
Its  stick  has  a  sharp  point,  and  it  can  be  thrown  so 
as  to  stand  upright.  It  is  made  to  burn  a  definite 
length  of  time,  either  five  or  ten  minutes.  At  the 
end  of  that  time  it  is  reduced  to  ashes.  It  is  the 
only  practicable  stop  signal  in  use  which  can  be 
effectively  given  at  will  from  a  moving  train.  See 
Time  Interval  System.    See  Fig.  31  IS. 

G 

Gain  Stroke.  A  device  for  securing  extra  stroke  in  a 
line  of  connections  used  at  the  end  of  a  long  wire 
line  where  elasticity  and  lost  motion  have  reduced 
the  throw.  It  usually  consists  of  a  crank  having 
arms  of  different  length;  an  escapement  crank,  a 
special  jaw  or  a  system  of  pulleys.  See  41,  42,  43, 
Figs.  IM23-1098;  Figs.  1100-1110,  1351-1352. 

Gmerator,  Electric.  An  electro-mechanical  source  of 
electricity.  Means  for  transforming  mechanical 
energy  into  electric  energy.  See  Line  of  Force, 
Magnetic  Flux.    See  Figs.  2464-24G9. 

Gtvity  Cell.  A  common  form  nf  primary  cell  using 
zinc  and  copper  as  the  elements  and  a  solution  of 
zinc  sulphate  and  copper  sulphate  for  the  electro- 
lyte. The  zinc  in  the  form  of  an  open  wheel  or 
crowfoot  is  suspended  in  the  top  of  the  jar  and 
the  copper  in  the  form  of  a  cylinder  or  star  rests 
on  the  bottom  and  is  surrounded  with  crystals  of 
blue  vitriol  (copper  sulphate).  The  solution  of 
copper  sulphate  being  heavier  than  the  solution  of 
zinc  sulphate,  sinks  to  the  bottom,  hence  the  name, 
gravity  cell.  The  reaction  which  takes  place  on  a 
closed  circuit  is  very  simple.  The  copper  sulphate 
is  decomposed,  depositing  metallic  copper  on  the 
copper  plate,  and  the  sulphuric  acid  thus  liberated 
attacks  the  zinc  plate  yielding  zinc  sulphate.  There 
is  a  distinct  line  of  demarcation  between  the  two 
liquids  of  the  electrolyte,  and  the  best  test  of  the 
condition  of  the  battery  is  by  observing  when  the 
zinc  sulphate  solution  increases,  extendinj,^  down 
near  the  copper,  denoting  an  excess  (»f  zinc  and  a 
deficient  amount  of  copper  sulphate.  The  zinc 
solution  should  then  be  drawn  off  and  more  copper 
sulphate  solution  added.  This  is  d<:)ne  through  a 
tube,  so  as  not  to  disturb  tlie  c<iuilibriuni  of  the 
liquids.  The  zinc  must  be  renewed  occasionally 
and  the  copper  taken  out  and  cleaned.  A  copper 
plate  made  unwieldy  by  accretions  of  copper  must 
be  replaced.  The  ordinary  gravity  cell  has  u  volt- 
age of  about  0.9  volts,  and  will   remain  active  for 


long  periods  without  appreciable  polarization  on  a 
closed  circuit.  For  this  reason  it  is  almost  uni- 
versally used  for  supplying  current  to  track  circuits 
in  signal  work  and  for  telegraph  circuits  where 
small  amounts  of  current  at  low  voltage  are  re- 
quired.    See  Figs.  2065-20S0. 

Grid.    See  Resistance.    See  also  Figs.  528-529. 

Ground.    See  Electric  Circuit. 

Ground  Lever.  A  switch  or  signal  lever  arranged  to  be 
handled  by  a  person  on  the  ground,  as  at  an  outly- 
ing switch  or  a  derail,  in  distinction  ffom  a  lever 
of  an  interlocking  machine  in  a  cabin.  See  Figs. 
1623-1640. 

Ground  Signal  Post.  An  ordinary  signal  post,  as  dis- 
tinguished from  one  on  a  bridge,  bracket  post  or 
other  structures  above  the  ground. 

H 

Hayes  Derail.  A  derailing  device  made  by  the  Hayes 
Track  Appliance  Company.    See  Figs.  150()-1515. 

Head  Block.  The  long  tie  or  sleeper  on  which  the 
points  of  a  switch  rest. 

Head  Rod.  The  rod  next  to  the  front  rod  of  a  switch, 
which  sec. 

High  Signal.  A  general  term  applied  to  all  full-sized 
semaphore  signals  mounted  on  a  post,  bridge,  build- 
ing or  other  structure  above  the  level  of  the  top 
of  a  car  or  loc(miotivc.  When  two  or  more  high 
arms  are  fixed  on  the  same  post,  the  lowest  one  is 
usually  placed  at  a  minimum  height  of  2n  ft.  above 
the  level  of  the  rails  and  a  minimum  vertical  dis- 
tance of  6  ft.  is  preserved  between  the  signals  on 
the  same  post.  All  signals  for  trains  running  at 
full  speed  are  high.  Low  signals  (dwarf)  are  used 
only  for  slow  movements.  See  Dwarf  Signal,  Pot 
Signal,  Semaphore  Signal. 

Highway  Crossing  Signal.  Usually  some  form  of 
electric  bell,  which  see.  mounted  on  a  post  near  a 
highway  crossing.  Used  to  announce  the  approach 
of  trains.     See  Figs.  565-661. 

Hold  Clear  Attachment  (Hall  Disk  Signal).  A  pair  of 
high  resistance  auxiliary  magnet  coils  which  arc 
thrown  into  series  with  the  clearing  coils  at  the 
moment  the  movement  of  clearing  the  signal  is 
completed,  thus  holding  the  signal  in  the  clear 
position  with  only  a  small  consumption  of  current. 
The  same  principle  is  sometimes  employed  in  switch 
indicators.     See  Fig.  4<»»I. 

Home  Signal.  .\  fixed  signal  situated  at  the  point  at 
which  trains  are  required  to  stop  when  the  signal 
docs  not  indicate  "proceed."  As  a  block  signal  it 
stands  at  the  entrance  to  the  block.  At  interlock- 
ings  home  signals  stand  immediately  in  the  rear  of 
the  switches,  derails,  crossings  and  drawbridges 
which  they  pr<»tect.  A  home  signal  of  an  inter- 
locking plant,  when  cleared,  denotes  that  the  route 
governed  by  the  signal  has  been  made  ready  for  a 
train  movenienl  over  it.  The  term  home  signal 
was  originally  applied  on  British  railroads  to  the 
signal  mounted  on  or  near  the  signal  box,  con- 
trolling the  entrance  of  trains  into  a  block  section. 
.\  home  block  si>;nal  in  a  manual  or  contr«»lled 
manual  system,  when  in  the  stop  position,  must  not 
be  passed  except  t)n  receipt  of  the  proper  authority, 
either  written  or  by  tlag.  (»l>tained  frnm  the  "iignal- 
man.  .\n  automatic  h(»me  bli)ck  sij^jnal,  when  in 
the  <{n\)  positir^n.  indicates  '*St«»p;  wait   (a  >\\^^^^^^ 
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lens^h  of  time)  and  proceed  cautiously,  expecting 
to  encounter  obstruction."  See  Permissive  Block 
Signaling.  Home  block  signals,  when  in  the  clear 
position,  indicate  "Proceed;  block  is  clear." 

Semaphore  home  signal  arms  are  usually  made 
with  square  ends  to  distinguish  them  from  Dis- 
tant Signals  (which  see),  the  arms  of  which  are 
made  with  forked  or  "fish-tail"  ends.  On  many 
roads  a  further  distinction  is  made  by  using  arms 
with  pointed  ends  for  automatic  home  block  signals 
and  square  end  arms  for  all  other  home  signals. 

In  Three-Position  Automatic  Block  Signaling, 
which  see,  the  functions  of  the  home  signal  and 
the  distant  signal  are  combined  in  a  single  arm. 
See  Figs.  129-130,  133-141,  165-176.  See  also  Figs. 
150-151,  154-156,  160-176  for  home  interlocking  signal 
indications.  British  practice  is  shown  in  Figs.  206- 
213.  See  Distant  Signal,  Advance  Signal,  Dwarf 
Signal,  Night  Signal  Indications,  Starting  Signal. 

Horizontal  Chain  Wheel.  A  chain  wheel  whose  axis 
is  vertical.  Used  to  change  the  direction  of  a  wire 
line.    See  Figs.   1339-1350,  1353-1370,  1377-1380. 

Horizontal  Locking.  Mechanical  locking  arranged  in  a 
horizontal  plain.  See  Saxby  &  Farmer,  Stevens  and 
Dwarf  Interlocking  Machines.  See  Figs.  661-721, 
874-881. 


Illuminated  Track  Diagram.    See  Track  Indicator. 

Impedance.  The  effects  of  self-indication  on  an  alter- 
nating current  flowing  in  a  coil.  Its  tendency  is  to 
impede  the  flow  of  the  current  in  a  manner  similar 
to  resistance. 

Impedance  Bond.    See  Inductive  Bond. 

Indication.  1.  The  indication  of  a  visual  signal  is  what 
it  tells  the  approaching  engineman.  2.  In  a  power 
interlocking  machine  the  indication  is  the  electro- 
magnetic or  pneumatic  action  produced  in  the  ma- 
chine after  a  switch  or  a  signal  has  been  moved, 
indicating,  by  releasing  a  lock  on  one  or  more  levers, 
that  the  switch  movement  or  the  signal  njovement 
actually  has  been  completed. 

Indicator.  See  Block  Indicator,  Switch  Indicator, 
Track  Indicator,  Signal  Repeater. 

Induced  Currents.  Currents  produced  in  a  closed  cir- 
cuit by  the  effects  of  a  changing  magnetic  field. 
Induced  currents  may  be  produced  in  one  circuit 
by  increasing  or  decreasing  the  current  in  a  neigh- 
boring circuit,  or  by  causing  a  closed  circuit  to  cut 
a  magnetic  field. 

Inductance.  The  induction  of  a  circuit  on  itself  or 
other  circuits;  self-induction.  That  pr(^perty  in 
virtue  of  which  an  electro-motive  force,  acting  on  a 
circuit,  does  not  immediately  generate  the  full  cur- 
rent which  it  is  capable  of  producing  in  a  circuit 
of  that  resistance,  and  when  the  electro-motive 
force  is  withdrawn  time  is  required  tor  the  current 
strength  to  fall  to  zero.  A  quality  by  virtue  of 
which  the  passage  of  an  electric  current  is  neces- 
sarily accompanied  by  the  absorption  of  electric 
energy  in  the  formation  of  a  magnetic  field.  Time 
is  required  to  increase  velocity  in  a  heavy  body  by 
the  action  of  any  force;  so.  also,  time  is  required  to 
produce  a  current  by  the  action  of  electro-motive 
force.    See  Induced  Currents. 

Induction.    See  Induced  Currents  and  Inductance. 

Induction  Motor.  A  term  usually  applied  to  an  a.c. 
motor  having  a  short-circuited  armature.  See 
Squirrel  Cage  Armature. 


Inductive  Bond.  In  track  circuits,  a  bond  between 
contiguous  rails  of  the  track  (the  rails  being  insu- 
lated from  each  other  by  their  usual  non-conducting 
material  between  their  ends),  consisting  of  a 
coiled  conductor,  so  arranged  that  the  induction 
taking  place  in  the  coils,  on  the  passage  of  an  alter- 
nating current,  will  impede  the  flow  of  that  cur- 
rent, while  at  the  same  time  the  passage  of  a  direct 
current  is  not  impeded.  Thus  the  insulation  in  the 
joint  is  made  of  no  effect  as  regards  the  direct  cur- 
rent (used  for  propulsion  of  train),  while  it  still  is 
effective  as  regards  the  signaling  current. 

Inductive  Track  Bond.    See  Inductive  Bond. 

Inside  Connected  Facing  Point  Lock.  See  Facing 
Point  Lock  and  Figs.  910-911. 

Insulated  Rail  Joint.  The  term  rail  joint  is  used  to  de- 
note the  bars  or  plates  and  bolts  used  in  a  rail- 
road track  to  fasten  together  the  ends  at  contigu- 
ous rails.  An  insulated  joint  is  one  in  which  a  non- 
conducting body  (fiber),  about  ^  in.  thick,  called 
an  end  post,  is  placed  between  the  ends  of  the 
rails,  and  plates  or  strips  of  the  same  material 
around  the  bars  and  bolts  so  as  to  prevent  electric 
current  from  passing  from  one  rail  to  the  other. 
Fiber  plates  placed  below  one  or  both  of  the  rails 
are  called  mats  or  sole  plates.  Sometimes  wooden 
blocks,  called  wood  fillers,  are  placed  against  the 
rails  in  place  of  or  in  addition  to  the  iron  bars. 
Insulated  rail  joints  are  used  at  the  ends  of  track 
circuits.    See  Figs.  2338-2351. 

Insulated  Switch  Rod.  A  rod,  connecting  the  two  rails 
of  a  switch  in  a  railroad  track,  which  is  divided  into 
two  parts,  and  the  parts  held  together  by  a  sub- 
stance which  is  a  pon-conductor  of  electricity. 
Used  in  switches,  the  rails  of  which  are  traversed 
by  electric  circuits.  See  Figs.  2365-2366,  2371-2372, 
2373-2376,  2378-239U. 

Insulated  Wire,  Specifications  for  Making.  Wires,  cov- 
ered with  an  insulating  material,  used  as  electrical 
conductors  in  connection  with  railroad  signals,  es- 
pecially automatic  block  signals  and  electric  inter- 
locking, where  many  wires  must  be  laid  under- 
ground, must  withstand  severe  conditions  of  heat, 
frost  and  moisture;  and,  by  reason  of  their  high 
cost,  must  be  durable.  To  meet  these  conditions, 
carefully  tried  regulations  have  been  prescribed  to 
govern  the  manufacture  of  wire  and  the  manu- 
facture and  application  of  the  insulating  materials: 
and  the  most  essential  features  of  these  regulations 
have  been  formulated  as  specifications  to  be  fol- 
lowed in  the  purchase  of  such  wires  by  railroad 
companies. 

Wires  which  are  to  be  strung  on  poles,  after  the 
fashion  f)f  telegraph  lines,  are  used  both  bare  an*, 
insulated.  As  the  insulation  adds  materially  to  thc^ 
cost  it  is  omitted  where  the  likelihood  of  disturb — 
ancc  by  breakage  of  other  wires  or  from  othe«r 
causes  is  small;  while  on  railroads  of  heavy  traffi*=: 
and  where  accidental  crosses  with  other  wires  b^^ 
deranging  signals  might  cause  serious  or  frcqueim  ^ 
delays  to  trains,  insulation  is  used;  usually  of  t\\.  « 
kind  called  "weather-proof."  This  consists  of  co"t 
ton  braid  saturated  witli  an  insulating  compoun^J 
It  must  be  of  sufficient  thickness  and  toughness  ^^ 
prevent  electrical  contact  in  case  another  wire,  s».= 
for  example,  one  strung  above  it  on  the  same  poleSf 
should  fall  upon  it. 

For    underground    work,    compounds    containing 
30    per    cent,    of    rubber,    much    more    costly   than 
weather-proof  insulation,  are  most  commonly  used. 
For  these  the  specifications  given  next  below  are 
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those  of  the  Railway  Signal  Association,  adopted 
October  17,  1906.  A  number  of  important  railroads 
buy  insulated  wires  under  specifications  differing 
in  a  few  paragraphs  from  those  adopted  by  the 
Association;  and  one  of  these  railroad  specifica- 
tion codes,  that  of  the  Southern  Pacific,  is  given 
below,  following  the  Association's  specifications. 
The  significant  difference  is  in  the  paragraphs 
stipulating  the  percentage  of  rubber  and  other 
substances.  (See  paragraphs  2  and  10  Association 
code;  paragraph  f,  Southern  Pacific  code).  Voltage 
and  insulation  tests  also  show  differences.  Those 
compounds  which  contain  non-mineral  matter  other 
than  rubber  are  made  by  secret  formulas,  and 
those  who  buy  them  depend,  for  quality  and  dura- 
bility, not  on  a  knowledge  of  the  nature  of  the 
compound,  but  on  the  reputation  or  the  guaranty 
of  the  maker. 


Specifications  for  Rubber  Insulated  Signal  Wire. 
Adopted  by  the  Railway  Signal  Association,  Oc- 
tober, 1906—600  volts  or  less. 

1.  Conductors.  Conductors  must  be  of  soft- 
drawn,  annealed  copper  wire  having  a  conductivity 
of  not  less  than  98  per  cent,  of  th^t  of  pure  copper. 
Each  wire  forming  a  conductor  must  be  continu- 
ous without  splice  throughout  its  length,  must  be 
uniform  in  cross-section,  free  from  flaws,  scales 
and  other  imperfections  and  provided  with  a  heavy 
uniform  coating  of  tin. 

2.  Rubber  Insulation.  The  vulcanized  rubber 
compound  shall  contain  not  less  than  30  per  cent, 
nor  more  than  33  per  cent,  by  weight  of  fine  dry 
Para  rubber  which  has  not  previously  been  used  in 
rubber  compound.  The  gum  itself  shall  not  con- 
tain more  than  3%  per  cent,  of  resinous  extract. 
The  remaining  70  per  cent,  of  the  compound  shall 
consist  of  mineral  matter  only.  The  insulation 
must  be  tough,  elastic,  adhering  strongly  to  the 
wire,  must  be  homogeneous  in  character  and  placed 
concentrically  about  the  conductor. 

3.  Taping  and  Braiding,  (a)  The  rubber  insula- 
tion must  be  protected  with  a  layer  of  cotton  tape 
thoroughly  filled  with  a  rubber  insulating  com- 
pound, lapped  one-half  its  width  and  so  worked  on 
as  to  insure  a  smooth  surface. 

(b)  The  outer  braid  must  consist  of  one  layer 
of  closely  woven  cotton  braiding  at  least  A-in. 
thick,  saturated  with  a  black,  insulating,  weather- 
proof compound  which  shall  be  neither  injuriously 
affected  by  nor  have  injurious  effect  upon  the  braid 
at  a  temperature  of  200  deg.  Fahrenheit. 

4.  Tests.  The  manufacturer  must  provide  at  his 
factory  all  apparatus  and  other  facilities  needed  for 
'naking  the  required  physical  and  electrical  tests 
^nd  must  provide  the  company's  representative  with 
all  facilities  for  assuring  himself  that  the  30  per 
Cent,  of  rubber  as  above  specified  is  actually  put 
'nto  the  compound.  The  inspector  shall  not  be 
Privileged  to  ascertain  what  mineral  ingredients  are 
Used  in  making  up  the  remaining?  70  per  cent,  of  the 
compound.  The  manufacturer  shall  give  free  ac- 
cess to  the  place  of  manufacture  and  opportunity 
to  test  at  all  necessary  times.  Tests  may  also  be 
made  upon  the  finished  product  after  delivery,  and 
the  wire  will  be  rejected  if  it  fails  to  meet  the 
requirements  of  the  specifications.  TTie  manufac- 
turer must  pay  freight  charge*  for  return  of  all 
wire  that  may  be  rejected  by  the  railroad  company. 

5.  Physical  Test  of  Copt>er  Conductors.  Each 
solid  conductor  must  fffand  an  elongation  of  25  per 
cent,  of  its  lengtlf  in    10   in.   before   breaking.     In 


torsion  it  must  stand  before  breaking  thirty  twists 
in  6  in.  It  must  be  capable  of  being  wrapped  six 
times  about  its  diameter  and  unwound  without 
showing  signs  of  breakage  after  this  process  has 
been  gone  through  twice.  The  tension  and  torsion 
tests  will  be  made  on  separate  pieces  of  wire. 

6.  Conductivity  Test  of  Copper.  The  conductivity 
of  the  copper  shall  be  determined  by  measuring  the 
resistance  of  a  length  of  the  wire  and  comparing 
with  Matthiessen's  standard  of  copper  resistance. 

7.  Tests  of  Tinning.  Samples  of  the  wire  shall  be 
thoroughly  cleaned  with  alcohol  and  immersed  in 
hydrochloric  acid  of  sp.  g.  1.088  for  one  minute. 
They  shall  then  be  rinsed  in  clear  water  and  im- 
mersed in  a  sodium  sulphide  solution  of  sp.  g.  1.142 
for  32  seconds  and  again  washed.  This  operation 
must  be  gone  through  with  four  times  before  the 
wire  becomes  clearly  blackened. 

8.  Tests  of  Braiding.  A  6-in.  sample  of  wire,  with 
carefully  paraffined  ends,  shall  be  submerged  in 
fresh  water  of  a  temperature  of  70  deg.  Fahrenheit 
for  a  period  of  twenty-four  hours.  The  difference  in 
weight  of  the  sample  before  and  after  submersion 
must  not  be  more  than  10  per  cent,  of  the  weight 
of  the  sample  before  submersion,  less  the  weight 
of  the  copper  and  vulcanized  rubber. 

9.  Physical  Tests  of  Rubber  Insulation.  A  sample 
of  the  vulcanized  rubber  insulation  not  less  than 
4  in.  in  length  shall  have  marks  placed  upon  it  2  in. 
apart.  The  same  shall  be  stretched  until  the 
marks  are  6  in.  apart  and  then  at  once  released. 
One  minute  after  such  release  the  marks  shall  not 
be  over  2%  in.  apart.  The  sample  shall  then  be 
stretched  until  the  marks  are  9  in.  apart  before 
breaking,  and  must  Have  a  tensile  strength  of  not 
less  than  800  lbs.   per  square  inch. 

10.  Chemical  Tests  of  Rubber  Insulation.  The  vul- 
canized rubber  compound  shall  contain  not  more 
than  6  per  cent,  by  weight  of  acetone  extract  and 
not  more  than  seven-tenths  of  1  per  cent,  of  free 
sulphur. 

11.  Electrical  Tests  of  Rubber  Insulation.  The  cir- 
cular mills  cross-section,  the  thickness  of  the  rub- 
ber insulation  (measured  at  the  thinnest  point),  the 
minimum  insulation  resistance  in  megohms  per 
mile  and  the  dielectric  strength  of  the  various  sizes 
of  wire  shall  conform  to  the  following  table: 


B.  & 


Insulation 

Thickness 

resistance. 

Test  vol: age 

Size 

Area  in 

of  wall  of 

megohms 

alternating 

S.  gaRc. 

circular  mills. 

insulation. 

per  mile. 

current. 

0 

105.592 

Vrin. 

1,200 

10.000 

1 

88,694 

Vs-in. 

1.300 

10.000 

2 

66,373 

Vs-in. 

1,400 

10.000 

4 

41,742 

Va2-in. 

l,30n 

9,000 

6 

26.250 

V«-in. 

1,500 

9.000 

8 

16,509 

Varin. 

1,700 

9,000 

9 

13,<»90 

■/«4-in. 

1.700 

7,000 

10 

10,380 

V*4-in. 

1,300 

7,000 

12 

6,530 

V«4-in. 

2,000 

7,000 

14 

4,107 

Vft4-in. 

2.101^ 

7.00O 

Ifl 

2.583 

*/ie-in. 

1.900 

4,000 

18 

1,624 

Vx«-in. 

2,000 

4,000 

The  test  fnr  insulation  resistance  must  be  made 
upon  all  wire  after  at  least  forty-eight  hours  imnur- 
sion  in  water,  and  while  still  immersed,  results  being 
corrected  to  a  water  temperature  of  60  deg.  Fahr- 
enheit. Tests  must  be  made  before  the  application 
of  tape,  braid  «^r  other  covering  with  a  well-insu- 
lated battery  and  galvanometer,  with  not  less  than 
150  volts,  and  readings  must  be  taken  after  one 
minute's  electrification.  The  test  voltage  must  be 
applied  to  the  completed  length  of  wire  before  the 
insulation  test  for  a  period  of  five  minutes,  using 
alternating  current  from  a  general* »r  and  trans- 
former of  ample  capacity. 
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SOUTHERN    PACIFIC    SPECIFICATIONS. 

The  manufacturer  must  provide  at  his  factory  all 
apparatus  and  other  facilities  needed  for  making 
the  required  physical,  chemical  and  electrical  tests. 
Factory  tests  will  be  made  under  the  direction  of 
the  railroad  company's  inspector  upon  notice  from 
the  manufacturer.  The  manufacturer  shall  give 
free  access  to  the  place  of  manufacture  and  oppor- 
tunity to  test  at  all  necessary  times. 

Tests  will  also  be  made  upon  the  finished  product 
after  delivery,  and  all  lots  of  wire  or  individual 
coils  not  meeting  the  requirements  of  these  specifi- 
cations will  be  rejected  and  returned  to  the  manu- 
facturer at  his  expense. 

No.  1. — General    Specifications    of    Solid  Wire  for 
Underground  Work. 

a.  Conductors  must  be  of  soft-drawn,  annealed 
Lake  copper,  free  from  cracks,  splits,  scales,  flaws, 
inequalities,  or  other  imperfections,  true  to  gage, 
with  variation  not  over  1  mil.  in  diameter  and  with- 
out splices  in  copper,  heavily  and  evenly  tinned,  and 
furnished  in  lengths  of  not  less  than  1,500  ft. 

b.  Each  solid  conductor  must  stand  an  elonga- 
tion of  25  per  cent,  of  its  length  in  10  in.  before 
breaking.  It  must  withstand,  without  break,  thirty 
twists  in  6  in.,  and  must  be  capable  of  being 
wrapped  six  times  about  its  own  diameter  and  un- 
wrapped without  showing  signs  of  break  after  this 
process  has  been  gone  through  twice.  These  tests 
to  be  made  on  separate  pieces  of  wire. 

c.  The  solid  conductor  must  have  a  conductivity 
of  not  less  than  98  per  cent,  of  that  of  pure  copper 
by  Matthiessen's  Standard. 

d.  Samples  of  the  wire  shall  be  thoroughly 
cleaned  with  alcohol  and  immersed  in  hydrochloric 
acid  of  specific  gravity  of  1.088  for  one  minute. 
They  shall  then  be  rinsed  in  clear  water  and  im- 
mersed in  a  sodium  sulphite  solution  of  specific 
gravity  1.142  for  thirty  seconds  and  again  washed. 
This  operation  must  be  gone  through  with  four 
times  before  the  wire  becomes  clearly  blackened. 

e.  The  vulcanized  rubber  compound  must  con- 
tain at  least  30  per  cent,  of  the  best  grade  of  fine 
Para  rubber.  It  must  be  tough,  elastic,  homogen- 
eous in  character  and  must  be  placed  concentrically 
about  the  conductor. 

f.  A  piece  of  the  rubber  insulation  4  in.  in  length 
must  be  stripped  from  the  wire  and  marks  2  in. 
apart  placed  thereon.  This  piece  must  then  be 
stretched  until  the  marks  are  6  in.  apart,  then,  upon 
being  released,  the  marks  shall  not  be  over  2%  in. 
apart.  The  piece  must  then  be  stretched  until  the 
marks  are  1}^  in.  apart  before  breaking. 

g.  The  rubber  insulation  must  not  crack  or  break 
upon  the  wire  being  sharply  bent  or  kinked,  nor  be 
injuriously  affected  by  a  range  of  temperature 
from  zero  to  150  deg.  Fahrenheit. 

h.  The  circular  mills  cross-section,  the  thickness 
of  the  rubber  insulation  (measured  at  the  thinnest 
point),  the  minimum  insulation  resistance  in 
megohms  per  mile  and  the  dielectric  strength  for 
the  various  sizes  f)f  wire  must  conform  to  the  fol- 
lowing table:  insulation 

Thickness       resistance.      Test  vilragc 
Size  Area  in  of  wall  of      megohms        alternating 

B.  &  S.  gage.       circular  mills.       insulation.       per  mile.  current. 

0  105,592  Vh-in.  800  8,000 

1  8«,694  '/sin.  800  S.OOO 

2  «tf,873  Vt.-in.  800  8,000 
4  41.742  Vsrin.  800  3,000 
6  26,250  Va2-Jn.  900  5.000 

8  16.509  Vss-in.  900  5,000 

9  13.090  Vw-in.  9u0  4.000 
1"  10.380  Vw-in.  9o0  4,000 
l5i  6,530  -/•M-in.  600  2.000 
12  6.530  Voi-in.  1,200  4,000 
14  4,107  'Aw-in.  750  2.000 

^^  4,107      Vw-in.      1,500       4.000 


Size  B.  &  S. 

G. 

Strand. 

6 

37  No.  22 

8 

37     "     24 

9 

37     "     25 

10 

27     ••     24 

12 

27     •'     26 

12 

27     ••     26 

14 

19     '•     27 

14 

19     "     27 

The  test  for  insulation  resistance  must  be  made 
upon  all  wire  without  tape  or  braid,  and  after  forty- 
eight  hours'  immersion  in  water  at  a  temperature 
of  60  deg.  Fahrenheit.  Tests  must  be  made  with 
well-insulated  battery  and  galvanometer,  with  not 
less  than  150  volts,  and  reading  must  be  taken  after 
one  minute's  electrification. 

The  test  voltage  must  be  applied  to  the  completed 
length  of  wire  after  the  insulation  test  for  a  period 
of  five  minutes,  using  alternating  current  from  a 
generator  and  transformer  of  ample  capacity. 

i.  The  rubber  insulation  must  be  protected  with 
a  layer  of  cotton  tape  thoroughly  filled  with  a  rub- 
ber insulating  compound,  and  lapped  one-half  its 
width.  The  tape  must  not  adhere  to  the  rubber, 
and  must  be  so  worked  on  as  to  insure  a  smooth 
surface.  Over  the  tape  there  must  be  one  layer  of 
closely  woven  cotton  braiding  n'/  in.  thick,  satu- 
rated with  a  black,  insulating,  waterproof  com- 
pound, which  must  not  have  any  injurious  effect  on 
the  braid  or  rubber  insulation.  The  outside  must 
be  made  smooth  with  a  suitable  finishing  wax. 
No.  2.— Flexible  Wire. 
a.  Flexible  wires  must  conform  to  General  Speci- 
fications No.  1,  each  wire  to  be  tinned  separately 
and  cabled  together  concentrically  per  following 
table: 

Wall  insulation. 

Varin. 

V»r»n. 

*/64-in. 

V64-in. 

V«-in. 

*/«-in. 

'/«4-in. 

'^/M-in. 

No.  3. — Aerial  Wire. 
a.     Aerial   wire   must  conform  in  all   respects  to 
General   Specifications   No.    1,   except    that   tape   is 
not  required. 
Insulation.    The    protection    of    electrical    conductors 
from    other    conducting    substances    and    from    the 
ground. 
Interlocking.    A  short  name  for  interlocking  plant.   "An 
arrangement  of  switch,  lock  and  signal  appliances 
so  interconnected  that  their  movements  must  suc- 
ceed    each     other     in     a     predetermined     order." 
(A.   R.   A.)     The  term  includes  the  cabin,  the  ma- 
chine, the  switches  and  signals  and  all  the  connec- 
tions and  appurtenances.     See  Interlocking  Plant. 
Interlocking  Machine.     An  assemblage  of  switch  levers 
and  signal  levers,  in  a  frame,  with  connections  so 
arranged  that  the  movement  of  a  lever,  or  its  un- 
locking, preparatory  to  its  movement,  may  be  made 
to  lock  any  or  all  other  levers  in  the  frame.     Thc- 
interlocking    is    used    to    insure    the    movement    oE 
levers,  always  in  a  predetermined  order,  thus  pre — 
venting   the   giving   of   a   conflicting  or   dangerous^ 
signal  indication  by  mistake  or  inadvertence.     Th^s 
most  common  form  of  interlocking  machine  is  th^= 
Saxby    &    Farmer,    Figs.    661-721.      Others   are    th^= 
Johnson,   Figs.   773-802;   the   "Standard,"   Figs.   722 — ■ 
772;   the   National,   Figs.  808-873;   the   Stevens,   Fig— - 
874,  and  several  dwarf  machines.  Figs.  875-881.     Ma — • 
chines  in  which  switches  and  signals  are  moved  b^^ 
hand-power  (called  "mechanical")   have  latch  lock  — 
ing,  which   see.     See  Power  Interlocking  Machine- 
Interlocking  Plant.    A  group  of  interlocking  function^ 
controlled  from  one  interlocking  machine,  the  ma^  — 
chine  and  all  its  accessories. 
Interlocking  Relay.    Two   relays  on  a  single   base,   s<? 
arranged  that  the  armature  of  one  can  be  made  to 
lock  that  of  the  other,  either  in   its  closed   or  its 
open  position.     See  Figs.  580-507. 
Interlocking  Station.    A  place  from  which  an  interlock- 
ing plant  is  operated;  usually  a  cabin  or  "tower," 
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the  principal  room  being  that  occupied  by  the 
signalman  and  containing  the  interlocking  machine. 
»nize  (verb).  To  break  up  into  ions.  Ions  are  electro- 
positive particles  of  matter  smaller  than  atoms. 
See  Mercury  Arc  Rectifier. 


iw.  A  forging  attached  to  a  pipe  line  for  connecting 
it  with  the  machine  or  with  a  crank,  a  compen- 
sator, or  any  other  device.     See  Figs.  1023-1098. 

shnson  Interlocking  Machine.  An  interlocking  ma- 
chine with  the  locking  bars  and  tappets  arranged 
in  a  vertical  plane  beneath  the  floor.  See  Figs. 
773-802.  This  style  was  first  made  in  America  by 
the  Johnson  Railroad  Signal  Company  in  1889. 

omper.  An  insulated  electric  conducting  wire  used  to 
preserve  the  continuity  of  a  track  circuit  past  a 
place  in  the  track,  as  a  crossing  of  other  electrified 
tracks,  where  the  rails  cannot  be  suitably  insulated. 

unction  Box.  A  box  to  which  are  run  a  number  of 
electrical  conductors  for  convenient  connection,  dis- 
connection, inspection  or  change  of  connections. 
See  Figs.  2392-2399. 

K 

LW.    Abbreviation  for  Kilowatt. 

^rite.    A  compound  used  for  insulating  electric  wires, 
composed   of   pure   rubber   and   crude  kcritc.     The 
kerite  increases  the  durability  of  the  rubber. 
Kilowatt.     Commonly  abbreviated   to   k.w.     One   thou- 
sand Watts,  which  see.     The  common  unit  of  rating 
for  the  output  of  electric  generators.     One  horse- 
power equals  .740  k.w. 
Kilowatt  Hour.     The  common  unit  of  work  as  applied 
to  electrical  machinery,  equal  to  the  expenditure  of 
one  kilowatt  for  one  hour. 
Knife  Switch.     A  common  form  of  switch  for  making 
or  breaking   an   electrical    circuit,   consisting   of   a 
blade  like  the  blade  of  a  knife,  which  may  be  pushed 
between  two  spring  contacts.     It  is  pivoted  at  one 
end,  and  has   a  non-conducting  handle.     Single   or 
multiple  blades   may   be  used,   all   attached   to   the 
same  handle.     A    switch    may   be   either    single   or 
double  throw.     See  Figs.  2282,  2293,  2304,  2498-2501. 

L 

^'•^P  Signal.  A  common  form  of  lamp  for  fixed 
signals  is  a  rectangular  sheet  metal  case,  with  a 
niagnifying  lens  on  the  front  side,  and,  if  needed, 
^  small  glass-covered  opening  on  the  back  side  to 
enable  the  signalman  or  inspector  to  know  whether 
*^e  light  is  burning.  For  signals,  such  as  clock- 
work signals,  which  turn  on  a  vertical  spindle  or 
*baft,  the  lamp  has  lenses  on  all  four  sides,  two 
opposite  each  other,  giving  the  clear  indication  an(i 
^be  two  others  opposite  to  each  other  giving  the 
**op  indication.  See  Long-Time  Burner;  Back 
Light    See  Figs.  2774-2709,  3093. 

''■fflpman.  The  person  who  cleans,  fills  and  cares  for 
^be  lamps  of  signals.  Ordinary  lamps  are  usually 
"gbted  and  put  in  position  each  afternoon  and 
^aken  down  and  extinguished  each  morning. 
Lamps  with  "long-time"  burners  remain  in  place, 
"gbted,  continuously  for   several   days  and   nights. 

Mtch  Locking.  Interlocking  of  one  lever  with  an- 
other by  means  of  the  latches  of  the  levers;  neces- 
sary in  mechanical  interlocking  to  effect  prelimi- 
nary locking.  In  grasping  a  lever  preparatory  to 
moving  it   the   signalman  unlatches   it,   and   in    so 


doing  locks  all  conflicting  levers  before  his  lever 
moves,  and  the  unlocking  of  other  levers  which 
properly  comes  after  this  lever  movement  is  ef- 
fected by  the  return  of  th^  latch  to  its  notch  after 
the  lever  has  completed  its  stroke.  See  Figs.  661- 
873. 

Lazy- Jack  Compensator.    See  Compensator. 

Lead  Out.  In  an  interlocking  plant  the  pipes,  wires 
and  chains,  and  their  supports  and  accessories,  in 
and  near  the  cabin  which  lead  out  from  the  cabin 
to  the  switches,  signals,  etc.     See  Figs.  14&4-1497. 

Leonard's  Controlled  Manual  System.  An  arrangement 
of  signal  apparatus,  devised  by  M.  B.  Leonard,  and 
used  on  parts  of  the  Chesapeake  &  Ohio  (single 
track),  in  which  a  modified  form  of  controlled 
manual  instrument  is  used  for  blocking  in  both  di- 
rections. For  releasing  the  plunger  a  track  instru- 
ment is  used,  instead  of  a  short  track  circuit.  There 
are  no  recent  installations  of  this,  but  the  original 
instruments  are  still  in  use  on  the  Chesapeake  & 
Ohio.  Most  or  all  of  the  sections  have  since  been 
double-tracked. 

Lever  Locking.  The  locking  of  interlocking  switch  or 
signal  levers  by  the  movement  of  levers,  as  distin- 
guished from  latch  locking,  which  see. 

Lightning  Arrester.  A  device  to  overcome  the  effects 
of  lightning.  Lightning  is  a  high  potential  alter- 
nating current.  It  therefore  tends  to  jump  across 
short  gaps  especially  from  one  metallic  point  to 
another:  also  it  has  difficulty  in  flowing  through  a 
coil.  (See  Impedance.)  Lightning  arresters  are  of 
two  kinds — spark  gap  and  impedance  arresters.  The 
former  consist  of  two  or  more  metallic  plates,  with 
tooth  edges  placed  in  close  proximity  to  each  other, 
one  or  more  connected  to  ground,  the  others  to  the 
circuit  to  be  protected.  Impedance  arresters  con- 
sist of  a  coil  of  large-sized  wire  which  checks  the 
lightning  discharge.  Sometimes  a  ground  plate  is 
placed  near  the  coil,  so  that  the  lightning  may  jump 
to  it  and  thus  reach  ground.     See  Figs.  2400-2425. 

Line  of  Force.  A  unit  of  measurement  of  the  intensity 
of  a  magnetic  field.  It  is  purely  imaginary,  but 
of  great  convenience  in  electrical  calculations. 
When  so  used  it  is  always  spoken  of,  in  connec- 
tion with  the  area  of  the  field,  in  centimeters.  The 
current  generated  in  the  armature  of  a  dynamo  is 
said  to  be  due  to  the  fact  that  the  armature  coils 
cut  the  lines  of  force  of  the  magnetic  field,  and  the 
strength  of  the  current  is  proportional  to  the  num- 
ber of  lines  of  force  cut  per  second. 

Lock  and  Block.  A  common  fiame  for  tlie  Controlled 
Manual  Block  System,  which  see. 

Lock,  Electric.  An  electro-magnetically  actuated  lock- 
ing dog.  As  applied  to  signal  apparatus,  the  dog 
or  lock  falls  by  gravity  to  lock  the  lever  of  an  in- 
terlocking machine,  or  a  switch,  or  a  drawbridge, 
to  prevent  or  restrict  its  movement,  unless  it  (the 
dog)  is  withdrawn  by  the  attraction  of  an  electro- 
magnet forming  a  part  of  the  device.  See  Indica- 
tion.    See  Figs.  2318-2337. 

Lock  Rod.  A  switch  rod  which  receives  the  plunger  of 
the  lock.  See  Switch;  Facing  Point  Lock;  Switch 
and  Lock  Movement.  See  Figs.  932-939,  941-949. 
2373-2374. 

Locking.  The  rods,  bars,  dogs,  tappets  and  other  ap- 
paratus, in  an  interlocking  machine,  by  which  the 
interlocking  is   accomplished.     See    Figs.   661-873. 

Locking  Bar.  A  bar  running  lengthwise  in  the  inter- 
locking machine,  to  which  the  locking  dogs  are  at- 
tached.    See  Locking. 
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Locking  Bar.  A  British  term  for  detector  bar,  which 
see. 

Locking  Dog.  A  variously  shaped  block  attached  to  a 
locking  bar.  Through  it  the  interlocking  is  accom- 
plished.   See  Locking. 

Locking,  Electric.  The  locking  of  the  levers  of  an  in- 
terlocking machine  or  of  switches  or  drawbridges 
by  electric  locks  (which  see),  or  other  means,  to 
insure  the  integrity  of  a  route,  or  portion  of  a 
route,  during  the  movement  of  a  train  over  that 
route.  Electric  locking  is  accomplished  by  con- 
trolling the  current  for  operating  the  locks  or  other 
apparatus  by  track  circuit  relays  or  track  instru- 
ments, or  by  circuit  controllers  actuated  by  signals, 
switches,  drawbridges,  etc.    See  Figs.  199f5-2016. 

Locking  Sheet.  A  statement  in  tabular  form  of  the 
locking  operations  which  are  provided  for  in  a 
given  interlocking  machine.  It  shows  the  sequence 
in  which  levers  must  be  locked  or  unlocked  pre- 
paratory to  giving  clear  signals  for  each  route  in 
the  plant.     See  Figs.  612-659. 

Long-Time  Burner.  A  burner  used  in  signal  lamps,  in 
which  the  wick,  treated  chemically  so  as  to  make  it 
resist  rapid  combustion,  may  be  so  correctly  ad- 
justed as  related  to  the  lens  and  the  reflector  of  the 
lamp  that  the  flame  of  about  1  candle-power  will 
burn  continuously  for  from  100  to  150  hours.  With 
lamps  on  high  posts  and  scattered  over  miles  of 
territory  this  affords  a  marked  economy  in  attend- 
ance as  compared  with  lamps  needing  to  be  trimmed 
or  adjusted  every  day.  See  Figs.  2776-2788,  2792- 
2793. 

Longitudinal  Locking.  That  part  of  the  mechanical 
locking  apparatus  which  extends  longitudinally  in 
the  locking  frame.    See  Figs.  663-881. 

Lower  Quadrant.  One  of  the  quarters  of  a  circle  below 
its  horizontal  axis;  a  term  used  of  semaphore  sig- 
nals, in  which  the  arm,  normally  horizontal  (indi- 
cating stop),  is  turned  downward  to  give  other  than 
stop  indications. 

M 

M.  P.  F.    Abbreviation  for  Movable  Point  Frog. 

Machine  Framing.  The  frame  in  an  interlocking  cabin 
on  which  the  interlocking  machine  rests;  usually 
set  on  a  foundation  separate  from  that  which  sup- 
ports the  walls  of  the  building.  See  Figs.  1484- 
1493,  2093-2996,  3004-3005. 

Magnet.  A  body  possessing  the  power  of  attracting 
magnetizable  bodies  like  iron  filings.  Magnets  have 
two  poles  called  north*and  south,  respectively.  The 
north  pole  of  one  magnet  will  repel  the  north  pole 
of  another  magnet,  but  will  attract  the  south  pole 
of  a  second  magnet.  A  magnet  is  said  to  possess  a 
magnetic  field  consisting  of  lines  of  force,  which  see. 
The  lines  of  force  are  assumed  in  passing  through 
the  magnetic  field  to  come  out  at  the  north  pole  and 
go  in  at  the  south  pole.  The  lines  of  force  form  a 
closed  magnetic  circuit.  If  a  magnetizable  body  is 
brought  into  a  magnetic  field,  the  lines  of  force  are 
concentrated  on  it  and  pass  through  it.  The  body 
thereupon  becomes  magnetic  by  induction.  See 
Electro- Magnet. 

Magnetic  Flux.  The  number  of  lines  of  magnetic  force 
that  pass  or  flow  through  a  magnetic  circuit;  the 
total  number  of  lines  of  magnetic  force  in  any  field. 
The  magnetic  flux  is  also  called  the  magnetic  flow. 
See  Line  of  Force. 

Magnetic  Shading.  Preventing  magnetic  induction 
from  taking  place  by  interposing  a  metallic  plate  or 


a  closed  circuit  of  insulated  wire  betwe 
producing  the  magnetic  field  and  the 
magnetically  shaded;  or  by  placing  a  : 
circuit  in  a  part  of  the  pole  piece  of  a  n 
Figs.  530-534. 

Maintainor.    The   person   in  immediate   ch; 
maintenance  of  signals. 

Manual  Block  System.  A  block  system  ii 
block  signals  at  a  block  station  are  moi 
by  an  attendant,  on  information  conve 
from  adjacent  block  stations  by  Mors 
needle  telegraph,  telephone  or  singlc-sti 
bells  sounded  in  accordance  with  a  prcs 
The  term  '"manual"  is  used  to  disting 
system  from  the  Automatic  Block  Sig 
which  see,  in  which  the  signals  are  woi 
chanical  or  electrical  power  controlled  ai 
by  the  passage  of  a  train  into,  through  i 
block  section.  The  Controlled  Manual  B 
which  see,  differs  from  the  simple  m; 
system  by  the  introduction  of  electric 
vices  attached  to  the  levers  by  which 
are  moved,  so  that  to  clear  a  signal 
train  into  the  block,  the  simultaneous  a 
signalmen  at  both  ends  of  the  block  is 
With  the  manual  block  system  the 
made  from  1,000  ft.  to  10  miles  or  mor 
where  the  traffic  is  light  the  station  age 
stations,  being  telegraphers,  act  as  blocls 
The  usual  method  of  communication  in 
States  is  the  Morse  Telegraph  (which 
in  Great  Britain  the  needle  telegraph  ; 
bells  are  used.  Each  block  station  has 
signals,  one  to  govern  the  movement  • 
each  direction.  On  American  single 
the  arms  for  both  directions  are  often  pi 
same  post.  Distant  Signals  and  Advai 
which  see,  are  also  frequently  install 
these  signals  are  moved  by  levers  in 
cabin  and  stand  normally  in  the  stop  pot 
cleared  only  on  the  approach  of  a  train 


Transcript  of   Part  of   a    Bj.ock    Sign.\lm 
Rex-ord  of  Trains. 
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Note. — This  is  the  record  kept  at  Ki  station, 
^tation  next  west  and  "Cn"  is  the  "Station  next  ea^t. 
four-track  railroad.  With  a  d(jubl«.'-lrack  line  the 
would  not  be  required. 


the  block  ahead  is  clear,  and  restored  to 
position  after  the  train  has  passed. 

Each  signalman  keeps  a  record  of  pa! 
in  the  form  substantially  like  that  showi 
station  Ki.     The  column  Da  shows  the 
were  reported  as  leaving  the  next  station  1 
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The  column  Ki  shows  the  time  of  trains  arriving 
at  and  departing  from  this  station,  and  the  column 
Cn  shows  the  time  trains  were  reported  as  leaving 
the  next  station  to  the  east. 

On  some  roads  the  manual  block  system  is  used 
with  a  bell  code  in  place  of  the  telegraph.  The 
following  table  gives  the  principal  clauses  of  the 
code  of  signals  adopted  which  cover  most  of  the 
necessary  information  to  be  conveyed: 

Rings.  Meaning. 

1.  Acknowledgment  of  any  signal  except  as  noted. 

i.  Yes. 

3.  Is  block  clear?     Answer  by  2  or  5. 

4.  Train  has  entered  block. 

5.  Block  not  clear. 
2-1.  No. 

2-4.     Has  train  cleared?    Answer  4-2  or  5. 
S-3.    Train  is  on  siding  clear  of  main  track. 
3-S-S.    Train  to  you  broken  in  two.    Answer  by  repeating  8-8-3 
to  sender. 
4-2.    Track  has  cleared. 
9.     Stop  train.    Has  no  markers. 

See  Permissive  Blocking,  Absolute  Blocking. 

aximum  Trafific  on  a  Block  Signaled  Line.  See  Block 
Signaling  for  Maximum  Traffic. 

echanical  Interlocking.  This  term  is  the  general  des- 
ignation of  the  machine  and  the  other  apparatus  at 
an  interlocking  plant  where  the  switches  and 
signals  are  moved  by  means  of  rods  or  wires  by 
manual  power;  distinguishing  such  a  plant  from 
one  in  which  compressed  air  or  electricity  is  the 
force  which  moves  the  switches  and  signals. 

echanism.    See  Signal  MechanisnL 

echanism  Case.    The  housing  for  a  signal  mechanism. 

egohm.    One  million  ohms.    See  Ohm. 

ercury  Arc  Rectifier.    See  Figs.  2487-2496. 

ercury  Contact  Relay.  A  relay,  the  armature  of 
which  closes  the  local  circuit  or  circuits  by  making 
a  contact  through  mercury.     See  Fig.  2582. 

liL  A  unit  of  length  equal  to  .001  in.,  used  in  measur- 
ing the  diameter  of  wire.    See  Circular  Mil. 

lilampere.  The  one  thousandth  part  of  an  Ampere, 
which  see. 

Aonnot  Wire.    See  Copperclad  Wire. 

Horse  Alphabet.  The  arbitrary  code  of  dots  and 
dashes  representing  the  letters  of  the  alphabet  used 
as  the  guide  in  making  and  breaking  the  telegraph 
circuit.    The  American  code  is  given  below:  . 

MORSE   TELEGR.APH    ALPHABET. 
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Morse  Telegraph.  A  method  of  conmiunicating  be- 
tween two  distant  points  by  sending  electric 
impulses  over  a  wire,  the  circuit  being  made  and 
broken  according  to  the  Morse  Alphabet,  which  see. 
The  signals  thus  formed  are  received  and  made 
audible  by  an  electro-magnetic  sounder  or  receiver. 
Invented  in  1837  by  S.  F.  B.  Morse.  First  used 
publicly  in  1844.  See  Needle  Telegraph.  See  Figs. 
2882-2885. 

Motor,  Electric.  A  device  for  transforming  electrical 
power  into  mechanical  power.  All  practical  electric 
motors  depend  for  their  operation  on  the  tendency 
to  motion  in  a  magnetic  field  of  a  conductor  carry- 
ing a  current  or  on  magnetic  attraction  or  repul- 
sion. The  entire  magnetism  may  be  produced  by 
the  current,  or  part  may  be  obtained  from  perma- 
nent magnets  and  the  rest  from  electro-magnets 
(Houston).    See  Figs.  417-418,  428,  2464-2469. 

Multiple  (Electricity).  Two  or  more  pieces  of  electrical 
apparatus,  such  as  batteries,  indicators,  lamps, 
motors  or  contact  points,  are  said  to  be  connected 
in  multiple  when  they  are  connected  across 
two  mains  leading  from  the  source  of  supply.  A 
part  of  the  current  flows  through  each  lamp,  motor 
or  other  function.  Pieces  of  apparatus  thus  con- 
nected are  also  said  to  be  connected  in  parallel. 
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National  Interlocking  Machine.  An  interlocking  ma- 
chine having  vertical  locking  arranged  in  a  frame 
below  the  floor.  Originally  made  by  the  National 
Signal  Company.    See  Figs.  803-873. 

Needle  Telegraph.  'An  apparatus  by  which  signals 
transmitted  from  one  point  are  received  at  the 
other  end  of  the  line  by  observing  the  movements 
to  the  right  or  left  of  a  vertical  needle  over  a  dial. 
The  single  needle  apparatus  of  Wheatstone  consists 
of  an  astatic  needle  mounted  inside  a  double  coil 
of  fine  wire  connected  to  the  external  circuit  and 
free  to  rotate  on  a  horizontal  axis,  carrying  on  its 
end  the  pointer,  projecting  through  the  dial.  The 
needle  is  made  to  turn  to  the  right  or  left  by  re 
versing  the  direction  of  the  current  flowing  through 
the  coil  and  the  external  circuit.  The  sender  con* 
sists  of  a  double  key  or  tapper.  Depressing  one  key 
sends  a  negative  current  through  the  line  and  turns 
the  needle  to  the  right.  Depressing  the  other  key 
sends  a  positive  current  from  the  battery  through 
the  line  and  deflects  the  needle  to  the  left.  Ths 
movement  of  the  needle  to  the  left  indicates  a  dot 
in  the  Morse  Alphabet,  which  see,  and  a  movement 
to  the  right  indicates  a  dash.  In  Great  Britain  the 
needle  telegraph  is  used  in  manual  block  signaling 
between  adjoining  signal  cabins.  An  elaborate  bell 
code  is  usually  used  in  conjunction  with  it.  See 
Morse  Telegraph.    See  Figs.  236-239. 

Neutral  Relay.  An  ordinary  direct  current  electro- 
majfnctic  relay,  workable  by  a  direct  current,  re- 
gardless of  the  polarity  of  the  current.  See  Figs. 
2oo(;-25t)7,  2570-2573,  2570-25.^9. 

Night  Signal  Colors.  Until  within  a  few  years  the  gen- 
eral practice  with  signal  lights  throughout  the 
United  States  was  u'/if/r  (an  ordinary  oil-lamp 
flame)  for  clear  or  proceed,  green  for  caution  (both 
for  permissive  block  signaling  and  for  the  adverse 
indications  of  distant  signals),  and  red  for  stop.  Since 
181^9  the  green-yellow-red  system  has  gained  favor; 
green  for  clear  or  proceed,  yellow  for  adverse  distant 
and  red  for  stop.  In  Great  Britain  green  has  been 
the  "clear"  color  universally  for  15  years  or  more; 
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but  yellow  is  not  used,  as  in  that  country  distant 
signals  have  the  same  night  colors  as  home  sigrnals. 
On  the  Chicago  &  North-Western  for  many  years 
green  has  been  the  "clear"  color,  and  the  adverse 
distant  signal  is  given  by  a  green  and  a  red  light 
side  by  side.  A  number  of  roads  have  abandoned 
red  as  the  stop  indication  in  dwarf  signals  and  have 
substituted  purple  or  blue.  These  are  poor  colors, 
but  are  practicable  at  the  short  distances  which 
dwarf  signals  have  to  be  seen.    See  Figs.  129-176. 

Nornud.  The  position  in  which  a  lever  in  an  interlock- 
ing machine  stands  when  the  corresponding  switch 
or  signal  is  in  its  normal  position.  A  switch  is 
"normal"  when  set  for  the  main  track;  a  derailing 
switch  is  normal  when  set  to  derail;  a  home  signal 
when  it  indicates  stop;  a  distant  signal  when  it  in- 
dicates caution.  Automatic  block  signals  in  their 
simplest  form  are  called  "normal  clear,"  as  at  all 
times  when  their  block  sections  are  unoccupied 
with  the  switches  closed  and  all  apparatus  in  order 
the  home  signals  stand  at  "clear,"  indicating  "pro- 
ceed." In  a  modified  arrangement,  called  "Normal 
Danger,"  the  home  signals  indicate  "stop"  at  all 
times  (even  when  the  block  is  clear),  except  when 
a  train  is  approaching,  and  then  they  indicate  "pro- 
ceed" only  in  case  the  block  is  clear.  The  practice 
thus  resembles  the  practice  in  manual  sigrnaling, 
where  home  signals  are  always  kept  in  the  stop 
position  except  when  it  is  necessary  to  clear  them 
for  the  passage  of  a  train.  On  a  double-track  or  a 
four-track  railroad  the  normal  movement  of  trains, 
on  a  given  track,  is  that  in  which  trains  regularly 
run  on  that  track.  By  special  order  of  the  train 
despatcher  trains  may  be  moved  in  the  opposite  di- 
rection against  the  "current  of  traffic." 
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Off.  In  operating  signals,  a  two-position  semaphore 
signal,  when  in  the  position  indicating  proceed 
(either  at  full  speed,  as  at  a  home  signal,  or  other- 
wise, as  at  a  distant  signal)  is  said  to  be  "off." 
When  in  the  other  position  the  signal  is  said  to  be 
"on."  This  term  is  common  in  Great  Britain,  but 
not  common  in  America. 

Ohm.  The  unit  of  electric  resistance.  Such  a  resist- 
ance as  would  limit  the  flow  of  electric  current 
under  an  electromotive  force  of  1  volt  to  1  ampere. 
The  standard  of  measurement  is  the  resistance  of  a 
column  of  pure  mercury  1  square  millimeter  in 
cross-section  and  106  centimeters  long  at  a  tem- 
perature of  0  deg.  Cent,  or  32  dcg.   Fahr. 

E 
Ohm's  Law.    The  expression  I  =  —  is  conmionly  called 

R 
Ohm's  law.     It  shows  the  relation  between  current, 
voltage   and    resistance.     It    may    be    expressed   as 
Volts  Volts 

Amperes  =  .    Ohms,    = or    Volts    = 

Ohms  Amperes 

.Amperes  X   Ohms.     See  Ampere. 

Oil  Crank  Box.  A  water-tight  box,  in  which  a  crank  is 
pivoted.  It  is  filled  with  oil  and  used  in  connection 
with  oil  pipes,  which  see.     See  also  Figs.  1483-1441. 

Oil  Pipe.  A  pipe  within  which  a  wire  or  a  second  pipe 
for  the  operation  of  an  interlocking  function  is  laid 
where  it  must  run  underground,  as  at  a  highway 
crossing.  After  the  insertion  of  the  operating  pipe 
or  wire  the  remaining  space  is  filled  with  oil  to 
reduce     friction     and     exclude     moisture.     Stuffing 


boxes  are  provided  at  each  end  to  prevent  the  es- 
cape of  the  oil.    See  Figs.  1433-1441. 

Okonite.  A  compound  used  for  insulating  electric 
wires,  composed  of  pure  rubber  and  mineral  matter. 

On.  In  operating  signals,  a  two-position  semaphore 
signal,  when  indicating  stop  (as  at  a  home  signal) 
or  stop  at  the  home  signal  (as  at  a  distant  signal),  is 
said  to  be  "on."  This  term  is  common  in  Great 
Britain,  but  not  in  America.     See  Off. 

Open  Switch.  Set  so  as  to  turn  trains  away  from  the 
main  track;  said  of  outlying  switches  when  set  for 
the  side  track.  At  interlockings,  where  switches 
are  constantly  under  the  charge  of  an  attendant,  the 
term  is  inappropriate,  as  all  such  switches  are  suit- 
ably safeguarded  by  signals;  but  it  is  used  every- 
where to  describe  a  derailing  switch  which  is  set  to 
turn  trains  off  the  track. 

Operator  (Telegraph).  On  those  American  railroads 
where  the  "telegraph  block  system"  is  used  and 
where  it  is  worked  by  persons  whose  principal  oc- 
cupation has  been,  and  perhaps  continues  to  be, 
telegraphing,  the  old  title  continues  in  use,  and  the 
terms,  "operator"  and  "signalman,"  are  used  indis- 
criminately. 

Outlying  Switch.  A  switch  not  connected  with  an  in- 
terlocking plant.  Such  a  switch  may  be  locked  by 
a  key  which  is  kept  by  the  nearest  signalman,  or  by 
a  lock  controlled  from  the  nearest  signal  cabin  by 
an  electric  connection.  In  some  cases  where  neither 
of  these  arrangements  is  in  force  telephone  com- 
munication is  maintained  between  the  switch  and 
the  nearest  signal  cabin,  so  that  trainmen  using  the 
switch  can  receive  from  the  signalman  instructions 
as  to  the  use  of  the  main  track. 

Outlying  Switch  Lock.  An  electric  switch  lock,  which 
see,  applied  to  an  outlying  switch,  which  see. 

Outside  Connected  Facing  Point  Lock.  See  Facing 
Point  Lock.    See  also  Figs.  912-915,  919. 

Overlap.  An  arrangement  of  track  circuits  for  block 
signals,  originally  introduced  as  a  substitute  for 
distant  signals.  With  a  block  section  extending 
from  A  to  B  a  track  circuit  for,  say,  2,000  ft.  beyond 
B  is  arranged,  so  that  when  it  is  occupied  by  a  train 
(or  car)  the  signal  at  A  will  be  held  in  the  stop 
position,  the  same  as  though  the  train  were  between 
A  and  B.  Thus,  when  signal  A  is  cleared,  a  train 
passing  it  is  not  only  assured  of  a  clear  track  to  B, 
but  also  is  assured  that  signal  B  may  be  overrun 
2,000  ft.  without  danger  of  collision  with  the  pre- 
ceding train.  Where  a  line  is  fully  equipped  with 
distant  signals,  so  that  enginemen  will  never 
need  to  slacken  speed  to  make  sure  of  the  indica- 
tion of  the  homo  signal  before  passing  it,  the  over- 
lap is  generally  deemed  unnecessary,  and  it  is  used 
with  distant  signals  only  on  a  few  linos — the  New 
York  Central  electrified  lines  and  the  Interborough 
(New  York)  subway  express  tracks  being  the  most 
prominent.  Both  in  these  situations  and  where  used 
without  a  distant  signal,  and  as  a  substitute  for  it, 
the  overlap  is  criticised  because  it  tends  to  impair 
discipline,  its  presence  suggesting  that  a  signal  in- 
dicating "Stop"  (at  that  signal)  need  not  be  strictly 
obeyed.  In  tlio  Now  York  subway  (Interborough) 
and  on  the  electrified  linos  of  the  New  York  Cen- 
tral, whoro  overlaps  and  distant  signals  are  both 
uso<i,  tho  overlaps  are  in  most  casos  tho  full  length  of 
the  block  sections.  In  the  subway  this  means  about 
900  ft.  On  single  track  linos,  automatic  block 
signals  are  arranged  with  overlaps,  so  as  to  prevent 
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the  occurrence  of  a  collision  between  trains  moving 
toward  each  other,  which  without  the  overlap  might 
pass  clear  signals  at  the  same  moment.  The  op- 
posing signals  are  so  situated  that  each  train  will 
encounter  a  stop  signal  before  it  can  meet  the  other. 


With  the  manual  block  system  permissive  block- 
ing is  an  expedient  to  obviate  the  expense  of  main- 
taining short  block  sections  and  is  ordinarily  al- 
lowed only  with  freight  and  work  trains,  absolute 
blocking   being    enforced    before    and    behind    pas- 
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Arrangement  of  Overhi[*s  for  Automatic  Block  Signals  on  a  Single  Track  Line. 


The  diagram  above  shows  a  typical  arrangement 
of  automatic  block  signals  on  a  single  track  road. 
Signal  B  is  controlled  by  track  circuits  to  the  point 
G  and  Signal  F,  similarly  to  A.  Suppose  two  ap- 
proaching trains,  to  be  represented  by  X  and  Y. 
Assume  train  Y  to  pass  signal  F  at  clear  at  the 
same  instant  that  train  X  passed  point  A.  Train  Y 
would  set  signal  B  at  stop  and  train  X  would  set 
signal  C;  and  the  trains  would  be  held  at  signals 
C  and  B,  respectively.  If  the  track  sections  were 
arranged  so  that  train  X  could  pass  signal  B  at 
clear  and  Y  pass  F  at  clear  at  the  same  instant,  Y 
might  possibly  be  stopped  at  C,  but  X,  having  a 
clear  signal  at  B,  would  continue  on  through  the 
block  and  collide  with  Y.  In  the  positions  shown 
the  two  trains  would  set  signals  C  and  E  at  stop. 
See  Figs.  221-222,  373-374,  370.  383-38-9,  395-308,  487, 
509,  524,  525,  53^). 
(herstroke.     Excess  throw  in  a  pipe  or  wire  line. 
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Pan  Copper.    A  copper  element  of  peculiar  shape  used 

in  gravity  batteries.     See  Figs.  2U76-2080. 
Parallel  (Electricity).    See  Multiple. 
Parallel  Bar.     A  British  term  for  detector  bar,  which 

see. 
Permissive  Block  Signaling.     Permitting  one  or  more 
trains    moving   in    the    same    direction    to    enter   a 
block   section   before   the   last   preceding  train   has 
passed  out  at  the  other  end.     In  such  cases  the  fol- 
lowing train  is  allowed  to  proceed,  expecting  to  find 
the    track    blocked,    and    prepared    to    stop    before 
reaching  any  obstruction,  without  being  warned  by 
a  flagman  or  otherwise.     Permission  to  proceed  is 
given  by  a  written  card  from  tlie  signalman;  or  by 
signal    indication    (the    intermediate    position    of   a 
three-position   signal)   or   by  flag  or   hand   lantern. 
'n  automatic  block  signal  systems  the  practice  gen- 
erally is  permissive,  for  if  a  signal  were  out  of  order 
*^nd  indicating  stop  the  line  would  be  blocked  until 
the   signal   could   be   repaired.     The   most   common 
'"Ule  where   automatic   si^i^nals   are   used   is   to   stop 
^t    a   signal   indicating   stop,   wait    one   minute   and 
then  proceed  through  the  block  with   speed  under 
Control.     On  those  lines  of  the  Xew  York  subway 
'^hich  have  automatic  block   signals,  and  in  a  few 
^ther  places,  trains  arc  forbidden  to  pa>s  a  stop  signal 
'Without  first  sending  a  flagman  ahead.     On  single- 
track  roads  with  automatic  signals  it  is  the  rule  to 
Send  a  flagman  ahead.     After  waiting  long  enough 
^Or  him  to  go  a  safe  distance,  the  train  proceeds  at 
^Ow  speed  under  his  protection.     He  must  be  sent 
forward  at  once,  because  it  is  impossible  to  know 
^'hether  the  stop  indication   is  diie   to  a   failure   of 
the  apparatus  or  to  the  presence  in  the  block  of  an 
Opposing   train.     On   the   Cincinnati,    Xew   Orleans 
k  Texas  Pacific  the  passenger  trains  are  provided 
with  light  track  velocipedes,  carried  in  the  baggage 
car  for  use  in  Magging  ahead. 


senger  trains.  See  Caution  Card.  For  common  ar- 
rangements of  permissive  block  signals  see  Figs. 
226-228.  With  controlled  manual  signals,  permis- 
sive blocking  is  usually  forbidden,  as  the  "control" 
attachments  would  be  made  useless. 

Permissive  Card.    See  Caution  Card. 

Phase.    See  Alternating  Current. 

Pipe  Carrier.  A  grooved  roller  supported  in  suitable 
bearings.  In  a  mechanical  interlocking,  a  series  of 
pipe  carriers  is  used  to  support  a  line  of  pipe  for 
operating  a  switch  or  signal.  Where  only  one 
roller  is  used  it  is  called  a  one-way  pipe  carrier; 
two  rollers,  a  two-way  carrier,  etc.  A  small  top 
roller  is  frequently  used  to  keep  the  pipe  in  place 
in  the  grooved  roller.  See  Figs.  IHKMira,  1206- 
1241. 

Pipe  Carrier  Stand.  A  casting  carrying  the  grooved 
rollers  of  a  pipe  carrier  and  bolted  to  the  founda- 
tion.   See  Pipe  Carrier. 

Pipe  Compensator.  A  device  for  automatically  com- 
pensating for  the  changes  in  the  length  of  a  pipe 
line  due  to  temperature  changes.  Such  a  device  is 
necessary  in  long  pipe  lines  in  order  to  preserve  a 
uniform  range  of  movement  at  the  end  connected 
to  the  switch  or  signal.  The  simplest  form  con- 
sists of  a  straight  lever  pivoted  at  the  center  and 
having  one  section  of  the  pipe  attached  to  one  end 
and  the  adjoining  section  to  the  other  end.  If  one 
or  more  compensators  are  placed  between  the  lead- 
out  and  the  outlying  end  of  the  pipe  line,  each  in 
the  middle  of  the  section  of  pipe  to  be  compen- 
sated by  it,  the  only  effect  of  changes  of  tempera- 
ture will  be  to  change  the  angle  of  the  compen- 
sating lever.  In  order  to  keep  the  pipe  in  a  straight 
line  a  form  of  self-contained  double  compensator 
called  a  Lazy  Jack,  which  see,  is  most  frequently 
used.  Where  a  line  of  pipe  changes  direction,  the 
crank  at  the  angle  can  be  arranged  to  serve  as  a 
compensator.     See  Compensator. 

Pipe  Coupling.  See  Pipe  Plug.  See  also  Figs.  1008- 
1013. 

Pipe  Line.  The  common  name  for  the  line  of  rodding 
which  connects  a  switch  or  signal  to  its  lever,  such 
rodding  being  usually  made  of  1-in.  wrought  iron 
or  steel  pipe.  In  Great  Britain  rods  of  L  shape  are 
used  extensively.     See  Figs.  1272,  1407. 

Pipe  Line  Lug.     See  Figs.  lO2;M0l»8. 

Pipe  Plug.  A  piece  of  round  iron  rod.  used  to  stiffen 
pipe  at  a  joint.  It  is  used  in  addition  to  the  pipe 
sleeve  and  is  riveted  to  the  pipe.  See  Figs.  1008- 
1013. 

Pipe  Run.  In  an  interlocking  plant,  an  assemblage  of 
pipe  lines,  with  their  carriers  and  foundations  in  a 
common  course.     See  Pipe  Line. 

Pit.  .\  depression  below  the  floor  level  of  an  inter- 
locking cal)in  in  which  the  leadout  apparatus  is 
situated. 
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Plunge  (verb).  In  controlled  manual  block  signaling, 
the  operation  which  is  required  to  release  the 
signal  lever  at  the  distant  station.  See  description 
of  Controlled  Manual  Apparatus,  Figs.  251-272. 

Plunger.  See  Facing  Point  Lock.  The  term  plunger 
is  sometimes  applied  to  the  handle  or  other  oper- 
ating device  of  a  "lock-and-block"  instrument. 

Plunger  Box.  The  casting  or  guide  in  which  the 
plunger  of  a  bridge  bolt  lock  moves. 

Plunger  Casting.  .  A  stand  and  guide  for  facing  point 
and  bridge  lock  plungers  and  lock  rods.  See  Figs. 
890-909,  1580-15&5,  1594-1598. 

Plunger  Lock.  See  Facing  Point  Lock.  See  also  Figs. 
890-909,  1580-1585,  1594-1598. 

Pneumatic  Interlocking.  Interlocking  apparatus  in 
which  both  the  power  to  work  the  switches  and 
signals  and  the  instrumentalities  for  controlling 
that  power  from  the  cabin  are  actuated  by  com- 
pressed air.  In  the  older  electro-pneumatic  appa- 
ratus the  switches  and  signals  are  worked  by  com- 
pressed air,  but  the  air  valves  are  controlled  from 
the  cabin  electrically.     See  Figs.  1966-1977. 

Point  Lug.  A  lug  bolted  to  the  web  of  a  switch  point, 
to  which  the  switch  rods  are  attached.  See  Figs. 
1242-1271. 

Point  Rail.  In  a  "split"  switch,  either  of  the  two  mov- 
able rails,  pointed  at  the  movable  end,  as  distin- 
guished  from   the   immovable   "stock"   rails. 

Point  Separator.  A  device  for  spacing  the  inner  points 
of  a  double  slip  switch  in  relation  to  each  other. 
Used  in  place  of  a  switch  point  lug,  which  see. 

Polarized  Relay.  A  direct-current  relay,  having  a  per- 
manently magnetized  ("polarized")  armature  which 
responds  to  changes  in  the  polarity  of  the  electro- 
magnet, resulting  from  changes  in  the  direction 
of  the  current  flowing  in  the  magnet  coils.  Con- 
tacts carried  by  the  polarized  armature  close  a 
local  circuit  when  the  armature  moves  to  one  posi- 
tion under  the  influence  of  current  in  one  direction 
in  the  magnet  coils  and  open  such  circuit  when 
current  flows  in  the  opposite  direction.  See  Figs. 
554,  2553-2555,  2568-2569,  2674-2575. 

Polarized  Track  Circuit.  See  "Wireless"  Automatic 
Block  Signal  System. 

Pole  Changer.  A  double-pole,  double-throw  switch  so 
connected  that  the  alternate  positions  eflFect  a  change 
in  the  direction  of  the  current  in  the  connecting 
wires.  In  block  signaling  it  is  attached  to  and 
worked  by  the  home  signal,  for  reversing  the  polar- 
ity of  the  track  circuit  of  the  section  in  the  rear,  by 
changing  the  connection  from  the  battery  to  the 
line.  This  is  done  to  control  the  distant  signal  in 
the  rear,  through  the  track  circuit,  thus  obviating 
the  need  of  a  line  wire  for  such  control.  See  Figs. 
416;  P,  Fig.  421. 

Pole-Piece.  That  part,  of  the  core  of  an  electro- 
magnet which  projects  beyond  the  coil  and  near 
which  the  armature  is  placed.  Often  in  the  form 
of  a  block  attached  to  the  core.  Used  to  concen- 
trate the  lines  of  force. 

Polyphase  Relay.  A  relay  designed  to  respond  to 
polyphase  alternating  current.  Sec  Figs.  400-497, 
516-517,  521-522,  539. 

Post.    See  Signal  Post;  Bracket  Post. 

Note. — Post,  pole,  doll,  dolly,  mast. — Post,  is  used 
to  define  the  vertical  member  of  a  semaphore 
signal,  because  it  supports  something.  Pole  means 
a  slender  piece  of  timber,  implying  inability  to  sup- 
port a  load.    Doll  (or  dolly)   is  used  to  define  the 


upper  vertical  members  of  a  bracket  signal,  particu- 
larly that  one  of  those  members  which  carries  no 
arm  and  merely  aids  in  making  clear  the  position 
and  meaning  of  the  others.  Mast  is  used  in  the 
codes  of  the  American  Railway  Association  to  de- 
fine the  post  (as  in  a  bracket-post  signal),  to  which 
the  arm  is  attached,  in  distinction  from  the  single 
post,  set  in  the  ground,  supporting  two  or  more 
"masts."    See  Figs.  189-196. 

Pot  Signal.  A  low  revolving  signal,  turning  on  a  ver- 
tical axis  and  used  either  as  a  switch  target  for  in- 
dicating the  position  of  the  switch  (to  which  it  is 
attached)  or  as  a  dwarf  signal  for  low-speed  move- 
ments. Now  generally  superseded  as  a  dwarf  signal 
by  the  Dwarf  Semaphore,  which  see.  It  consists  of 
a  lamp  having  either  two  or  four  lenses,  two  lenses 
being  used  for  dwarf  signals  and  four  lenses  for 
switch  targets.  The  faces  of  the  lamp,  usually 
made  as  flaring  disks,  are  painted  corresponding 
colors  to  the  lenses,  and  these  colors  give  the  day 
indications.  Signals  thus  turning  on  a  vertical 
axis  are  used  in  some  tunnels  and  yards  where  there 
is  not  room  for  a  semaphore.  See  Night  Signal 
Indications.  See  Figs.  1550-1551,  1557-1559,  1568- 
1569,  1570-1571,  1578-1579. 

Power  Interlocking.  Interlocking  apparatus  operated 
by  some  form  of  power  other  than  manual,  usually 
electricity  or  compressed  air  or  a  combination  of 
the  two.  See  Power  Interlocking  Machine  and 
Figs.   1641-1977. 

Power  Interlocking  Machine.  An  Interlocking  Machine, 

which  see,  in  which  the  levers  for  moving. switches 
and  signals  by  manual  power  are  supplanted  by 
levers,  or  sliding  bars,  for  convenience,  called 
levers,  which  merely  close  or  open  electric  cir- 
cuits, or  in  the  all-air  machine  open  or  close  air- 
valves.  In  the  "electric"  system  the  electric  power 
moves  the  switches  and  signals.  In  the  electro- 
pneumatic  compressed  air  moves  the  switches  and 
signals,  and  the  air-valves  are  worked  by  electro- 
magnets controlled  from  the  interlocking  machine. 
See    Figs.    1641-1977. 

Preliminary  Locking.  Interlocking  so  arranged  that 
the  locking  of  a  lever,  to  prevent  it  from  being 
moved  in  conflict  with  another,  which  is  about  to 
be  moved,  is  fully  effected  before  that  other  lever 
begins  to  perform  its  function.  In  mechanical  in- 
terlocking this  is  Latch  Locking,  which  see.  In 
power  machines  the  "levers"  arc  so  arranged  that 
the  lever  by  a  single  stroke  does  three  things:  In 
its  first  part  the  locking  of  conflicting  levers;  in  its 
second  the  performance  of  its  own  main  function 
(causing  the  movement  of  a  switch  or  signal),  and 
in  its  third  the  unlocking  of  other  levers  which 
then  may  properly  be  moved. 

Primary    Battery.     More    properly    primary   cell.     Any 
combination    of    two    metals    or    metalloids,    which 
when  immersed  in   a  liquid  termed  an  electrolyte, 
and  connected   outside   the  liquid  by   a   conductor,, 
will  produce  a  current  of  electricity.     A  large  num- 
ber of  such  cells  employing  different  elements  and 
electrolytes   are  in  use.    The   action   in  a  primary^ 
cell   is    electro-chemical,   the    electrolyte   being   de — 
composed  by  the  passage  of  the  current  and  attack — 
inj?  one  or  both  of  the  elements.     In   the  cell  th^" 
current  flows  from  the  metal  most  acted  on  to  th^ 
metal   least   acted   on.     In   a   zinc   and   copper   cell 
with  dilute  sulphuric  acid  as  the  electrolyte,  for  ex- 
ample, the  current   flows  through   the  liquid   fronn 
the  zinc  to  the  copper.     In  the  external  circuit  the 
direction  is,  of  course,  the   opposite  and  the    zinc 
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electrode  is  negative,  while  the  copper  electrode  is 
positive.  The  most  usual  combinations  of  elements 
are  (1)  zinc  and  carbon  and  (2)  zinc  and  copper. 
See  Storage  Battery;  Gravity  CeU. 

Pulling  Wire.  The  wire  attached  to  the  front  tail  lever 
of  an  interlocking  machine  which  pulls  a  signal 
clear.    See  Back  Wire. 

Pusher.  A  locomotive  used  to  push  a  train  up  an  as- 
cending grade,  usually  co-operating  with  another 
engine  attached  in  the  regular  way  to  the  front  of 
the  train.  The  pusher  is  detached  at  the  top  of  the 
grade;  and  as  that  point  may  be  between  block 
stations  special  block-signal  arrangements  are  some- 
times prescribed  to  permit  the  pusher  to  back  down 
i>n  the  same  track  to  the  point  from  which  it  began 
the  ascent.    See  Electric  Train  Staff  System. 

Pusher  Attachment.  An  attachment  to  electric  train- 
staff  apparatus,  designed  to  protect,  in  addition  to 
the  regular  train  movement,  the  movement  of  a 
pushing  engine  when,  after  being  detached  from 
the  rear  of  the  train,  it  is  to  be  run  back  to  its 
starting  point.     Sec  Figs.  301-303. 

R 

Radial  Arm.    See  Figs.  1165-1184. 

Rail  Bond.  A  wire,  or  wires,  about  2  ft.  long,  used  to 
connect  the  adjacent  ends  of  contiguous  rails,  in  a 
track,  to  insure  the  continuity  of  that  line  of  rails 
as  an  electrical  conductor.  Thus,  in  a  track  circuit 
of,  say,  one  mile  in  length,  each  of  the  two  lines 
of  rails  constituting  that  track  is  a  conductor  one 
mile  long.  In  a  new  track  the  bars  and  bolts  fast- 
ening two  rails  together  may  serve  as  an  electrical 
bond,  but  they  are  not  to  be  depended  on.  See 
Figs.  2201,  22UG-2207,  2214-2225. 

Rail  Brace.  An  iron  block  or  frame,  against  which  the 
web  of  the  rail  may  rest.  Used  to  take  side  thrust 
at  switches  and  thereby  maintain  the  gage  of  the 
track.  Usually  held  in  place  on  the  tie  plate  by  lag 
screws  or  spikes  and  a  butt  strap  or  projection  on 
the  plate.    See  Figs.  918,  920-922. 

Rail  Clip.  A  metal  support  bolted  or  clamped  to  a  rail 
for  carrying  a  detector  bar  through  suitable  con- 
nections.    See    Figs.    955-956,    974-1002. 

Railroad,   Electric.    See    Electric    Railroad. 

Reactance.    See  Inductance  and  Inductive  Bond. 

Reactance  Bond.    See  Inductive  Bond. 

Rear.  As  used  to  define  signals,  one  which  is  back  of 
another,  as  related  to  the  train  for  which  such 
signal  is  used.  A  distant  signal  is  in  the  rear  of 
(not  in  advance  of)  a  home  signal. 

Rear  Collision.  A  collision  in  which  a  train  (or  en- 
gine) collides  with  a  train,  car,  or  engine  ahead  of 
it,  headed  in  the  same  direction  as  itself. 

Rectifier.    Sec  Mercury  Arc  Rectifier. 

Relay.  In  its  most  common  form,  an  electro-magnet 
designed  to  repeat  the  effects  of  an  electric  current 
in  a  second  circuit.  For  example,  in  a  telegraph 
line,  the  relay  is  energized  by  the  comparatively 
weak  current  of  the  line,  and  its  armature,  being 
thereby  attracted,  by  suitable  contacts  mounted  on 
it,  closes  the  strong  local  circuit.  In  a  track  circuit, 
the  relay,  delicately  adjusted  to  close  its  armature 
on  the  passage  of  the  weak  current  of  the  track  cir- 
cuit, closes  the  strong  local  circuit  which  works  or 
controls  the  signal.  A  relay  having  an  armature 
bearing  a  number  of  contacts  can  be  made  to  close 
as  many  different  local  circuits.     When  the  arma- 


ture of  a  relay  is  attracted,  it  closes  a  front  con- 
tact; when  the  coils  of  the  magnet  are  de-energized 
and  the  armature  falls  away  by  gravity  or  is  drawn 
away  by  a  spring,  it  closes  a  back  contact.  See 
Figs.  496-497,  521-5-22,  530-534,  539,  554,  586-598.  2563- 
2589.  See  Interlocking  Relay,  Neutral  Relay,  Mer- 
cury Contact  Relay.  For  other  kinds  of  relays  see 
Alternating  Current  Relay,  Frequency  Relay,  Po- 
larized Relay,  Polyphase  Relay,  Vane  Relay. 

Relay  Post.  A  post  set  in  the  ground  to  support  a 
relay  box. 

Repeater.    See  Signal  Repeater. 

Residual  Magnetism.  Magnetism  retained  in  iron  or 
steel  when  the  magnetizing  agency  has  been  with- 
drawn or  ceases  to  act.  A  form  of  permanent  mag- 
netism. 

Resistance.  That  which  opposes  or  resists  the.  passage 
of  an  electric  current.  According  to  Ohm's  law 
the  ratio  of  the  electromotive  force  which  causes  a 
current    to'  flow   and   the   current   so   produced   or 

E 
R  =  — .    The  unit  of  measurement  of  resistance  is 

I 
the   Ohm,   which    see.    The    following   table    gives 
the  relative  resistance  of  several  of  the  most  widely 
used  metals  and  of  carbon,  as  compared  with  silver, 
the  best  conductor  known: 

Silver    1.00 

Copper   1.063 

Gold   1.369 

Aluminum     1.935 

Zinc    3.741 

Platinum    6.022 

Iron    6.460 

Lead    13.05 

German  silver   13.920 

Mercury    62.73 

Graphite    750.00 

Coke  carbon    6250.00 

Resistance  Grid.    See  Resistance.    See  Figs.  528-529. 

Reverse  (verb).  To  reverse  a  mechanical  signal  lever 
is  to  move  it  from  its  normal  to  the  opposite  posi- 
tion. In  the  electro-pneumatic  machine  signal 
levers  have  three  positions.  The  central  position 
is  normal  and  the  lever  is  moved  to  the  right  to 
control  one  signal  and  to  the  left  to  control  an- 
other. 

Kicer  Plate.  An  iron  plate  riveted  to  the  tie  plate, 
which  see,  at  a  switch  and  used  to  support  the 
switch  points.     Sometimes  called  a  slide  plate. 

Rocker  Shaft.    See  Figs.  919,  1399-1416,  1484-1488. 

Rocker  Shaft  Leadout.    See  Figs.  1484-1488. 

Rotor.  That  member  of  a  motor  or  generator  which 
revolves. 

Roundel.  A  round,  flat  piece  of  glass,  as  the  colored 
glasses  used  in  semaphore  signals. 

Route.  A  course  or  way  taken  by  a  train  in  passing 
from  one  point  to  another,  especially  a  customary 
or  predetermined  course,  as  in  a  yard;  or  any  one 
of  several  possible  combinations  of  turnouts  or 
crossovers  by  which  a  train  may  travel  from  one 
place  to  another. 

Route  Locking.  The  electric  locking  of  switches, 
drawbridges,  etc.,  in  a  route,  or  the  signals  of  a 
conflicting  route,  to  maintain  the  integrity  of  a 
route  during  the  moveemnt  of  a  train  over  that 
route.  Route  locking  may  take  effect  upon  the 
clearing  of  the  signal  governing  the  route  and 
maintain  the  integrity  of  the  route  from  that  time 
until  a  train  has  passed  over  the  route.  See 
Electric  Locking,  Track  Circuit  Locking.  See 
Figs.  1995-2016. 
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S.  L.  M.  Abbreviation  for  Switch  and  Lock  Move- 
ment. 

S  Armature.    See  Z  Armature. 

Saxby  &  Farmer  Interlocking  Machine.  The  most 
common  form  of  mechanical  interlocking  machine 
in  use  in  America.     Sec  Figs.  661-721. 

Schedule.    Sec  Time  Table. 

Scotchblock.  A  block  of  wood  or  metal  to  be  fastened 
on  one  or  both  rails  of  a  track,  as  at  the  outlet  of 
a  siding  or  turnout,  designed  to  throw  off  the 
track  any  car  accidentally  running  from  the  siding 
to  the  main  track  when  unattended  or  at  a  time 
when  such  a  movement  would  possibly  lead  to  a 
collision.     See   Derail.    See    Figs.    1518-1520. 

Screw  Jaw.  A  jaw  fastened  by  a  screw  so  as  to  be  ad- 
justable.    See  Figs,  1023-1098. 

Screw  Release.  A  device  for  releasing  an  electric  lock 
(in  a  mechanical  interlocking  machine)  which,  be- 
cause out  of  order,  or  by  reason  of  some  other 
abnormal  condition,  such  as  an  error  on  the  part 
of  a  signalman,  holds  locked  a  lever  which  it  is 
desirable  to  move  in  order  to  avoid  delaying  a 
train.  To  prevent  hasty  action  by  a  disturbed  or 
excited  signalman,  the  release  is  so  made  that  it 
can  be  operated  only  by  turning  a  screw  a  certain 
predetermined  number  of  times.  The  release  must 
always  be  restored  to  its  original  condition  before 
normal  operation  of  the  interlocking  machine  can 
be  accomplished.     See   Figs.  289J^2898,  2904-2908. 

Secondary  Battery.    See  Storage  Battery. 

Selector.  A  device  whereby  the  position  of  one  or 
more  functions  determines  which  of  several  others 
shall  be  operated.  For  example,  a  single  merchan- 
ical  lever,  arranged  to  clear  two  different  signals, 
works  a  pipe  line  which  engages  a  connection  to 
one  or  the  other  of  those  signals  according  as  a 
switch  is  in  one  or  the  other  of  its  two  positions. 
This  economizes  levers.  See  Electric  Selector. 
See  Figs.  1482-1483. 

Selector  Head.    See   Fig.  1794. 

Self-Induction.    See  Inductance. 

Semaphore  Bearing.  The  bearing  which  supports  the 
semaphore  casting.  See  Figs.  145,  2751-27G8,  2800- 
2803. 

Semaphore  Casting.  A  casting  comprising  the  Arm 
Casting  and  Spectacle  of  a  scma])hore  signal.  See 
Figs.  2G65,  2<)68,  2<)80-2G88,  2705-27rn».  2717-2723,  2743- 
2750,  2770-2773,  3090-3092,  3094-3096. 

Semaphore  Shaft.  The  shaft  which  carries  the  sema- 
phore casting. 

Semaphore  Signal.  A  type  of  signal  introduced  on 
railroads  in  England  about  1^*41  and  now  in  almost 
universal  use  for  both  block  and  interlocking 
signals.  It  consists  of  an  arm  about  4  ft.  long  and 
10  in.  wide,  mounted  on  a  post  usually  24  ft.  to  30 
ft.  high  at  one  side  of  the  tracks;  or  on  a  shorter 
post  supported  by  a  bridge  or  other  structure 
above  the  track.  Day  indications  are  given  by  the 
position  of  the  arm,  horizontal,  inclined  or  ver- 
tical, and  night  indications  by  a  light.  The  pivot 
of  the  arm  is  combined  with  a  spectacle  casting 
holding  colored  glass  disks,  which,  as  the  position 
of  the  arm  is  changed,  move  in  front  of  a  lamp 
mounted  on  the  post.  See  Night  Signal  Indica- 
tions. See  Figs.  1-20,  129-141,  150-228,  248-250.  2013- 
2«;t>4,  2000-2667,  2070-2671,  267(5-2678,  2()84-2685. 

Semi- Automatic  Signal.  A  signal  having  both  manual 
and    track   circuit    control.     Such    a    signal    can    be 


cleared  by  the  signalman  only  when  the  track  cir- 
cuit is  unoccupied;  but  it  may  be  put  in  the  "stop" 
position  either  manually  or  by  the  entrance  of  a 
train  upon  the  circuit.  See  Electric  Slot.  See 
Figs.  1985-1986,  1989-1992. 

Separate  Pin  Leadout  Crank.  See  Box  Crank.  See 
Figs.  1444-1448. 

Series  (Electricity).  Two  or  more  pieces  of  electrical 
apparatus,  such  as  lamps  or  motors,  are  said  to  be 
connected  in  series  when  all  the  current  from  a 
common  source  of  supply  flows  from  the  supply 
through  one  lamp,  thence  to  the  next  and  so  on  to 
a  return  wire  leading  back  to  the  supply.  See 
Multiple. 

Shackle.    See  Figs.  1287-1298. 

Shunt  (verb).  Literally,  to  turn  aside.  To  divert  a 
part  of  an  electric  current  by  establishing  for  it  an 
additional  path. 

Signal.  A  sign,  agreed  upon,  to  convey  information, 
especially  at  a  distance.  Specifically,  in  railroad 
train-operating,  a  means  of  conveying  information 
to  the  person  or  persons  in  immediate  charge  of 
the  movement  of  a  train.  See  the  adjectives  Home, 
Distant,  Disk,  etc.  Note. — This  book  is  devoted  to 
fixed  signals,  as  distinguished  from  hand-motion 
signals,  etc. 

Signal  Box  (British).    A  Signal  Cabin,  which  see. 

Signal  Bridge.  A  bridge,  the  purpose  of  which  is  to 
support  signals  above  the  tracks.  The  signal  post 
or  disk  read  is  mounted  on  the  bridge.  Used  most 
frequently  in  yards  where  there  is  not  sufficient 
clearance  to  place  a  post  between  tracks.  See 
Doll,  See  Figs.  20(;7,  2071,  2070-2078. 

Signal  Cabin.  A  building,  usually  two-story,  in  which 
signal-operating  machines  are  housed.  The  signal- 
man's room  is  on  the  upper  floor  to  enable  him  to 
see  readily  over  and  beyond  passing  trains.  At  a 
simple  block  station  the  signal  levers  and  the  tele- 
graph instruments  are  the  principal  apparatus.  Ai 
an  interlocking  station,  where  there  may  be  from 
10  to  150  or  more  levers  the  interlocking  machine, 
(which  see)  may  require  a  space  from  20  ft.  to 
1(K)  ft.  in  length.     See  Figs.  2970-3005. 

Signalman.  The  attendant  at  a  block  or  interlocking 
signal  cabin.  Often  he  has  the  triple  function  of 
signalman,  switchman  and  telegraph  operator,  but 
with  only  this  one  title. 

Signal  Mechanism.  A  term  used  to  denote  the  appa- 
ratus at,  or  within  the  case  of,  or  placed  upon  the 
post  of,  a  power-operated  signal  which  directly  op- 
erates the  semaphore  arm  or  disk  of  the  signal. 
See  Figs.  :^i»J)-4,-2,  501-505,  510-511),  523,  537-538,  549, 
550-551,  501-504.  1700-1709,  1710-1717.  1750-1758,  17G4, 
1792-1793,  1857- 180O,  1880,  188S,  1917-1918,  193(5-1939, 
1942,    1909.    1972-1979,    1983-1984.    1987-1988. 

Signal  Post.  The  upright  and  supporting  member  of  a 
semaphore  signal.  It  is  of  wood  about  8  in.  square 
(Fig.  249),  or  of  iron,  built  up  (Figs.  1529-1530),  or 
of  iron,  tubular  (Figs.  1521-1528).  Frequently 
called  Pole.  See  Bracket  Post,  Figs.  1529-1532.  See 
Doll. 

Signal  Repeater.  An  indicator  which  shows  in  a  cabin 
the  changes  in  position  of  the  arm  or  movable 
disk  of  a  fixed   signal.     See  Fig.  2010. 

Slide  Plate.    See  Riser  Plate. 

Sign^n  Tower.     See  Cabin. 

Slot.     A  disconnecting  device  inserted  in  the  connection 

between  a  signal  arm  and  its  operating  mechanism. 

See    Electric    Slot.      In    its    original    English    form 
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the  **slot*'  consists  of  rods  having  cut  in  them 
long  slots.  The  slot  is  used  to  put  a  signal  in  the 
stop  position,  regardless  of  the  action  or  inaction 
of  the  signalman  in  charge  of  such  signal.  With 
the  slot  arrangment  a  given  signal  can  be  put  in 
the  stop  position  by  either  of  two  signalmen,  but 
it  cannot  be  put  in  the  clear  position  except  by 
the  co-operation  of  both  signalmen.  See  Figs. 
1501-1504. 

Slotted  Signal.    A  signal  in  which  the  connection  from 
the    lever    or   other   operating   mechanism    is    con- 
trolled by  a  mechanical  or  electric  slot. 
Slow-Acting    Relay.    A    relay,    the    magnets   of   which 
are  so  designed  that   they  retain  their  magnetism 
for  an  appreciable  time  after  the   circuit   is  inter- 
rupted,  thus   delaying   the   breaking  of   the   circuit 
controlled  by  the  relay  armature. 
Slow  Board.    A   sign,   usually   Rxed  at   the   side   of  a 
railroad,  on  a  board  about  30  in.  wide  and  20  in. 
high,  supported  on  a  post  from  4  ft.  to  6  ft.  high, 
bearing  the  word  slow,  or  a  legend  indicating  speed 
in  miles  per  hour,  to  warn  the  enginemen  of  trains 
to  reduce  speed  at  that  point.    The  rate  of  speed, 
if  not  shown,  is  governed  by  explicit  instructions 
which  are  to  be  found  in  the  time-table  rules,  and 
which  are  familiar  to  all  of  the  enginemen  running 
on  the  line. 
Slow  Releasing  Slot.    An  electric  slot  for  an  automatic 
signal  having  a  magnet  so  made  as  to  consume  an 
appreciable  interval  of  time  between  the  breaking 
of  the  circuit  and  releasing.    Used  instead  of  and 
made    on    the    same    principles    as    a    slow-acting 
relay,  which  see.     See  Fig.  420. 
Smash  Signal.    A  signal  of  special   form  used   at   the 
approach    to    particularly    dangerous    points,    such 
as   drawbridges.    Usually    some    form    of    obstruc- 
tion,   such    as   a    long   semaphore   arm    or    a   large 
disk,  so  arranged  that  when  in  the  stop  p«>sition,  it 
fouls    with    the    window    of    the    locomotive    cab. 
Where  a  disk  is  used  it  is  commonly  a  plank  frame 
suspended  from  a  bridge  over  the  track,  and  it  is 
lowered  so  as  to  foul   with  the  smokestack.     If  a 
train  runs  past   the  signal   while   it   is  in  the   stop 
position  the  "smash"  will  call  the  engineman's  at- 
tention and  also  will  leave  a  mark  on  the  engine  or 
train.     The  signal  also  will  be  broken,  thus  afford- 
ing a  double  check  on  the  observance  of  the  signal. 
^^^^noid.    A   cylindrical  coil   of  wire;   a   helix.     Some- 
times  used  in  place  of  an   electro-magnet.     When 
so  used  an  iron  core  is  provided  which  enters  the 
solenoid   and   is  drawn   in   by  magnetic   attraction, 
thus   performing   the   same   function   as   the   arma- 
ture of  an  electro-magnet. 

^^^enoid     Signal.    See     Solenoid.    See      Figs.    559-561, 
1752-1764. 

^ol^  Plate.    See  Insulated  Rail  Joint. 

^^^ce  Interval  System.  The  block  system,  as  distin- 
guished from  the  time  interval  system  of  regulat- 
ing the  movement  of  trains  following  one  anotlier. 
Time  intervals  can  be  maintained  only  at  stations. 
and  trains  delayed  between  stations  niu^t  be  pro- 
tected by  sending  a  man  back  along  the  road  with 
hand  signals.  As  an  auxiliary  to  this  protection 
by  flagman,  fusees  are  thrown  off  from  the  rear 
of  moving  trains.  See  Time  Interval  System. 
^P^tacle.  The  casting  which  holds  the  colored  glass 
of  a  semaphore  signal.     See  Semaphore  Casting. 

He  Slot.  An  electro-mechanical  slot,  which  see. 
It  is  attached  to  the  sema]>hore  shaft  of  a  signal. 
See  Figs.  2824  2^29. 


SpUt  Link.    See  Figs.  1287-1298. 

Split  Phase.  A  term  applied  to  an  a.c.  motor,  relay  or 
other  similar  apparatus  that  depends  for  its  opera- 
tion on  a  phase  difference  in  its  coils,  but  is  op- 
erated by  a  single-phase  current.  The  phase  differ- 
ence is  obtained  by  "splitting"  the  phase  of  the  cir- 
cuit by  an  impedance  coil  or  other  similar  device. 

Squirrel  Cage  Armature.  A  term  applied  to  a  special 
form  of  rotor  of  an  a.c.  motor,  consisting  of  an 
iron  core,  within  the  periphery  of  which  are  em- 
bedded a  number  of  insulated  copper  conductors 
lying  parallel  to  the  axis  of  the  core,  their  ends 
being  united  usually  by  copper  rings  or  disks,  so 
that  they  form  closed  circuits. 

Staff  Crane.  With  the  electric  train  staff  system,  a 
post  with  suitable  bars  to  support  a  staff,  fixed 
near  the  track  to  enable  the  engineman  of  a  train, 
passing  at  moderate  speed,  to  reach  and  take  a 
staff.  Staff  cranes  arc  also  made  to  receive  a  staff 
from  a  moving  engine.  With  suitable  apparatus 
on  the  engine  staffs  may  be  exchanged  at  high 
speed.     See  Figs.  818,  320-325. 

Staff  System.  A  method  of  regulating  the  movements 
of  trains  on  a  single-track  railroad.  A  "staff,"  a 
^  piece  of  wood  22  in.  long,  suitably  lettered,  given 
to  the  engineman,  is  his  authority,  regardless  of 
the  time-table,  to  run  his  train  between  two  sec- 
tions, say  A  to  B.  At  B  he  receives  another  staff 
for  the  section  B-C.  This  system,  used  for  many 
years  past  in  Great  Britain,  has  been  generally 
superseded  by  the  Electric  Train  Staff,  which  sec. 

Standard  Code.  The  code  of  rules  issued  by  the 
American  Railway  Association.  It  includes  Train 
Rules,  Block  Signal  Rules  and  Interlocking  Rules. 
As  issued  by  the  Association,  each  of  these  three 
codes  contains  numerous  paragraphs  with  words 
or  clauses  omitted,  the  blanks  being  designed  to 
be  filled  up,  by  individual  companies,  to  suit  the 
practice  on  their  respective  roads.  "Train  rules" 
cover  the  principal  features  of  the  work  of  the 
men  who  operate  the  trains,  including  train  des- 
patchcrs  and  telegraph  operators,  and  also  station 
agents,  track  foremen  and  others,  so  far  as  their 
duties  have  to  do  directly  with  the  movement  of 
trains.  This  part  of  the  code  was  first  adopted  in 
1887,  when  few  American  railroads  had  either 
block  signals  or  interlocking,  and  many  of  its  rules 
which  under  that  condition  are  of  vital  importance, 
become  secondary  or  useless  when  the  block  sys- 
tem is  used.  As  used  by  the  railroads  the  "train 
rules"  are  supplemented  by  other  train  rules,  usually 
more  voluminous,  dealing  with  the  other  and  less 
important   duties  of  trainmen. 

Standard  Interlocking  Machine.  .An  interlocking  ma- 
chine having  vertical  locking  arranged  in  a  frame 
below  the  surface  of  the  floor.  Locking  can  be 
arranged  in  two  planes  called  front  locking,  which 
see,  and  back  locking,  which  see.  Originally  made 
by  The  Standard  Railroad  Signal  Company.  Some- 
times called  "Style  A"  interlocking  Machine.  See 
Figs.  7-22-772. 

Starting  Signal.  In  Great  Britain  a  common  arrange- 
ment of  signals  at  block  stations  is  to  have  three 
stop  signals  in  succession  called,  respectively,  the 
home,  the  starting  and  the  advanced  starling  sig- 
nals spaced  far  enough  apart  to  allow  an  ordinary 
train  to  stand  between  the  first  and  second  and 
between  tlie  second  and  third.  In  .America  the  term 
starting  signal  has  little  recognition,  officially,  but 
it  is  used  to  designate  the  signals  at  the  outer  end 
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of  a  terminal  train  shed,  or  at  the  outgoing  end  of  a 
side  track. 

Static  Transformer.    See  Transformer. 

Stator.  That  part  of  the  electro-magnetic  system  of  a 
motor  or  generator  which  is  stationary. 

Stevens  Interlocking  Machine.    See  Fig.  874. 

Stick  Relay.  A  relay  of  the  ordinary  type  so  connected 
that  its  armature  closes  a  circuit  through  its  own 
coils;  that  is,  there  are  two  paths  provided  for  the 
current,   as   shown    in    the    diagram.     One    path    is 


from  battery  B  through  wire  1,  key  X  (when  de- 
pressed), wire  2,  relay  coil  A,  wire  3,  key  Y,  wire  4, 
and  back  to  battery.  This  energizes  the  relay  and 
closes  contacts  v  and  w.  Contact  v  being  closed, 
current  flows  from  B  through  wires  1  and  5,  con- 
tact V,  wire  2,  and  through  the  coil  and  back  to 
battery  as  before.  If  now  key  X  is  opened,  the 
relay  will  remain  energized,  current  still  passing 
through  its  armature  contact  and  coil.  Thus  to 
one  testing  the  relay  by  means  of  key  X  it  seems 
to  "stick";  seems  to  remain  closed  by  reason  of 
some  abnormal  cause,  after  its  circuit  has  been 
opened.  When  the  key  Y  is  depressed  the  battery 
is  completely  cut  off,  the  relay  is  de-energized 
and  the  "stick"  circuit  is  broken  at  v.  See  Figs. 
1989-1990. 

Stock  Rail.  In  a  "split"  switch  either  of  the  two  im- 
movable rails,  as  distinguished  from  the  movable 
"point"  rails. 

Storage  Battery.  A  collection  of  cells  or  elements,  con- 
sisting of  two  relatively  inert  plates  of  metal  or 
metallic  compounds,  immersed  in  an  electrolyte, 
usually  dilute  sulphuric  acid,  which  is  incapable  of 
acting  on  them  until  after  an  electric  current  has 
passed  through  the  liquid  from  one  plate  to  an- 
other and  has  changed  their  chemical  relations. 
When  this  change  has  been  effected  and  the  charg- 
ing current  ceases  the  cell  becomes  a  voltaic  cell 
capable  of  generating  an  electric  current  within 
itself  and  giving  it  off.  In  the  simplest  storage 
cell,  that  of  Plante,  two  thin  plates  of  lead  are  im- 
mersed in  dilute  sulphuric  acid.  One  plate  is  con- 
nected to  the  positive  pole  of  the  charging  current 
and  the  other  to  the  negative  pole.  The  passage 
of  a  current  through  the  liquid  decomposes  it  and 
causes  the  positive  plate  to  collect  on  it  lead 
peroxide  PbOa  and  the  negative  plate  to  collect 
finely  divided  spongy  metallic  lead.  When  the 
charging  current  ceases  the  cell  discharges  in  the 
opposite  direction  through  the  electrolyte.  The 
PbO-  gives  up  one  of  its  atoms  of  oxygen  to  the 
spongy  lead,  and  when  the  cell  is  fully  discharged 
and  the  chemical  action  ceases  entirely  both  plates 
are  covered  with  PbO,  lead  monoxide  or  litharge 
which  is  inert  in  the  electrolyte.  To  increase  the 
capacity  of  the  cell,  the  coating  of  litharge  on  both 
plates  is  made  as  great  as  possible  by  repeating 
the  action  already  described;  that  is,  by  alternately 
reversing  the  direction  of  the  charging  current  and 
the  discharging  current  until  a  considerable  depth 
of  the  lead  plates  has  been  acted  on.  This  is  called 
"forming"  the  plates.     In  modern  storage  batteries 


the  lead  plate's  are  made  with  perforations  or  pro- 
jections in  order  to  increase  the  area  of  surface 
and  to  prevent  the  separation  of  the  coating.  These 
holes  are  filled  with  litharge,  the  active  material, 
and  the  long  process  of  forming  is  reduced  to  a 
single  charge  and  discharge.  Other  elements  have 
been  tried  besides  lead,  but  without  much  commer- 
cial success. 

A  single  cell  of  storage  battery  has  an  electro- 
motive force  of  about  2.3  volts,  falling  to  1.9  volts 
toward  the  end  of  the  discharge.  The  capacity  or 
amount  of  current  which  can  be  stored  depends  on 
the  size  and  character  of  the  plates  or  grids.  Be- 
tween 80  and  90  per  cent,  of  the  electrical  energy 
consumed  in  charging  a  cell  is  given  off  in  the 
discharge,  unless  the  rate  of  discharge  is  high, 
when  the  efficiency  falls. 

If  a  storage  cell  is  short-circuited  or  otherwise 
discharged  at  too  high  a  rate,  the  chemical  action 
becomes  violent  and  develops  considerable  heat, 
which  will  disrupt  the  litharge  coating  and  warp 
the  plates,   thereby   perhaps   ruining  the   cell. 

Storage  batteries  are  coming  into  increasing  use 
for  power-operated  signals.  They  may  either  be 
transported  on  cars  to  and  from  the  charging  sta- 
tion and  the  point  where  they  are  used  for  supply- 
ing current,  or  two  sets  of  batteries  may  be  in- 
stalled at  each  point  and  one  charged  while  the 
other  is  discharging.  To  do  this  a  line  wire  is  run 
from  the  batteries  to  the  power  house  and  alter- 
nately connected  to  the  two  batteries.  An  attend- 
ant goes  over  the  line  and  throws  a  changing 
switch  whenever  either  set  of  batteries  is  to  be 
charged. 
Stop  (noun).  See  Automatic  Stop. 
Straight  Arm  Compensator.  See  Compensator.  See 
Figs.  1107-1108.  1111-1135;  D,  E,  F,  Figs.  1149-1162. 
Style  "A"  Interlocking  Machine.  A  term  sometimes 
applied  to  a  Standard  interlocking  machine,  which 
see. 

Suspended  Signal.  A  signal  suspended  from  an  over- 
head signal  bridge,  or  other  high  structure.  See 
Figs.  1940-1941. 

Switch  (noun).  1.  A  pair  of  movable  track  rails,  with 
their  fastenings  and  operating  rods,  providing  the 
means  for  making  a  path  over  which  to  move  an 
engine,  car  or  train  from  one  track  to  another.  2. 
A  device,  with  a  similar  function,  in  electrical  con- 
nections. Commonly  a  bar,  pivoted  at  one  end, 
which  may  be  moved  so  as  to  touch  any  one  of 
two  or  more  contacts  on  as  many  different  con- 
ductors. 

Switch  Adjustment.  A  device  for  reducing  **over- 
strokc"  at  a  switch.  See  Figs.  923-931.  See  Over- 
stroke. 

Switch  and  Lock  Movement.  In  mechanical  interlock- 
ing an  arrangement  of  rods  and  levers  by  which 
a  single  stroke  of  a  lever  performs  three  operations; 
unlocks  the  switch,  moves  it  and  locks  it  again. 
See  Figs.  882-880,  91ti-917.  Power-operated  switch 
and  lock  movements  are  shown  in  Figs.  1671-1672, 
1750,  1783-1784.  1788,  1845-1848,  1875,  1878-1884,  1889- 
1890,  1892-1893,  1943-1947,  1957-19t)0,   1966-1968. 

Switchboard.  A  slab  of  slate  or  marble  on  which  arc 
mounted  the  necessary  switches,  meters  and  other 
apparatus  required  for  regulating  and  controlling^- 
the  electric  current  in  a  power  house,  sub-station  or 
similar  place.  The  switches  and  other  apparatus  are 
mounted  on  the  front  of  the  switchboard,  and  the 
connections  and  bus  bars  are  mounted  on  the  back. 
Large  switchboards  are  usually  divided  into  a  num- 
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ber  of  separate  panels.  See  Figs.  1770-1771,  1779, 
179*),  2472,  2475-2477,  2482,  2485. 
Switch  Box.  The  familiar  name  for  a  circuit  controller 
at  a  switch,  which  is  contained  in  an  iron  box. 
This  box  is  mounted  on  a  long  tie  about  3  ft.  from 
the  nearest  rail  of  the  track  and  is  connected  to 
the  point  of  the  switch  by  a  rod.  The  opening  of 
the  switch  makes  or  breaks  an  electrical  contact  in 
the  box.     See  Figs.  1751,  1765-1769,  2226-2252,  2255. 

Switch   Circuit   Controller.     See   Switch  Box;  Electric 
Selector. 

Switch  Indicator.  A  device  to  indicate  visually  or  au- 
dibly, or  both,  to  the  person  moving  an  isolated 
switch,  whether  or  not  a  train  has  entered  or  is 
approaching  the  block  in  which  the  switch  is  situ- 
ated, and  if  it  is  permissible  to  open  the  switch.  Used 
principally  in  connection  with  automatic  block  sig- 
nals. The  visual  indicator  consists  of  a  pair  of 
magnets  and  an  armature,  (o  which  is  attached  a 
small  movable  disk  or  miniature  semaphore  arm. 
The  whole  apparatus  is  enclosed  in  a  weatherproof 
case,  having  a  glass  front,  which  is  mounted  on  a 
post  near  the  switch  stand.  The  magnet  coils  are 
energized  by  a  line-wire  circuit  which  extends  back 
at  least  two  full  block  sections,  and  which  passes 
through  normally  closed  contacts  on  all  the  inter- 
vening track  relays  or  through  normally  closed  con- 
tacts on  the  home  signal  arms.  When  this  circuit  is 
broken  by  the  presence  of  a  train  anywhere  within 
the  limits  of  the  circuit,  which  would  open  one  or 
more  contacts,  the  armature  drops  and  moves  the 
disk  or  semaphore  arm  into  the  position,  indicating 
the  approach  of  a  train  and  giving  warning  against 
opening  the  switch.  The  audible  warning  is  given 
by  a  vibrating  bell  connected  through  a  similar 
circuit.  The  bell,  however,  is  usually  arranged  to 
ring  only  when  a  train  is  approaching  the  block  and 
is  cut  out  as  the  train  enters  the  block.  The  line- 
wire  circuit  for  both  the  audible  and  the  visual  in- 
dicator is  carried  back  far  enough,  so  that  warning 
of  the  approach  of  a  train  will  be  given  at  the 
switch  before  the  train  comes  in  sight  of  the  dis- 
tant signal  controlled  by  the  first  home  signal  in 
the  rear  of  the  switch.     See  Figs.  2830-2865. 

Switch  Instrument.  See  Switch  Box  and  Electric  Se- 
lector. 

Switch  Lock,  Electric.    See  Electric  Switch  Lock. 

S^tch  Rod.    See  Switch. 

S^tch  Tender.  A  person  who  tends  switches.  Ap- 
plied to  attendants  of  ground  switches,  which  usually 
are  not  interlocked.  The  attendant  in  an  inter- 
locking cabin  moves  and  controls  switches,  as  well 
as  signals,  but  his  designation  is  signalman. 

^^«s'  Lock  and  Block  Instrument.  The  controlled 
nianual  block  signal  apparatus  invented  by  \V.  R. 
Sykes  in  England,  and  the  first  used  in  America. 
A  few  Sykes*  instruments  were  installed  on  the 
Kew  York  Central  a«;  early  as  18*82,  but  these  have 
Since  been  replaced  by  later  designs.  The  Coleman 
machine  embodies  all  of  the  features  of  the  Sykes 
rnachine  and  a  number  of  additional  safeguards. 
The  Sykes  system,  as  used  on  the  New  York  Cen- 
tral, was  applicable  only  to  double-track  roads, 
since  the  release  is  accomplished  while  a  train  i*; 
passing  over  a  short  releasing  track  circuit,  which 
in  the  case  of  a  single-track  road  would  release  the 
machine  ahead  of  the  train  as  well  as  in  the  rear 
and  might  result  in  allowing  two  trains  niovinj^^ 
in  opposite  directions  to  enter  the  block  at  oppo- 
site ends  at  the  same  time.  See  Controlled  Manual 
Block  Ssrstem. 


Synchronism.  A  simultaneous  occurrence  of  any  two 
events.  An  a.c.  motor  is  said  to  be  synchronous 
when  its  rotor  revolves  at  the  same  speed  as  the 
rotor  of  the  generator.  A  synchronous  motor  is 
said  to  be  in  step  with  the  generator. 

Synchronous  Motor.    See  Synchronism. 


•Table  Lever.  A  lever  for  working  d  block  signal  very 
near  the  office,  fixed  in  the  telegraph  operator's 
table.     See  Figs.  240-247. 

Tail  Lever.  The  arm  of  the  lever  of  an  interlocking 
machine,  to*  which  the  operating  pipe  or  wire  is 
connected.     See  Interlocking  Machine. 

Tang  End.  A  projection  on  the  end  of  a  jaw  or  rod 
one-half  the  length  of  a  pipe  plug,  used  to  stiffen 
the  joint  between  the  pipe  line  and  the  jaw  or  rod 
in  the  same  manner  as  the  pipe  plug,  which  ^e. 
See  Figs.  1008-1013. 

Tappet.  1.  (In  an  interlocking  machine  with  vertical 
locking.)  A  bar  operated  directly  or  indirectly  by 
the  lever  or  lever  latch,  which  actuates  or  drives 
the  locking  bars  and  is  locked  by  them.  2.  (In  an 
interlocking  machine  with  horizontal  locking.)  A 
pivot  or  swing  dog  attached  to  the  locking  bar  and 
actuated  or  locked  by  the  cross-locking.  See  Inter- 
locking Machine. 

Telegraph.  See  Telegraph  Block  System,  Manual  Block 
System,  Controlled  Manual  Block  System,  Needle 
Telegraph,  Morse  Telegraph.    See   Figs.  2882-2885. 

Telegraph  Block  System.  "A  series  of  consecutive 
blocks  controlled  by  block  signals  operated  manu- 
ally upon  information  by  telegraph"  (A.  R.  A.) 
Another  name  for  the  Manual  Block  System,  which 
see.  The  American  Railway  Association  has 
adopted  this  term  (as  above),  although  it  is  not 
strictly  confined  to  a  system  in  which  the  telegraph 
is  the  means  of  communication  between  block  sta- 
tions, bells  or  telephones  being  used  in  some  cases. 

Telephone.  Apparatus  by  which  sounds  (of  the  human 
voice)  are  repeated  at  a  distance.  Used  as  a  means 
of  communication.  See  Manual  Block  System ;  Con- 
trolled Manual  Block  System;  Telegraph  Block 
System.     See   Figs.  288G-2888. 

Terminal  Board.  A  collection  c^f  binding  posts  mounted 
on  a  slab  or  hoard  to  which  the  ends  of  a  number 
of  wires  may  be  attached  and  interconnected,  as 
desired,  by  short  pieces  of  wire  or  metal  strips 
called  jumpers. 

Thomas  Interlocking.  A  system  of  pneumatic  inter- 
locking using  compressed  air  only  at  a  pressure  of 
Sn  lbs.  per  sq.  in.  It  depends  for  its  operation  on 
a  diflference  of  pressure  of  10  lbs.  between  the 
pipes,  both  in  working  a  function  and  obtaining 
the  indication.  This  system  was  invented  by  J.  W. 
Thomas,  Jr.,  and  originally  installed  at  Nashville 
(>u  the   Nashville,  Chattanooga  &   St.   Louis. 

Threaded  Rod.  A  term  sometimes  applied  to  a  throw 
rod,  which   see. 

Three-Position  Signal.  A  semaphore  signal  arranged 
to  give  three  different  indications.  See  Figs.  13tJ- 
141.  lOo-lTtl.  In  a  common  form  (manually  oper- 
ated) the  horizontal  position  of  the  arm  indicates 
**stop."  the  arm  inclined  downward  'M^\i  deg. 
"caution"  (permissive  block  signaling)  and  inclined 
downward  about  75  deg.  "proceed"  (speed  not  lim- 
ited). On  a  few  roads  the  arrangement  is  hori- 
zontal "stop";  upward  15  dcf^.y  "caution";  down- 
ward. 15  deg.,  "proceed"  (speed  not  limited).  In 
automatic    three-position    signals    (which    see)    and 
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in  some  manual  signals  the  proceed  position  is 
vertical  (90  deg.  from  horizontal),  but  the  arm  is 
made  to  stand  clear  of  the  post,  so  that  the  engine- 
man  may  see  that  it  is  not  missing. 

Three-Position  Automatic  Block  Signals.  A  system  of 
automatic  block  signals  designed  to  provide  the 
protection  of  distant  signals  without  the  duplica- 
tion of  signal  arms  usually  involved.  Each  signal 
arm  is  so  arranged  that  it  may  be  put  in  any  one 
of  three  positions;  horizontal  for  stop;  inclined  45 
deg.  for  "caution"  and  vertical  for  proceed.  The 
signal  goes  to  the  stop  position  when  a  train 
enters  the  block;  when  the  train  has  cleared  the 
block  it  moves  to  the  caution  position,  and  it  re- 
mains in  that  position  until  the  next  signal  in  ad- 
vance moves  to  the  caution  position,  when  it  goes 
to  "clear."  A  train  is  thus  always  protected  by  a 
stop  signal  in  the  rear  and  a  caution  signal  one 
block  further  back.  Three-position  automatic  block 
signals  were  first  introduced  on  the  Pennsylvania 
Lines  West  of  Pittsburgh  in  the  year  1900. 

Throw  Rod.  The  rod  connecting  a  switch  to  its  oper- 
ating mechanism.  The  throw  rod  is  connected  to 
the  head  rod  of  the  switch  by  a  switch  adjustment, 
which   see.     Sec   also   Figs.   928-981. 

Tic  Plate.  In  interlocking  work,  an  iron  plate  fastened 
to  the  upper  surface  of  a  tie  or  sleeper  and  extend- 
ing across  the  track  beneath  the  rails.  Used  prin- 
cipally at  sw-itches  and  movable  point  frogs  in  con- 
nection with  rail  braces,  butt  straps  and  slide 
plates,  to  hold  the  track  to  gage.  See  Figs.  918, 
1690-1(191. 

Tie  Strap.  A  flat  iron  rod  or  bar,  fastened  by  spikes 
or  lag  screws  to  the  tics  (as  at  a  switch)  to  hold 
the  ties  in  position.     See  Fig.  918. 

Tie  Wire.  A  short  piece  of  wire  used  to  tie  line  wires 
to  insulators.     See  Figs.  •2452-24.55. 

Time-Interval  System.  The  rules  under  which  trains 
are  run  where  there  is  no  block  system.  To  obvi- 
ate the  danger  of  rear  collisions  in  consequence  of 
unexpected  delays  to  trains  between  stations  the 
attendant  at  each  station  sees  that  a  prescribed 
interval,  usually  five,  seven  or  ten  minutes,  is  main- 
tained between  trains.  This  interval  is  intended  to 
allow  time  enough  (pr  the  protection  of  a  delayed 
train  by  sending  back  a  flagman  to  warn  any  fol- 
lowing train.  At  night  the  flagman  carries  a  red 
lantern.  Both  night  and  day  he  carries  torpedoes 
with  which  to  give  audible  signals,  and  fusees, 
which  see. 

Time  Lock.  A  device  similar  in  purpose  to  a  time  re- 
lease. It  is  usually  automatic  in  action.  See  Time 
Release.     See   Figs.  2889-2892,  2900-2910. 

Time  Release.  A  device  for  releasing  an  electric  lock 
(on  a  signal  or  other  lever)  when  it  remains  locked 
because  of  abnormal  conditions  and  thereby  delays 
traflic.     See    Screw    Release.    See    Figs.    2893-2910. 

Time-Table.  The  statement  of  stations,  trains  and 
times,  issued  b}-  the  superintendent  of  a  railroad 
for  the  guidance  of  the  men  in  charge  of  trains.  It 
is  the  authority  for  the  movement  of  regular  trains. 
A  schedule — one  column  in  a  time-table — prescribes 
the  class,  direction,  number  and  movement  of  a 
regular  train,  showing  where  and  when  it  begins 
its  trip  and  the  time  at  each  station.  On  a  single- 
track  railroad  the  rules  regulating  meeting  points 
are  a  vital  element  of  the  time-table;  but  where 
the  block  system  is  used  these  and  many  other 
time-table  rules  become  of  minor  importance,  as 
provisions  f(jr  safety,  though  they  still  remain  im- 


portant as  matters  of  convenience.  Time-tables 
contain  local  or  temporary  rules  modifying  the 
general  train  rules  contained  in  the  Standard  Code 
of  Rules. 

Tommy  Bar.    See  Fig.  2911. 

Torpedo.  An  explosive  cap,  the  size  of  a  small  watch, 
to  be  fastened  on  the  top  of  a  rail  of  the  track,  to 
be  exploded  by  the  pressure  of  the  first  wheel  of 
an  approaching  engine  or  train.  The  detonation 
indicates  "stop."  Torpedoes  are  used  when,  by 
reason  of  fog.  snow  or  darkness,  a  visible  stop 
signal  may  not  be  seen  by  the  engineman.  See 
Figs.  2900-2909,  3119-3120. 

Torpedo  Placer.  An  apparatus  for  putting  torpedoes 
in  position  to  be  exploded  by  the  passage  of  a 
wheel  of  a  locomotive  or  other  vehicle.  In  the  de- 
sign shown  in  Figs.  2904-2969  the  torpedo  lies  be- 
neath an  anvil  which  is  at  the  side  of  the  rail  and 
is  depressed  by  tfie  outer  part  of  the  tread  of  a 
wheel.  The  apparatus  shown  in  Figs.  2900-2963 
(Zorge's)  is  automatic,  worked  by  an  electric 
motor.  The  motor,  when  energized  (in  conjunction 
with  the  movement  of  a  visual  block  signal  to  the 
stop  or  caution  position)  moves  a  pair  of  torpedoes 
into  position  on  the  head  of  the  rail.  The  torpe- 
does are  carried  on  a  fragile  iron  bar,  which  is 
broken  if  the  torpedo  is  exploded.  The  motor  is 
arranged  to  withdraw  the  torpedoes  if  the  block 
section  is  cleared  before  they  are  used.  On  British 
railroads  where  torpedoes  are  usually  placed  by 
hand  by  attendants  (in  times  of  fog)  a  hand  plac- 
ing-apparatus  is  sometimes  used,  to  relieve  the  at- 
tendant from  the  dangerous  duty  of  crossing 
tracks,  as  is  necessary  in  the  case  of  a  four-track 
line. 

Torque.  That  moment  of  the  force  applied  to  a  gen- 
erator, motor  or  other  machine  which  turns  it  or 
causes  its  rotation.  The  mechanical  rotary  or  turn- 
ing force  which  acts  on  the  armature  of  a  gen- 
erator, motor  or  other  machine  and  causes  it  to 
rotate.  In  the  case  of  the  rotor  of  a  generator  or 
motor  the  torque  is  equal  to  the  radius  of  the  arma- 
ture multiplied  by  the  pull  at  the  circumference,  or 
the  radius  of  its  pulley  multiplied  by  the  pull  at 
the  circumference  of  the  pulley.  A  torque  is  ex- 
erted on  the  shaft  of  a  motor  from  the  electro- 
magnetic action  or  pull  at  the  periphery  of  the 
armature.  The  torque  is  usually  measured  in 
pounds  of  pull  at  the  end  of  a  radius  or  arm  1  ft. 
in  length. 

Touccy  &  Buchanan  Interlocking.  One  of  the  earliest 
American  interlocking  machines.  Used  on  the 
New   York   Central;   now  superseded. 

Tower.  The  common  name  for  a  signal  cabin,  which 
usually  is  high  in  prop(»rtion  to  the  ground  area. 
See  Cabin. 

Track  Bond.    See  Rail  Bond. 

Track  Circuit.  An  electric  current  flowing  through 
the  rails  of  a  railroad  track.  Tn  a  typical  track 
circuit.  Fig.  320,  the  current  tlows  from  the  bat- 
tery to  the  nearest  rail  of  the  track,  thence  to  the 
other  end  o{  the  track  circuit  section;  thence  by 
w-ire  to  the  track  relay  (controlling  a  signal)  back 
by  a  wire  to  the  farther  rail,  and  by  that  rail  back 
to  the  battery.  Each  rail  is  made  electrically  con- 
tinuous from  one  end  of  the  track-circuit  section 
to  the  other  by  metallic  bonds  at  the  joints,  and 
at  the  ends  of  the  section  insulated  joints  arc  used. 
See  Rail  Bond;  Insulated  Rail  Joint. 
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Track  Circuit  Locking;  Electric  Locking,  which  see, 
accomplished  by  track  circuits. 

Track  Instrument.  A  lever  fixed  to  a  tie,  to  be  moved 
by  the  weight  of  the  wheels  of  a  passing  train,  or 
by  deflection  of  a  rail  under  the  weight  of  the 
wheels,  and  designed  to  open  or  close  an  electrical 
contact  in  an  electric  circuit.  Used  to  control  cir- 
cuits for  highway  crossing  bells,  annunciators,  etc. 
In  automatic  block  signaling  without  track  circuits 
(formerly  in  use  in  New  England)  two  such  instru- 
ments are  required  for  each  signal,  one  at  the  en- 
trance to  the  block,  in  which  the  contact  is  normally 
closed  and  is  opened,  by  the  passage  of  a  train,  to 
move  the  signal  to  the  stop  position,  and  the  other, 
at  the  outgoing  end  of  the  block,  in  which  the  con- 
tact is  normally  open  and  is  closed,  by  the  passage 
of  the  train,  to  restore  the  signal  to  the  clear  posi- 
tion. The  two  instruments  are  connected  with  the 
signal  mechanism  by  wire  strung  on  poles.  Wire- 
circuit  signals  were  used  as  early  as  1871,  but  are 
now  obsolete,  having  been  generally  superseded 
by  Track  Circuit  Signals.    See  Figs.  2272-2273,  2281. 

Track  Model.  In  an  interlockini?  machine,  a  map- 
like miniature  reproduction  (with  movable  pieces 
representing  the  switches)  of  the  tracks  in  which 
are  the  switches  controlled  by  the  machine.  See 
Figs.  1897,  1001-1902.  Following  each  movement  of 
a  switch,  the  attendant,  who  has  moved  the  lever, 
sees  the  effect  of  his  action  repeated  on  the  model. 

Track  Indicator.  A  map-like  reproduction  of  railroad 
tracks,  made  on  transparent  glass,  with  electric 
lights,  controlled  by  track  circuits  so  arranged  be- 
neath the  glass  as  to  indicate  automatically,  for 
defined  sections  of  track,  by  di.stinctive  colors, 
whether  or  not  such  sections  are  occupied  by  a 
vehicle  or  vehicles.  Used  principally  at  interlock- 
ing plants.     See    Figs.   2055-2062. 

Track  Relay.    A  relay  in  a  track  circuit.     See  Relay. 

Traffic,  Maximum,  on  a  Block  Signal  Line.  See  Block 
Signaling  for  Maximum  Traffic. 

Traffic  Lever.    A  Check  Lock  Lever,  which  see. 

Trailing  Point  Switch.  The  opposite  for  Facing  Point 
Switch,   which   see. 

Train  Describer.  An  electrical  instrument  designed  to 
give  information  regarding  the  origin,  destination, 
class  or  character  of  trains,  engines  or  cars  moving 
or  to  be  moved  between  defined  points.  Used  in 
signal  cabins  to  announce  trains  from  one  cabin  to 
another,  or  from  train  she<l5  to  cabins  or  despatch- 
ers*  offices.     See   Figs.  2m:V2-2033. 

Train  Despatches  The  officer  wlio  supervises  the 
movement  of  the  trains  on  a  given  division  of  rail- 
road, sending  telegrapliic  orders  to  the  conductors 
and  enginemen  of  trains  for  which  the  time-table 
does  not  give  full  authority.  On  a  single-track 
line  he  must  by  this  moans  adjust  the  relative  rights 
of  opposing  regular  trains  when  one  or  both  is 
behind  time  and  tliosc  «;f  all  extra  trains. 

Train-Order     Signal.     ;\     fixed     signal— semaphore     or 
other — used    at    telegraph    oflices    to    indicate    to   a 
train    that    it   must    stop    there    to    receive    a    tele- 
graphic order  aflfecting  its  right   to  the  road. 
Train    StafiF.    See    Staff   System;    Electric   Train    Staff 

system. 
Train  Stop.    See  Automatic  Stop. 

Tiansformer.  A  device  for  transforming  an  alternating 
current  of  high  voltage  into  an  alternating  cur- 
rent of  the  same  frequency,  but  of  lower  voltage. 
and  greater  amperage  or  vice  versa.    A  transformer 


which  reduces  the  voltage  is  a  step-down  trans- 
former; one  which  increases  the  voltage  is  a  step- 
up  transformer.  The  usual  form  consists  of  two 
separate  coils  of  wire  wound  on  a  soft  iron  core. 
The  coil  carrying  the  impressed  current  is  the 
primary  and  the  other  is  the  secondary.  The  action 
in  the  transformer  is  entirely  inductive,  the  cur- 
rent flowing  in  the  primary  coil  inducing  magnetic 
lines  of  force  in  the  core,  which  in  turn  induce  a 
current  in  the  secondary  coil.  The  voltage  in  the 
primary  and  secondary  coils  vary  approximately 
with  the  number  of  turns  of  wire  in  each  and  the 
current  inversely  as  the  number  of  turns.  Thus, 
with  500  turns  in  the  primary  and  100  turns  in  the 
secondary  the  reduction  in  voltage  would  be  5  to  1 
and  the  increase  in  current  would  be  as  1  to  5.  See 
Figs.   18H-4i)l.  512,  520. 

Transverse  Pipe  Carrier.  A  pipe  carrier  designed  to 
guide  pipe  across  tracks;  usually  supported  on 
ties;  sometimes  called  a  hanging  pipe  carrier.  See 
Pipe  Carrier.  See  Figs.  Il(>3-llfi4.  and  G,  H.  K, 
L,  N.  Figs.  1213-1241. 

Trunking.  The  wooden  casing  used  to  protect  from 
snow  and  from  mechanical  injury  wires,  both  elec- 
trical conductors  and  those  used  to  pull  signal 
arms  when  they  lie  on  or  near  the  surface  of  the 
ground.     See   Figs.  3012-3023.  303t). 

Tunnel  Signal.  A  signal  designed  to  be  placed  in  a 
tunnel.  It  gives  indications  usually  wholly  by 
colored  lights.  Sometimes  called  a  light  signal.  A 
Pot  Signal,  which  see,  is  sometimes  used  as  a 
tunnel  signal.  See  Figs.  506-508,  516-519,  535.  537- 
.538,  540-541,  543-545,  558,  562-564.  1P53. 

Two-Light  Signal  Aspects  (system  of).  An  arrange- 
ment of  semaphore  signals,  in  which  every  signal 
shows,  at  night,  at  least  two  lights,  as,  for  exam- 
ple, at  a  signal  where  there  is  a  main  route  and 
one  diverging  route.  At  a  block  signal  where 
no  diverging  route  is  to  be  signaled  the  second  or 
lower  light  (never  indicating  proceed)  is  of  use  to 
assist  the  engineman  in  quickly  reading  the  upper 
one.  A  second  arm  may  be  used  as  well  as  a 
second  light,  so  as  to  give  the  desired  aspect  in 
daylight  as  well  as  at  night.     See  Figs.  165-176. 

U 

Unit,  Interlocking.    See  Function. 

Up-and-Down  Rod.  The  common  name  for  the  mov- 
able vertical  rod  connecting  a  semapliore  signal 
arm  with  the  operating  mechanism  at  the  base  of 
the  signal  post. 

Upper  Quadrant.  One  of  tin-  quarters  of  a  circle  above 
its  horizontal  axis;  a  term  used  of  semaphore 
signals,  in  which  the  arm.  normally  horizontal  (in- 
dicating stop)  is  turned  upward  to  give  other  than 
stop  indications. 


Vane  Relay.  A  type  of  alternating  current  relay  in  which 
a  light  metal  disk,  or  vane,  perforated  with  radial 
slots,  is  caused  to  move  between  the  pole  pieces  of 
magnets  to  close  contacts  when  the  magnets  are 
energized,  or  open  them  through  the  falling  of  the 
vane  I)y  gravity,  when  the  magnets  are  de- 
energized.     See   Figs.  5Mn-.VU. 

Vertical  Locking.  Mechanical  locking  arranged  in  a 
vertical  plane.  See  "Standard,"  National  an<l  John- 
son Interlocking  Machines. 
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Volt.  The  practical  unit  of  measurement  of  electro- 
motive force.  Such  an  electro-motive  force  as  will 
cause  a  current  of  one  ampere  to  flow  through  a 
circuit  with  a  resistance  of  one  ohm.  See  Am- 
pere. 

Voltmeter.  An  instrument  for  measuring,  in  terms  of 
volts,  the  electro-motive  force  of  a  current  of 
electricity.  It  is  similar  in  principle  and  construc- 
tion to  the  Ammeter,  which  see,  but  the  coil  is 
wound  with  many  turns  of  fine  wire  so  as  to  work 
with  very  small  currents  and  a  resistance  of  several 
thousand  ohms  is  usually  placed  in  series  with  it. 
See  Figs.  2913,  2926,  2930-2931,  2933.  2934,  2946,  2951. 
2952,  2954. 

w 

Watt.  The  unit  of  electric  power.  The  product  of 
volts  times  amperes.  One  horse-power  is  equal  to 
746  watts. 

Watt  Hour.  The  unit  of  electric  work,  representing 
the  expenditure  of  one  watt  for  one  hour. 

Watt  Meter.  An  instrument  for  measuring  the  power 
of  an  electric  current  passing  through  any  circuit. 
It  is  provided  with  two  sets  of  coils.  One  is  a 
current  coil  and  the  other,  suspended  inside  the 
first,  is  free  to  turn.  This  measures  the  voltage  of 
the  current  passing.  The  torque  produced,  tend- 
ing to  displace  the  revolving  coil,  is  proportional 
to  the  product  of  the  magnetic  fields  developed  by 
the  fixed  and  the  movable  coil  and  therefore  is  pro- 
portional to  the  energy  or  electrical  power  pass- 
ing in  the  circuit.  The  amount  of  the  displacement 
is  read  by  a  pointer  on  a  graduated  scale. 

The  more  usual  form  is  the  integrating  watt 
meter  which  records  on  a  series  of  dials,  the  number 
of  watt  hours  of  power  consumed.  The  Thompson 
integrating  watt  meter,  which  is  the  best-known 
type,  is  essentially  a  small  motor,  the  speed  of 
which  is  proportional  to  the  power  in  the  cir- 
cuit.    The   entire   current    flows   through    the    field 


coils,  which  are  wound  with  heavy  wire.  The 
armature,  which  is  wound  with  very  fine  wire,  is 
in  series  with  a  very  large  resistance  placed  across 
the  mains.  The  armature  shaft  carries  a  copper 
disk,  revolving  between  the  poles  of  three  drag 
magnets,  which  produce  a  constant  retarding  force. 
The  other  end  of  the  armature  shaft  carries  a  worm 
to  drive  the  recording  gear.  Such  a  meter  will 
register  within  2  per  cent,  for  long  periods  without 
adjustment. 

Well.  A  cylindrical  hole  in  the  ground,  usually  lined 
with  concrete  or  masonry,  or  containing  a  wooden 
tub,  used  to  keep  batteries  protected  from  frost. 
See  Figs.  2160-2171,  2188-2189. 

Wheel.    See  Chain  Wheel 

Wide  Jaw.    See  Figs.  1023-1098. 

Wire  (Electric  Conductors).  For  telegraph  lines  gal- 
vanized iron  wire  of  .size  8  or  9,  B.  W.  G.,  is  in  ex- 
tensive use.  Copper  wire  of  size  10,  12  or  14, 
B.  &  S.,  is  also  much  used.  Line  wires  used  in 
automatic  block  signaling  are  of  size  10,  12  or  14, 
B.  &  S.,  but  a  ''common  wire"  serving  as  the  re- 
turn portion  of  a  number  of  circuits  is  usually 
larger.  All  of  these  are  sometimes  covered  with 
a  continuous  insulating  covering.  Wires  inside  of 
buildings  and  those  connecting  instruments  and 
lines  to  the  rails  of  the  track  are  of  copper,  insu- 
lated. See  Cable,  Copper-Clad  Wire,  Insulated 
Wire,  Kerite,  Okonite.     See  Figs.  3066-3074. 

Wire  Carrier.  A  roller  or  pulley  supported  in  a  frame, 
used  as  a  support  and  guide  for  a  wire  line.  See 
Figs.   1304-1330. 

Wire,  Conductivity.    See  Wire,  Sizes  of. 

Wire  Gage.    See  Wire,  Sizes  of. 

Wire  Eye.     See  Figs.  1285-1286. 

Wire,  Sizes  of.  The  diameters  and  weights  of  the  dif- 
ferent sizes  of  wire,  according  to  the  Birmingham 
and  the  Brown  &  Sharpe  wire  gages,  with  other 
information  arc  given  in  the  accompanying  tables: 
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SIZE,  DTEIOBT,  I«ENGTH,  AND  8TBENGTH  OF  IRON 
WIRE. 

(TreotOQ  Iron  Co.) 
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Wire,  SignaL  In  manually  operated  semaphore  signals, 
the  wire,  usually  of  steel,  about  No.  8  or  No.  0, 
B.  W.  G.,  connecting  a  signal  arm  with  its  lever 
in  the  cabin.  It  is  supported  on  wire  carriers  fixed 
to  short  stakes  set  in  the  ground;  or,  if  such  are 
conveniently  situated,  on  the  heavier  foundations 
used  to  support  pipe  connections.  In  either  case 
the  wire  may  be  covered  with  trunking,  which  see. 
The  wire  by  which  a  signal  is  pulled  to  the  clear 
position  is  called  the  front  wire;  that  used  to  pull 
it  to  the  stop  position  is  the  back  wire.  This  last 
is  sometimes  omitted.  In  Europe  it  is  generally 
omitted,  as  the  counterweight,  close  to  the  signal 
arm,  is  depended  on  to  pull  the  arm  to  the  stop 
position    when    the    front    wire    is    slackened.     In 


case  of  breakage  of  the  front  wire,  the  counter- 
weight is  designed  to  pull  the  arm  to  the  stop  posi- 
tion. Where  a  signal  wire  line  must  be  sharply 
turned  to  one  side,  a  piece  is  cut  out  and  a  chain 
inserted  in  place  of  the  wire,  and  the  chain  runs 
around  a  grooved  wheel.  In  consequence  of  the 
difficulty  of  adjusting  signal  wires,  when  they 
are  lengthened  or  shortened  by  changes  in  tem- 
perature, rods  (pipe)  are  now  generally  used,  ex- 
cept for  signals,  very  far  from  the  cabin.  For  these 
signals  at  a  distance  the  wire  must  be  adjusted 
when  necessary  by  screws  in  the  cabin;  or  an  au- 
tomatic wire  compensator  is  used.  To  avoid  the 
difficulties  connected  with  long-distance  signal  con- 
nections many  companies  use,  to  operate  distant 
signals,  electric  motors  (fixed  at  the  signal),  such 
as  are  used  for  automatic  block  signals.  These 
are  controlled  by  an  electrical  connection  from 
the  cabin. 

Wire  Compensator.  In  a  mechanical  interlocking  plant, 
a  device  for  automatically  keeping  the  length  of  a 
wire  uniform  under  variations  in  temperature.  See 
Compensator.     See   Figs.  1333-1338,  1477-1478. 

Wire  Run.  In  an  interlocking  plant,  an  assemblage  of 
wire  lines,  with  their  carriers  and  foundations,  in 
a  common  course. 

"Wireless"  Automatic  Block  System.  A  term  used  to 
define  that  arrangement  of  automatic  block  signals 
in  which  line  wires  for  the  control  of  distant  sig- 
nals are  dispensed  with.  The  home  signal  con- 
trols the  clearing  of  the  distant  signal  by  changing 
the  polarity  of  the  track  circuit  which  extends 
from  the  home  back  to  its  distant.  When  the  po- 
larity is  changed  there  is  a  brief  period  of  time 
during  which  no  current  flows.  To  prevent  this 
from  opening  the  signal  circuit  and  wrongfully 
putting  the  home  signal  in  the  stop  position  a 
"slow-acting"  relay  or  slow  releasing  slot  is  used; 
before  the  armature  falls  the  current  is  restored. 
See   Figs.  345-348,  377-380,  420. 

Wood  Filler.    Sec  Insulated  Rail  Joint. 


Z  Armature.  An  armature  (of  an  electro-magnet) 
shaped  like  the  letter  Z;  used  in  enclosed  disk 
signals,  switch  indicators,  etc.     See  Figs.  401-407. 

Zorge  Torpedo  Placer.    See  Torpedo  Placer. 
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Roads;    Miscellaneous 

Automatic  Block  Signals  for  Electric 
Roads;   Union 110.  <text)     111 

Automatic  Block  Signals,  General  \  icws 
of.. 05,   76,    78.    91.    93,    95.    102,    104, 

107,   108,  113,   115,   121.   122.  412,     418 

Auxiliary   Reservoirs 390-392 

Banner    Signal 64 

Batteries     ^»'«»  ^^«°* 

Battery    Chutes 841-348.  408 

Battery    Connectors 33.^ 

Battery    House • .  •  •  •  «*" 

Battery  Tools **^*iS'  i?? 

Battery    Wells 389,  341 

Bells,    Electric 126,  828 

Bell    Keys «.  25S 

Block  Indicator 324,  326-828 

Block  Signals,  Automatic:  dtrneral 
Views  of.. 65,  76,  78,  91.  98,  9.'>.  102, 

104.  107,  108,  118,  116,  121,  122,  412,  418 

Block  Signals,  Typical  Arrangements  of.  15 

Bolt    LocTcs 195,    (text)  189 

Bonding  Plug 346,   (text)  48 

Bonding    Rivet 345,    (text)  48 

Bonding    Tools Jf* 

Bonding    Tube 846 

Bond    Wires 344 

Bootlegs   464-466 

Box  Cranks 193,  194.  200 

Box     Wheels IJJ 

Bridge  Circuit  Controllers 868 

460 
455 
467 
179 
48 
822 


Cabin    Fittings 459, 

Cabins    

Cables   • 

Chain  Wheels 190-192,  (text) 

Channel    Pins 344,    (text) 

Check   Locking 321,    (text) 

Circuit  Controllers  for  Signal  and  Other 

Levers    807.    849, 

Circuit  Controllers  for  Signals. 849,  861, 

Circuit    Controller,    Magnetic 

Clockwork    Signal 

Compensators,   Pipe.  .177-180.    186,   187. 
*^  261,   (text) 

Compensators,   Wire 189,    (text) 

Controlled  Manual  Block  Signals;   Gen- 
eral     31*   (text) 

Controlled  Manual  Block  Signals;  Penn- 
sylvania Railroad 86.   (text) 

Controlled  Manual  Block  Signals;  Union 

Cooling  Coils 388.  890,   (text) 

Cranks     175-178, 


351 

362 

354 

64 

177 
179 


88 

SO 

282 

180 


DeHecring    Bars 181,  20l 

Derails    203-204.   (text)  210 

Detector  Bars  and   Fittings. .  .170.   229, 

(text)  174 
Disk    Signals;    Hall.. 61,    66,    416,    417, 

(text)   61.  65 

Disk    Signals;    Union «< 

Distant    Switch    Signals 216 

Dog   Charts 131 

Draw   Bridge   I^ocks   and   Coupler*; 212 

Drilling    Machines 344 

Drip  tanks 388-890   j 

Dwarf    Interlocking    M'chine'^ 160 

Dwarf   Signals,   Mcchatiical 2(U) 

Electric    IntcrU)ckinn    Circuits;    (Jeneral,  | 
yy-l.   •.'•.•:»,    '230,   24."?.   251.   255,     257    , 
Electric     Intcil«»ckinK    Circuit*;     Union.               i 
2<>2,    203.    26:>-     "'      ■ 
Electric    Interlocking   Machines:    Ameri- 
can      

Electric     lntcrl<x.kinK     Machines;     Fed- 
eral       

Electric     lntcrIiK;kinj?     Machines;     Gen- 
eral      220-222.     245    | 

Electric    Interlocking    Machine^;    Union,  | 

258.  250 
Electric  IntcrlockinR  Sipnals;  American.  280 
Electric     Interlockinjr    Signals;     Federal. 

S.*?.   277-279,    (text)    82,     281 
Electric    InterlfK'king    Signals;    C^eneral. 

2.^0-240,     252 
Electric     Interl(»cking     Signals;     Union, 

71.  264.   (text)        72 
Electric    Interlocking    Switch    and    Lock 

Movements;    .American 280 

Electric    Interlocking    Switch   and    Lock 
Movements;  Federal 275-279  j 


272  I 
281  I 
273 


Page. 
Electric    Interlocking    Switch    and    Lock 

Movements;    General 226,  247 

Electric    Interlocking    Switch   and    Lock 

Movements;     Union 260,  272 

Electric     Locking 808 

Electric  Locks 860 

Electric  Train  Staff 89 

Electro-Gas    Semaphore    Mechanism ....  84 

Electro-Mechanical    Slots 426 

Electro-Pneumatic  Interlocking  Circuits, 

287,   290,  298 
Electro-Pneumatic       Interlocking       Ma- 
chines     282-285,  296 

Electro-Pneumatic    Interlocking   Signals, 

85,    114,    289-292.  295,    (text)    87.    114,  288 
Electro- Pneumatic     Interlocking    Switch 

and  Lock  Movements 293,  296 

Electro- Pneumatic       Sem.iphore       BltKrk 

Signal  Mechanism. 85,    114,   (text)    87,  114 

Flange  Unions 392,  393 

Floor     Pushes 355 

Foundations    for    Mechanical    Interlock- 
ing Apparatus 182 

Framing   for  Interlocking  Machine.  197- 

200,    460,  462 

Front     Rods 169,  170 

Fusee     472 

Fuses     388 

Gasolene     Engines 394 

Generators     877 

(jround   Plates  and   Connection.s 878 

Hand  and   I^mp  Signals 472 

Highway  Crossing  Signals 124-188 

Hydrometers     449,  458 

Indicators.     Block 324.  320 

Indicators   Cabin 823 

Indicators.     Light 831 

Indicators.     Switch 429 

Indicators,  Track 329 

Inductive   Bonds H»o,    105.  KW.   117, 

(text)  97 

Insulate<l  Hand  Car  Axle 869 

Insulated    Rail  Joints .366 

Insulated  Rods 368 

Insulated  Tie  Plates 167,  867 

Insulators     374 

Interlocking  Track  and  Signal   Layouts.  136 

Interlocking   Machines,    Mechanical....  146 

Taws     176 

Johnson     Interlocking    Machine. ..  .156. 

(text)  167 

Junction   Boxes 99,   106,  370 

Knife  Switches 354,  3.')6.  357.  388 

Lamps  and  Lanterns 421-488 

Leauouts    for    Mechanical     Interlocking 

Plants     199-201.     (text)  203 

Light    Indicators 331 

Lightning    Arresters 871 

Line   Construction 874 

Locking,     Mechanical 145 

I^ocking    Sheets 186 

Lock    Rods 169-  170 

Low    Pressure    Pneumatic,    Interlocking 

Machine    300 

Low    Pressure    Pneumatic    Interlocking 

Switch    and    Lock    Movements 290 

Manual    BhKk    Signals:    British 17 

Manual    Block    Signals,    Communicating 

Mechanisms     16 

Mechanical     Interlocking 136 

Mechanism     Case 416 

Mercury   Arc    Rectifier 386.    (text)  884 

Motor-(icnerators    877 

Motor  Mechanisms,  Electric;  Semaohore 

Block    Signal;    American. .  .80.    (text)  81 
Motor  Mechanisms,  Electric;  Semaphore 

Block   Signal;    Federal «3,    (text)  82 

Moti»r  Mechanisms.  Electric:  Semaphore 

Block   Signal;   General 76.   102, 

(text)   76,  104 
Motor  Mechanisms,  Electric;  Semaphore 

Block    SigTifll;    General   Electric 78 

Motor  Mechamisms.  Electric;  .Semaphore 

Block   Signal:    Hall 67,    (text)  70 

Motor  Mechanisms.  Electri.-;  Semaphore 

Block  SiKn.il:    Union.. 71.   118.    ftext) 

73,  lis 

Normal    (Moar    Automatic    Blinrk    .Signal 

Control   Circuits;    1).  C 5."» 

Xornial   Danger  Automatic    Block  .Signal 

Control    (.lircuits.   D.    C.  .  . 60 

National    Interlocking    Machine 158 

Numl>er    T*late< 419 

Oil  Pipe  an<l  Fittings 10.?.  (text)  206 

Pinnacle.     Signal 414 

Pipe  Carriers 18(),   183,    (text)  174 

Pipe    Guides 414.  417 

Pine   Line    Insulations :^6s,  360 

Pipe    Unions 302,  303 

Plunger    Locks li\4 


Pole  Clianger 60,  72,  88,  352,   (text) 

Pole   Line   Construction 

Pot   Signals,    Mechanical 

Power   Operated   Signals   at    Mechanical 

Interlocking    IMants 233. 

Power   Interlocking 

Power    Rooms,    Typical    Views   of..3.')0, 

379,    380,   3^;{. 

Power  Supply 

Radial   Arms 

Rail    Braces 

Reactance    Bonds. 


100.   105,    108,    117, 
(text) 
Railwav     Signal      .Xssociation's     Recom- 
mended  Signal   Indications 

Recording   Instruments 

Relays,     A.      C;     Polyphase.  .101,    108. 

114,   (text) 

Relays,   A.   C;    Single-Phase,  .loi.    112. 

(texf) 

Relays,  Differential 4»»2,  (text)  58, 

Relay  Shelters   (Boxes) . 

Relays.    Interlocking 

Relays,  Neutral 397,   (text)    48.     : 

Relays.  Polarized.  .396,  40(»,  402.   (text) 

50,  397.  399     > 

Repeater     

Resistance    Grid 

Rocker    Shaft    Fittings 

Saxby  &  Farmer   Interlocking  Machine. 
Selector,   Electric.  .238,  242,  346.   (text)     : 

Selector,   Mechanical 

Semaphore     Bearings 420,     * 

Semaphore  Castings.  .412,  413.  415,  417, 

418,   420,   421.    469.     4 
Semaphore     Signals.     Typical     Arrange- 
ments of 18-16.   13(;.   410,     i 

Semaphore  Signals,  Views  of.... 46.  76, 
78,   102,   108,   119.   121.   122.  238.   254. 

256,   279,    280.   412-415,   425,     i 
Semaphore    Signals,    sec    Upper    Quad- 
rant (below). 

Shackle   1 

Signal    Blades 6.     i 

Signal    Bridges 10-12,   102,  254,   413.     4 

Signal    Foundations 414-416,   418.     i 

Signal   Indications,    Disk 

Signal   Indications,    Location 10- 

Signal  Indications.  Semaphore 

Signal  Indications,   Semaphore;   British. 

Signal   Indications,    R.   S.    Ass*n 

Signals.  Mechanical   InterltKking 2 

Signal    Posts 205,   41'i,   415, 

Slots,  Electro- Mechanical 

Slots,    Mechanical 202.    (text) 

Solenoid   Automatic    Block   Signals 

Split    Link 

Stevens   Interlocking    Machine 

Stuffing  Boxes.  Pipe 198.   (text) 

Stuffing   Boxes.    W  ire 

Switch     Adjustments 168. 

Switch  and   I-ock   Movements.    Mechani- 
cal     16.3.    167,    (text) 

Switch    Boards.. 224,    242-244.   251.    380. 

Switch  Boxes 2.H8,  242,  346,  (text) 

Switch     Indicators 

Switch   T-.ocks,   Electric 

Switch  Point   Lug:* 184. 

Switch  Targets 

Switch     Wedges 

Symbols,   Signal   Drawing 1,  223. 


Telegraph   Instruments 

Telephones    

Throw  Rods 168. 

Time  Circuit    Breaker 444,    (text) 

Time   I..ocks,    Mechanical 

Time    Release-^    Electric 

Time     Releases 

Tools   

Torpedo   Machines 

Torpedoes     

Towers     

Track  and  I^ignal  Layouts 

Track  Circuits,  A.  C Or,,   (ti-xt) 

Track  Circuits.  D.  C 

Track   Instruments 353. 

Track    Signs 

Train   Describer 325,    ( text ) 

Train   Order    Signals 

Train    Staff.    Electric 

Train   Stops,   .\utoniatic 110.   121. 

T^ansfor^K•^«^ OS,    09.    101.    106, 

Trunking     

Trunking  Stake 

Tunnel    Signals.  .  141.   I'lT,    IKMlt;.   121. 
Turnbuckle   

l.'jiper   Quadrant    Semaphore   Signals..?. 
10.    50,    112, 

Vane   Relay 112,    (text) 

Voltmeters     448- 


Wire    Adjusting   .*^orcw 

Wire   Carriers  and    I'ittings.  .  . 
Wire   Fittings.    Miscellaneous. 

Wire,    Insulated 

Wire    Sleeve 


SIGNAL-DRAWING  SYMBOLS;   Signals. 


Figs.  1-36 


These  symbols  for  the  mppsratus  commonly  shown  on  signal  drawings  have  been  adopted  as 
standard  by  the  principal  companies  making  signal  apparatus,  and  by  most  of  the  railroads.  They 
have  been  used  in  making  the  illustrations  for  this  book. 


Figs.  1-2. 
Non-automatic      Inter- 
locked, 2-Position 
Signal. 


Figs.  3-4. 
Non-automatic      Inter- 
locked, 3- Position 
Signal. 


Figs.  5-6. 
Mechanical  Interlocked, 
2-Position,  Slotted 
Signal. 


Figs.  7-8. 
Mechanical  Interlocked, 
3-Position,  Slotted 
Signal. 


Figs.  9-10. 
Power   Sigrnal    at    Me- 
chanical Interlocking 
Plants;  no  Track 
Circuit. 


Figs.  11-12. 
Semi-automatic,  Power- 
operated,  2-Position 
Signal. 


Home  Distant. 


rr 


Home  Distant. 


Figs.  13-14 
Semi-automatic,  Power- 
operated,  3-Position 
Signal. 


*.te 


Figs.  15-16. 

Automatic,      2-Position 

Signal. 


Figs.  17-18. 
Automatic,     3-Position 
SignaL 


Figs.  19-20. 
Semaphore   Signal; 
Arm  fixed  in  One 
Position. 


]C3 


^ 


Figs.  21-22. 
Disk  Signal,  Clear  Po- 
sition. 


Fig.  26. 
Train  Order  Signal. 


r 


Figs.  23-24. 
Disk   Signal,   Stop  Po- 
sition. 


Fig.  25. 

Double      Functioned 

Disk  Signal. 


Fig.  27. 
One  Arm  Dwarf  Signal. 


Fig.  28. 
Two  Arm  Dwarf  Signal. 


p 

F 


Fig.  30. 
Pot  Signal. 


T 


I 


Fig.  29. 
Ground  Route  Signal. 


I 

r ! 

I 
r- 

I 
I 


Fig.  31.  ^O) 

Signal    Giving    Indica-    V.,^ 
tions  by  Colored 
Lights  Only. 


Fig.  32. 
Ground  Signal  Post. 


Fig.  34. 

Cantilever  Bracket 

Post. 


7 


Fig.  35. 
Standard  Bracket  Post. 


Fig.  33. 
Ground  Post,  with  Can- 
tilever Bracket  At- 
tachment. 


7 


Fig.  36. 
Suspended  Signal. 


Figs.    1-36.    Standard   Symbols  for    Signals    and    Signal    Posts. 


<1) 


Figs.  37-43 


SIGNAL-DRAWING  SYMBOLS;  Switches  and  Locations. 


Numbers  Refer  to  List  of  Names  Below. 


Fig.  37.    Symbols  for  Interlocked  Switches  where  Track  is  Shown  by  Single  Line. 


Fig.  38.    Symbols  for  Interlocked  Switches  where  Track  is  Shown  by  a  Line  for  Each  Rail. 
The  solid  black  triangles,  as  at  1,  show  the  normal  position  of  the  switch.    Switch  1  lies  normally  for  the  straight 

track.  . 


=^ 


^^V 


Fig.  39.     Symbols  for  Non-Interlocked  Switches  where  Track  is  Shown  by  Single  Line. 


Fig.  40.     Symbols  for   Non-Interlocked   Switches   where  Track  is  Shown  by  a  Line  for  Each  Rail. 

Names  of  Parts  of  Figs.  37-40. 


1  Simple  Turnout 

2  Simple  Crossover 

3  Double  Slip  Switch 

4  Single  Slip  Switch 


5  Derailing  Switch 

6  Movable  Frog  in  Crossing 

7  Single  Slip  Switch  u*ith  Movable  Frogs 

8  Double  Slip  Szvitch  with  Movable  Frogs 


ikraii 


OefecforBar 


^ ,,  ^^ Tfx»n3tqps ThxJt /ftsfrumenf 


^ 


Perx^/tng  Oevfce  affter  ffxm  Sw/c/r^btmf 


Unless  ofherpmse 


OOffy/ny^mfchloch. 


/my     emy     JlH/by 
So/f  Locks 


Fig.  41.     Location   Symbols   at   Interlocking   Plants. 


JMUcff¥9Son^.  WtafffeOirecfwt.  Water  Trough 

/lyCrossffiy.  /Hpojed/fyCross/hg 

Fig.  42.     Location  Symbols  for  Structures  on  or  Adjacent  to  Tracks. 


^^ r 


Tunnef 


T=T 


BnOof  or 
ViSdUet 


OnawSnO^, 
Fig.  43.    Location  Symbols  for  Structures  on  or  Over  Tracks. 


Higftwqy 
Cros3^. 


IfffBnd^ 
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SIGNAL-DRAWING    SYMBOLS;    Location   of    Accessory    Apparatus.      Figs.  44-71 


Fig.  44. 
Switch      Indicator,      Sema- 
phore Type. 


(P 


Fig.  52. 
Battery  Chute. 


Fig.  62. 
Track  Battery; 


V 


Fig.  4o. 
Switch      Indicator,      Sema- 
phore Type,  and  Switch 
Box. 


(S) 


Fig.  53. 
Battery  Cupboard. 


Figs.  63-64.     Insulated  Joints;  Track 
Circuits  in  Both  Directions. 


Switch 


Fig.  46. 
Indicator, 
Type. 


Disk 


Fig.  54- 

Battery     Shelter, 

Ground. 


Above 


Fig.  55. 

Battery  Shelter, 

Half  Above  Ground. 


Fig.  06. 

Battery  Shelter. 

Below  Ground. 


S 


Figs.  65-66.     Insulated  Joints;  Track 

Circuit  on  Left,  no  Track  Circuit 

on  Right. 


Fig.  47. 

Switch       Indicator,       Disk 

Type,  and  Switch  Box. 


9 

X 


Fig.  48. 
Switch  Box  Location. 


X 


Fig.  57. 
Relay  Box. 


Fig.  58. 
Relay   Box   and    Post. 


H 


Figs.  67-68.    Insulated  Joints;  Track 

Circuit  on  Right,  no  Track  Circuit 

on  Left. 


Fig.  69.  |l     l| 

Direct  Current 
Neutral  Relay; 
Seoarate      Front      -i— ^^ 


Separate  Front 
and  Back  Con- 
tacts. 


Fig.  49. 
Switch  Bell. 


Fig.  50. 
Highway  Crossing  Bell. 


Fig.  59. 

Battery  Chute,  Relay  Box 

and   Post.      Upper 

Figure  Refers  to 

Relay  Box. 


Note. — Figures    Indicate 
Capacity    of    Box  or  Chute. 


Fig.  60. 
Junction   Box. 


Fig.  61. 
Terminal  Box. 


0 


Fig.  70. 
Direct  Current 
Neutral  Relay; 
Two  Front  and 
One  Back  Con- 
tact. 


n. 


n 


t 


Fig.  51.    Insulated  Switch  Rod. 


Fig. 
Direct     C 
Polarized 
One 
Front 

Contact  and  One 
Polarized       Con 
tact. 


Current         |     | 
:ed    Relay;        l         l 
Neutral 
and    Back       |         | 


t 


w 


Figs.  72-92 


SIGNAL-DRAWING   SYMBOLS;   Circuit   Details. 


Fig.  72.  I     I 
Direct     Current  ^^'^ 
Polarized      Re- 
lay; Two   Neu-       J I 


tral  and  Two 
Polarized  Con 
tacts. 


-jj 


Fig.  79. 

Indicator,     Semaphore 

Type,  with  Bell. 


t 


Fig.  74. 
Direct  Current  Re- 
lay, with   Differ- 
ential Winding. 


a 


Fig.  80. 
Indicator,  Revolving 
Disk  Type;  Indicates 
Stop    when    Ener- 
gized. 


1 


Fig.  81. 
Indicator,  Revolving 
Disk  Type;  Indicates 
Clear  when  Ener- 
gized. 


1 


Fig.  85.  .1     I  ■ 

Alternating    Current    |\/ 
Relay.  IX 


Fig.  86. 
Alternating    Current 
Relay,  with   Ro- 
tating Armature. 


Fig.  87. 
Relay,    with     Heavy     I         I 
Current  Contact.        |         I 


Fig.  76. 
Indicator,       Sema- 
phore Type;  In- 
dicates   Stop 
when  Ener- 
gized. 


Fig.  77. 
Indicator        Sema- 
phore Type;   In- 
"^    dicates    Clear 
when  Ener- 
gized. 


1 


Fig.  82. 
Indicator,  Revolving 
Disk  Type,  with  Bell. 


1. 


Fig.  88. 
Spring    Hand 


Key; 


Normally  Closed. 


Fig.  83. 

Indicator,     Disappearing 

Disk  Type,  with  Bell. 


Fig.  89.  , 

Spring    Hand    Key; 
Normally  Open. 


Fig.  90. 
Spring    Hand    Key; 
One  Contact  Nor- 
mally       Closed 
and  One  Nor- 
mally Open. 


1 


1: 


Fig.  78. 
Indicator,       Sema- 
phore Type,  with 
Contact. 


Fig.  84. 
Electric  Lock. 


fi 


Fig.  91. 
Floor  Push. 


V. 


Fig.  92. 
Circuit  Swit( 


SIGNAL-DRAWING  SYMBOLS;   Electrical  Apparatus. 


Figs.  93-124 


Fig.  93. 
Circuit  Controller  on  Lever 
of   Mechanical    Inter- 
locking   Machine; 
Normally  Open. 


Fig.  94. 
Circuit    Controller;     Nor- 
mally Closed. 


^ 


Fig.  95. 
Pole  Changing  Switch. 


Fig.  96. 
Bell. 


rn 


Fig.  97. 
Grcuit     Controller     on 
Signal. 


Cto^mef 


0^9ef» 


Fig.  98. 
Switch  Box. 


f    ft 

I  I    I 

I     I      I    I      I 


elf 


Fig.  99. 
Electric  Screw-Release. 


Fig.  100. 
Track  Instrument  Contact. 


Fig.  101. 
Junction  or  Terminal  Box. 


Fig.  102. 
Motor. 


Fig.  103. 
Generator. 


Fig.  104. 
Motor-Generator. 


0 


Fig.  105. 
Magneto-Generator. 


Fig.  109. 
Ammeter. 


Fig.  114. 

Wires  Cross 

(no  connection). 


Fig.  110. 
Voltmeter. 


Fig.  106. 
Alternator. 


I 


Fig.  107. 
Fuse. 


^ 


Fig.  108. 
Automatic  Cut-out. 


Fig.  111. 
Wattmeter. 


Fig.  115. 
Wires  Join. 


/ 


Fig.  116. 
Lightning  Arrester. 


Fig.  112. 
Rheostat. 


Fig.  113. 
Incandescent  Lamp. 


Fig.  117. 
Ground. 


Corrrman  l^rm 


Fig.  118.    Wires. 


^—^ 


HIIIIII— 


Fig.  119.   Cells  in  Multiple.      Fig.  120.    Cells  in   Series. 
Figs.  119-120.     Battery. 


Fig.  121. 
Condenser. 


UaaaaI 

KAAAA/I 

Fig.  122. 
Transformer. 


-AAAA/- 

Fig.  123. 
Fixed  Resistance. 


Fig.  124. 
Variable  Resistance. 


125-135 


SIGNAL  INDICATIONS;  Semaphore,  Block. 


Fig.  125.     Square  End  Semaphore  Blade. 
Used  for  Block  and  Interlocking  Home*  Sigrnals. 


Fig.  126.     Notched  or  Fish  Tail  Semaphore  Blade. 
Used  for  Block  and  Interlocking  Distant  Signals. 


Fig.  127.     Pointed  End  Semaphore   Blade. 

Usually  Used   for  Automatic  Home  Block  Signals,  or   for  Train 
Order  Signals. 


Fig.  128.     Round  End  Semaphore. 

Used    for   Train   Order    Signal,    for   Block    Signal,    or    for   Inter 
locking  Signals  under  special  rules. 


Fig.  129. 


Fig.  130. 


Fig.  131. 


Fig.  132. 


Figs.  129-130.  Semaphore   Home    Block  Signals,    Two 
Position. 

Fig  120  shows  arm  in  stop  position  indicating  block  is  occupied. 
Fig.  130  shows  proceed  position  indicating  block  is  clear. 


Figs.  131-132.     Semaphore  Distant    Block  Signals,  T^ 
Position. 

Fig.  131  shows  arm  in  caution  position  indicating  prepare  to 
at  next  home  signal.  F'ig.  132  shows  clear  position  indicating 
home  signal  is  in  proceed  position  and  block  in  advance  is  clear. 


S     '^'^c^Z 


Fig.  133.  Fig.  134.  Fig.  13o. 

Figs.  133-135.     Semaphore    Home    and  Distant  Block  Signals  on  Same  Post. 

^tor     138    shows    home   arm    horizontal    indicating    stop,    block    is  occupied;  distant  arm  horizontal  indicating  be  prepared 
~*'      '*^*'  shows  home  arm  cleared  and  distant  arm  at  caution,    indicating    proceed,   block    is   clear    but    nex 
"'^   nhows  both   home  mnd   distant  arms   in   clear   position   indicating    proceed,    block 


SIGNAL  INDICATIONS;   Semaphore  and   Disk;   Block. 


Figs.  136-149 
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Fig.    136.  Fig.  137.  Fig.  138. 

Figs.  136-138.    Three-Position  Semaphore  Block  Signal,  Downward  Inclination. 
Fig.  186  shows  arm  in  stop  position   indicating  block  is  occupied.    Fig.    137  shows  arm  in  caution  position  indicating  proceed,  block  is 
:Ieir  but  next  signal  in  advance  is  in  stop  position.     Fig.  138  shows  arm  in  clear  position  indicating  proceed,  block  is  clear  and  next  signal 
n  advance  is  in  either  clear  or  caution  position. 


Fig.  139.     Stop.  Fig.  140.     Caution.  Fig.  141.     Clear. 

Figs.  139-141.    Three-Position   Semaphore  Block  Signal,  Upward  Inclination. 
The   indications  are  the   same  as  the  corresponding  downward  inclinations  shown  in  Figs.  186-138. 


Fig.  147. 
Disk  Home 
and  Distant 
Signal  on 
Same  Post. 
The  Red  Indi- 
cates Stop,  the 
Green  Indicates 
Be  Prepared  to 
Stop  at  Next 
Signal  in 
Advance. 


•*R.  143.     Stop.  Fig.   144.     Proceed. 

Figs.  143-144.    Disk  Home  Block  Signal. 


%  145.    Caution.  Fig.  146.    Clear. 

Figs.  145-146.    Disk  Distant  Block  Signal. 

0 


Fig.  148.    Caution. 


Fig.  147. 


Fig.  149.     Clear. 

Figs.    148-149.     Chicago 

&   North-Western 

Two-Light  Disk 

Distant  Block 

Signal. 


The  red  li|(ht  is 
when  the  signal 
clear. 


obscured 
indieatei 


Figs.  150-159 


SIGNAL  INDICATIONS;  Semaphore,  Interlocking. 
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Fig.  150.     Stop.  Fig.  151.     Proceed. 

Figs.  150-151.     One-Arm  Semaphore  Interlocking  Home 
Signal. 


Fig.  152.     Caution.  Fig.  153.   Clear, 

eating  That  N 

Home  Signal 

at  "Proceed. 

Figs.  152-153.    One-Arm  Semaphore  Interlocking  Di 

Signal. 


Fig.      im.     Pr( 

over  Inferior 
Low    Speec 
Route. 


Figs.    154-156.    Two-Arm    Semaphore    Interlocking   Home    Signals, 


Fig.  157.   Caution,  Indi- 
cating That  Both  Cor- 
responding Home 
Signals  are 
at  Stop. 


Fig.      1*58,      Top     Arm 

Clear,  Indicating  That 

Home    Signal    for 

Main  Route  is  at 

"Proceed." 


Fig.  159.  Lowei 

Clear,  Indica 

That  Home  S 

nal  for  Infer 

Route  is  a 

'"Proceed.* 


Figs.  157-159.    Two-Arm  Semaphore  Interlocking  Distant  Signals. 


SIGNAL  INDICATIONS;  Semaphore,    Interlocking. 


Pigs.  160-164 


Figs.     160-163.     Three-Arm     Semaphore 
Interlocking  Home  Signals. 

Fig.  100  indicates  stop,  no  route  is  clear.  Fig. 
101  indicates  proceed  over  main  or  high  speed 
route.  Fig.  162  indicates  proceed  over  medium 
speed  route.  Fig.  163  indicates  proceed  over  low 
speed  inferior  route.  This  arm  may  control  move- 
ments over  more  than  one  such  route. 
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Fig.  162. 


Fig.  163. 


Fig.  164.     Five-Arm     Semaphore     Inter- 
locking Signal,  with  Home  and  Dis- 
tant Arms;  Indicating  Proceed 
over   High   Speed   Route. 

The  three  home  signal  arms  correspond  with  the 
three  home  signal  arms  shown  in  Figs.  160-168. 
Each  distant  signal  arm  gives  indication  for  the 
next  home  signal  on  the  same  route  as  that  for 
which  the  home  arm  immediately  above  it  indi- 
cates.    See  Fig.  206. 
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Figs.  165-185 


SIGNAL  INDICATIONS,  Miscellaneous;   Locaticn. 
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Numbers  1  to  8,  inclusive,  are  Class  "A,"  "Stop  and  Stay."  Tbe 
first  five  show  indications  for  high  and  moderate  speeds,  and  the 
other  three  show  indications  for  low  speeds,  as  follows:  1 — Stop  and 
^f>      'I  "ifl       I  fi       I  stay;    2 — Proceed    with    caution    to    next    signal,    on    high-speed    track; 

3 — Proceed  at  high  speed,  on  high-speed  track;  4 — Proceed  with  cau- 
tion to  next  signal,  on  moderate-speed  track;  5— Proceed  at  moderate 
speed,  on  moderate-speed  track;  6 — Stop  and  stay;  7 — Proceed  with 
caution,  on  low-speed  track;  8 — Proceed  at  low  speed,  on  low-speed" 
track.  The  lights  are  in  a  vertical  line. 
wM  lumbers  9  to  12,  inclusive,  are  Class  "B,"  "Stop,  Wait  Time  and 

Proceed"  signals.  These  are  for  the  automatic  system  and  also  for 
distant  signals  when  the  latter  are  used  to  give  an  independent  indi- 
cation; 9 — Indicates  stop,  and  proceed  after  waiting  time;  10 — Proceed 
to  next  signal,  prepared  to  stop;  11 — Proceed  at  full  speed,  next  high 
0*7  g  speed  signal  at  caution  or  clear;  12 — Proceed  at  moderate  speed;  next 

moderate-speed  signal  at  caution  or  clear.    The  lower  light  is  staggered 
to  the  left. 

In  all  the  figures  R  indicates  a  red  light;  G,  green;  W,  white. 

Figs.   165-176.    Three- Position  Upward  Inclination   Block   and   Interlocking  Signals,  with  Two   High  Arras,   as 
installed  on  the  Central  Division  of  the  Philadelphia,  Baltimore    &  Washington   Railroad. 
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Fig.    177.     Separate    Ground    Post 
Signals  for  Each  Track. 


Fig.  178.     Signals  for  Both  Tracks     Fig.    179.     Signals   for   Both   Tracks 
Mounted  on  Bracket  Post  at  Mounted  on  Bridge  over  Tracks. 

One  Side. 
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Fig.     180.     Separate    Ground     Post 

Signals    for    Outside    Tracks; 

Middle  Track  Not  Signaled. 


Fig.  181.     Ground  Post  Signal  and 

Bracket  Post  Signal  for  Outside 

and  Middle  Track.    Dummy  on 

Bracket    Pdst    to    Indicate 

that  the   Other   Outside 

Track  is  Not  Signaled. 


Main 


Fig.  182.    Two  Signals  and  Dummy 

in  Center  on  one  Bracket  Post; 

Middle  Track  Not  Signaled. 
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Fig.  183.    Two  Signals  and  Dummy 
on  One  Bracket  Post;  One  Out- 
side Track  Not  Signaled. 


Fig.  185.     Same  as  Fig.  184,   Except 

Low   Speed   Track  is   Between 

High   Speed  Tracks. 


Fig.    184.     Ground    Post    Signal    for 

High   Speed  Track  on   Outside; 

Bracket  Post,  with   High  Arm 

for  Middle  Track  and  Lower 

Arm    for    Freight    or    Low 

Speed  Track  on  Outside. 

Figs.  177-185.     Locations  of  Signals  with  Reference  to   Tracks  over  which  They  Govern  Train  Movements. 
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SIGNAL  INDICATIONS,  Location. 


Pigs.  186-196 
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Fig.  18»>.    Three  Signal  Arms  on  One 

Bracket  Post;  Low  Speed  Track 

on  Outside  and  Low  Signal 

Arm   also  on  Outside. 


Fig.  187.    Three  Signal  Arms  on 

One    Bracket    Post;    Low 

Arm    for    Low    Speed 

Track   in    Center. 


I'ig.   188.     Signals  for  Each  Track 

on  Bridge  over  Track  for  which 

they    Indicate;    Low    Speed 

Track  in  Center. 
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Fig.    189.     Only   the   Two   Outside 
Tracks  are  Signaled. 


KIT 


Fig.  l&O.    Bracket  Post  Signals,  with 

Dummies;  Two  Middle  Tracks 

Only,  Signaled. 


Fig.  191.     Bracket  Post  Signals  for 

Two  Lower  Tracks;  Other  Two 

Tracks  not  Signaled. 
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Fig.    192.     Same    as    Fig.    190,    with 
Both    Signals    on    One    Bracket 
Post,  and  Dummy  for  Outside 
Track,  which  is  not  Signaled. 


Fig.  193.    Alternate  Tracks  Signaled. 

Two  Arms  and  Dummy  on  One 

Bracket  Post. 
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FifiT.    194.     Four   Tracks    Signaled; 

Two  High  Arms  on  Each 

Bracket  Post. 
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Fig.  195.    Same  as  Fig.  194,  Except 

Outside   Tracks   Are   for   Low 

Speed  Movements,  with  Low 

Arms  Indicating  for  Same. 


Fig.  196.    Same  as  Fig.  195,  Except 

Middle    Tracks   Are    for    Low 

Speed   Movements  and   Low 

Arms   are    on    Inside 

Dolls  of  Bracket 


Figs.  197-205 


SIGNAL  INDICATIONS.  Locations. 
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Fig.    197.     Four    Tracks    Signaled. 

All  Signals  Mounted  on  Bridge; 

Low    Signals    for    Low 

Speed  Tracks. 


Same   as    Fig.    197,    but 
Different   Arrangement 
of  Tracks. 


Fig.    199.    Same   as    Fig.    197,   but 

with  Different  Arrangement 

of  Tracks. 


Fig.  200.     Trailing  Point  Siding  Switch. 

The  high  signal  when  cleared  indicates  that  the  switch  is  set 
for  movements  over  the  main  track  in  the  direction  of  the  arrow; 
when  in  the  stop  position  it  indicates  that  the  switch  may  be  set 
for  movements  to  or  from  the  siding.  The  dwarf  signals  govern 
movements  into  or  out  of  the  siding  and  also  reverse  movements 
on  the  main  track.  The  dwarf  signals  are  sometimes  omitted  at 
isolated  switches  which  are  not  much  used. 


Fig.  201.     Signals  Governing  Over  Divergfing  Routes 

The  upper  arm  governs  movements  over  the  main  route.  The 
middle  arm  governs  movements  over  the  next  inferior  route.  The 
lower  arm  governs  movements  over  the  least  important  route,  and 
may  be  made  to  indicate  for  any  number  of  low-speed  routes  inferior 
to  that  governed  by  the  middle  arm. 


Fig.  202.     Trailing  Point  Crossover. 

The  function  of  the  high  and  dwarf  arms  is  the  same  as  in  Fig. 
SOO.  The  signal  arms  and  the  two  switches  are  worked  in  conjunc- 
tion with  each  other,  both  high  arms  being  free  to  be  cleared  when 
the  switches  are  set  for  main  track  movements  and  both  dwarf  sig- 
nals being  free  to  be  cleared  for  reverse  movements  when  the 
switches  are  set  for  the  straight  track  or  for  the  crossover. 
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Fig.  204.    Crossover  from  High  Speed  Track  to  Low 
Speed  Track. 

The  single  arm  is  for  the  low-speed  track,  there  being  but  one 
possible  movement  on  that  track  in  the  normal  direction.  The  double 
arm  high  signal  for  the  high  speed  track  corresponds  to  Fig.  203. 
The  dwarf  signals  have  functions  similar  to  those  in  Figs.  202-208. 


Fig.  203.     Facing  Point   Crossover. 

The  lower  arms  of  the  high  signals  govern  movements  throng 
the  crossover.  The  dwarf  signals  govern  reverse  movements  on  the 
straight  track  over  the  crossover  switches. 
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Fig.    205. 


Two    Home    and    One    Distant    Signal   on 
Same  Post. 


The  upper  home  signal  governs  movements  over  the  direct 
The  distant  signal  is  used  to  indicate  the  position  of  the  single  hose 
signal  at  the  crossing  and  the  lower  home  signal  governs  movementi' 
over  the  diverging  route. 
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SIGNAL  INDICATIONS.  British  Practice. 
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Figs.  206-213.    Standard  Signals.     Great  Western  Railway  of  England. 

A— Distant  Signal. 

B — Home  Signal.     When  required,  a  small  calling-in  arm  is  mounted  below  the  high  arm,  as  shown. 

C — Starting  or  Advanced  Starting  Signal.    Maximum  distance  from  cabin  850  yards. 

D — Starting  Signal  with  Shunt  Arm.     Used  where  there  are  switches  beyond  Advance  Signal. 

£ — Backing  Signal. 

F— Siding  Signal. 

G — Duplicate  Arm   Signal.  Used  when  required  on  account  of  obstructions  or  poor  background  for  top  arm. 

H — Extra  High  Signal.     When  the  arm  is  more  than  80  ft.  high,  the  lamp  is  fixed  lower  down,  not  over  30  ft.  from  ground. 
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\  Up  Main 
\  Oown  Main. 
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i^ig.    214.     Standard 


Location    of    Signals 
Railroads. 


on    British 


Trains  run  on  left-hand  track  and  signal  arms  point  to  the  left. 


Fig.  215.    Typical  British  Arrangement  of  Signals  for 
Diverging  Routes. 

A  bracket  post  is  used  having  a  doll  for  each  arm;  the  arm  gov- 
erning movements  over  the  main  route  is  mounted  higher  than 
other  arms.  An  arm  governing  diverging  movements  to  the  right  is 
placed  to  the  right  of  the  main  route  arm. 


Fig.  216.    Typical  British  Arrangement  of  Signals  for  One  Main  and  Two  Diverging  Routes. 
Note. — Typical  .American  Practice  for  this  situation  is  shown  in  Fig.     201. 
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Figs.  317-232    '  BLOCK  SIGNALS,  Typical  Arrangements. 
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Fig.  217.     Train  in  Block.     Protected  by  Signal  A  in  Rear,  Indicating  Stop  to  Following  Train. 
The  signal  is  kept  in  stop  position  until  train  has  passed  out  of  block  beyond  signal  B.     The  length  of  the  block  is  from  A  to  B. 
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Fig.  218.    Train  has  just  passed  Signal  C.      Signal  B  is  clear  for  next  train  to  pass  B  toward  C. 
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Fig.  219.     Home  and  Distant  Block  Signals. 

The  block  section  is  from  Hi  to  H2.    The  Distant  Signals,  Dl  and  D2,  are  to  give  to  trains  preliminary  information  as  to  the  indicati< 
to  be  expected  at  the  next  home  signal. 


|C ^L 

Fig.  220.     Home  and  Distant  Signals.    Distant  Signal  Mounted  on  same  Post  with  the  Home  Signal  in  the  Rea 

The  distance  between  the  distant  signal  and  the  home  signal  by  which  it  is  governed  is  here  made  the  length  of  the  block,  instead 
from  1,600  ft.  to  ^000  ft.  as  in  Fig.  219. 
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Fig.  221.     Block  Signals  with  Overlap. 

Signal  A  indicating  "stop"  behind  a  train  cannot  be  cleared  until  that  train  has  passed  beyond  the  overlap.  See  definition  of  "overlap.* 
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Fig.  222.     Arrangement  of  Automatic  Block  Signals  and  Overlaps  in  New  York  City  Subway. 

The  overlap  is  made  the  length  of  a  block  and  the  blocks  are  made  as   short   as    possible    (about    25   per   cent,    longer   than    the    distan 
required  for  an  emergency  stop  for  trains  running  at  maximum  speed).     Automatic   train    stops   are   used   at   each   home  signal.      A    train 
always  protected  by  two  home  signals  indicating  stop  behind  it  and  by    a    distant    signal    indicating    caution    one    whole   block    behind    t 
second  home  signaj  in  rear,  of  the  train.     The  distance  between  trains  running  at  full  speed  must  be  more  than  three  blocks,  as  shown  b 
the  situation  of  the  trains  T  and  F,  for  the  distant  signal  must  be  cleared  far  enough  in  advance  to  he  observed  by  train  F. 
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BLOCK  SIGNALS,  Manual;  Typical  Arrangements. 


Pigs.  223-227 


Wfty/ 


I 


1 


1 


m  Bi 


n[ 


T 


m  of 


ifb^y/ 


ABC 

k- /fo/Qrr7//ss •>! 

Fig.  223.    Typical  Arrangement  of  Manual  Block  Signals  on  Double  Track  Railroad. 


The  blocks  are  from  A  to  B  and  from  B  to  C.  A  signalman  is 
stationed  at  each  cabin  and  is  in  communication  by  telegraph,  tele- 
phone or  bell  with  the  signalman  in  the  next  cabins  east  and  west. 
An  eastbound  train  approaching  A,  desires  to  proceed  to  B;  the 
signalman  at  A«  having  received  information  from  B  that  the  last 
preceding  train  has  arrived  at  B  and  cleared  the  block,  clears  the 
eastbound  home  signal  permitting  the  train  to  enter  the  block.     If 


there  is  (as  here)  a  distant  signal,  that  also  is  cleared.  When  the 
train  has  entered  the  block,  A  informs  B,  giving  the  train  number 
and  time  of  leaving  A,  and  he  also  informs  the  station  in  the  rear 
of  A.  Then  B  advises  C,  and  if  the  block  B-C  is  not  clear,  the 
train  on  arrival  at  B  is  held  at  the  home  signal  at  B  until  the  block 
is  clear  when  it  is  allowed  to  proceed.  The  same  method  may  be 
applied  to  a  single  track  line. 
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Fig.   224.    Typical  Arrangement  of  Distant,  Home  and  Advance  Signals  at  Manual  Block  Station. 


Where  the  home  signal  is  at  or  near  a  station  platform,  a  train 
°iay  be  allowed  to  pass  the  home  signal  but  be  held  at  the  advance 
signal  until  the  block  ahead  is  clear.    In  effect  a  short  intermediate 


block  is  formed,  in  which  a  train  may  be  held  virithout  delaying  a 
following  train  entering  the  block  at  the  next  block  station  in  the 
rear. 


O: 


F^ 


^ 


§^ 


2= 


"^ 


Fig.  225.    Typical  Arrangement  of  Middle  Passing  Track  at  Manual  Block  Stations  on  Erie  Railroad. 


The  outlying  switches  are  locked  by  electric  locks  controlled  from 
the  signal  cabin.  The  switches  near  the  cabin  are  worked  by  levers 
in  the  cabin   which   are  suitably  interlocked  with  the  signal  levers. 


The  middle  or  passing  track  is  about  8,000  ft.  long.  Home,  distant 
and  advance  signals  are  used  for  each  main  track,  and  in  addition 
dwarf  and  route  signals  at  the  switches  opposite  the  cabin. 


Fig.  22e.    Home  Signals  for  East  and  West  Move- 
ments on  Same  Post  at  Station. 


Fig.  227.     Home  Signals  on  Separate  Posts  Beyond 
Station. 


Figs.  226-227.    Typical  Arrangements  of  Signals  at  Manual  Block  Stations  on  Single  Track  Roads. 
The  switches  are  not  controlled  from  the  station.     Many  such  stations  have  no  distant  signals. 
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BLOCK  SIGNALS,  Manual;  Communicating  Mechanism. 
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Fig.  228.    Arrangement  of  Three-Position  Arm  for  Permissive  Blocking  on  Single  Track  Roads. 

/ 
The  signal  at  A  inclined  upward  indicates  caution  for  permissive  blocking.     The   signal  at   B   inclined   downward   indicates  clear.    T 
signal  at  C  in  the  horizontal  position  indicates  stop. 
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Fig.  230.    Morse  Telegraph  Circuits  Between  Block  Stations,  with  Line  Battery  at  Alternate  Stations. 
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Fig.  231.     Morse  Telegraph   Circuits   Between  Block  Stations,  with  Line  Battery  at  Each  Station. 
Note. — When   line  is   more   than   20   miles   long,    relays   working  sounders  on  local  circuit  must  be  used  in  either  arrangement  shown. 
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Fig.  232.     Communicating  Bell  Circuits  for  Manual  Block  Stations;  Erie  Railroad. 

To  communicate  with  B  the  signalman  at  A  presses  key  /  which  closes  circuit  from  battery  X  at  A  through  conUct  of  key  /  (n 
closed),  line,  normally  closed  contact  of  key  e  at  B,  wire  2,  bell  F  to  ground  G.  When  B  presses  key  e,  bell  E  at  A  rings  throtj 
similar   circuit.     Each   station   has   bell  and  key  for  eartbound   and  westbound  communication. 
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BLOCK  SIGNALS,  Manual;  Communicating  Mechanism. 


Figs.  233-337 
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Figs-  234-2S5.     Method  of  Operation  of  Telephone 
Ringing  Key. 
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Fig.  233.     Telephone  Communicating  Circuits  between  Block  Stations,  Great  Western  Railway  of  England. 


The  usual  telephone  instruments  are  installed  in  each  block  sta- 
on,  being  connected  across  a  pair  of  continuous  line  wires  as  shown 
,  Fig.  233.  A  common  ringing  battery  is  installed  at  one  station 
hich  supplies  current  when  required  for  energizing  the  relays  A, 
sed  to  cut  in  the  call  bells  operated  from  local  battery.  In  order 
I  economize  ringing  battery  current  and  to  cut  down  noise  on  the 
le  from  induced  current  an  arrangement  of  impedance  coil  and  cut- 
ng-out  relay  is  used  with  the  ringing  battery.  The  operation  of 
is  device  is  shown  in  Figs.  234-235.  The  battery  is  connected  to 
'ound  on  one  side  and  through  the  relay  on  the  other  side  to  the 
nter  of  the  impedance  coil.  This  coil  is  connected  across  the  line 
ires,  direct  on  one  side  and  through  a  back  contact  of  the  cutting- 
it  relay  on  the  other  side.  When  any  ringing  key  is  closed  as  at 
Fig.  235,  a  path  is  closed  to  ground  from  the  lower  line  wire, 
iirrent  flows  from  ringing  battery  on  upper  line  wire  through  all 
e  bell  relays  A,  except  that  at  2,  across  the  line  and  through  lower 


line  wire  toward  2«  where  connection  is  made  with  ground.  No  cur- 
rent flows  direct  from  battery  to  ground  over  lower  line  wire 
because  the  cutting-out  relay  is  energized  by  the  current  flowing 
through  the  upper  line  wire  and  opens  the  back  contact  to  lower  line 
wire.  All  of  the  bell  relays  A,  except  that  at  2,  are  energized  and 
the  bells  ring  simultaneously,  the  circuit  being  from  local  battery 
through  the  bell,  closed  on  relay  A,  ringing  key  terminal,  back  to 
battery.  As  soon  as  the  ringing  key  at  2  is  opened  again  the  path 
to  ground  is  broken,  all  bell  relays  A  are  de-energized,  the  belU 
cease  ringing,  and  the  cutting-out  relay  drops  to  its  normal  position, 
as  shown  in  Fig.  234.  The  impedance  across  the  line  at  the  ringing 
battery  permits  induced  currents  to  pass  equally  from  each  line  to 
ground,  and  prevents  noise  on  the  telephone  circuit.  The  bell  relays 
A  are  of  high  resistance  and  are  not  affected  by  the  current  flowing 
on  the  telephone  circuit. 
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Fig.   237.     Front     View    of    Instrument 
Fig,  236.    Instrument  Open.  Closed. 

Figs.  236-237.     Repeating  Block  Instrument,  Lancashire  &  Yorkshire  Railway. 


Figs.  238-243 


BLOCK  SIGNALS,    Manual;    Communicating  Mechanism. 


TAFf  CR  Oite 


Fig.  238.     Indicator   Block   Instrument,  Great  Western 
Railway  of  England. 

The  block  instrument  commonly  used  in  Great  Britain  for  commu- 
nicating between  block  stations  is  essentially  a  galvanometer,  having 
a  rotating  armature  mounted  between  two  coils  of  wire.  When  cur- 
rent flows  through  the  coils  in  one  direction  the  armature  tends  to 
rotate  to  the  right  and  when  the  direction  of  flow  of  current  is  re- 
versed the  armature  rotates  to  the  left.  When  no  current  flows,  the 
armature  returns  to  a  neutral  position  in  the  center.  The  armature 
may  carry  a  printed  disk  or  indicator  a$  in  Fig.  238,  or  simply  a 
needle  as  in  Figs.  237  and  239.  The  needle  instrument  (Fig.  239)  may 
be  used  as  a  speaking  telegraph  also,  movements  of  the  needle  to  the 
right  or  left  corresponding  to  the  dots  and  dashes  of  the  Morse 
code.  Sending  is  done  by  pressing  down  the  "line  clear"  key  or 
the  "train  on  line"  key  (Fig.  238),  or  by  turning  the  knob  (Fig. 
237),  to  the  right  or  left.  This  reverses  the  polarity  of  the  current 
by  changing  the  connections  of  the  battery  between  line  and  ground. 

When  a  signalman,  say  at  B,  gives  a  "line  clear"  signal  to  the 
station  in  the  rear,  say  A,  he  fastens  his  iiidicator  in  the  "line  clear" 
position,  thus  keeping  before  him  a  visual  indication  of  what  he 
has  done.  As  soon  as  the  station  in  the  rear  (A)  reports  the 
starting  of  the  train  the  signalman  at  B  puts  his  indicator  in 
the  position  showing  "train  on  line"  and  fastens  it  there.  In  like 
manner  the  signalman  at  B  fastens  his  indicator,  after  sending 
any  signal  over  the  wire  to  C,  thus  having  before  him  constantly 
a  visual   indication  of  the  movement  last  made. 


Fig.  239.     Single    Needle    Block    Instrument,    G 
Western  Railway  of  England. 


♦Figs.  240-241.     Signal    Levers.— Two    Lever,    Two- 
Position  Wall   or   Table   Lever   Machine  with 
Chain  Wheel  Attachment. 


Figs.    242-248.     Signal     Levers. — Two     Lever 
Position    Table    Lever    Machine    for    Vertic 
Horizontal    Pipe    or    Wire    Lead-out.     1 
L^nioii  Switch  &  Signal  Company. 


BLOCK  SIGNALS,  Manual;   Lead-mits. 


Figs.  244-250 


Figs.  244-245.     Two-Levef    Two-Position   Table    Lever 
Machine  for  Horizontal  Pipe  or  Wire  Lead-out. 
The  Union  Switch  &  Signal  Company. 


Figs.  246-247.    Three-Position    Horizontal    Wall    Lever 

Machine  for  Vertical  Lead-out.     The  Union 

Switch   &  Signal   Company. 

The  pendulum  P  lies  normally  in  the  vertical  plane  as  shown; 
when  the  signal  lever  is  returned  from  its  lowest  or  clear  position, 
its  latch  impinges  on  the  lower  side  of  the  lug  1,  rotating  it  around 
the  pivot  p,  and  past  the  center  notch  r,  thus  preventing  the  lever 
latch  from  falling  into  the  notch.  This  compels  the  signalman  to 
complete  the  travel  of  the  lever  and  thus  return  the  signal  to  "stop" 
before  again  -clearing  it.  As  soon  as  the  lever  has  passed  the  center 
notch,  the  pendulum  P  falls  back  to  its  normal  position  by  gravity. 


*Fig.  248.     Vertical    and    Horizontal     *Fig.  249.     Chain    Wheel    and   Wire     *Fig.  250.     Vertical    and    Horizontal 
Pipe   Lead-outs  for  Table  Lead-outs  for  Wall  and  Table  Wire  Lead-outs  for  Wall  and 

Machines.  Machines.  Table  Machines. 

Figs.  248-250.     Typical    Arrangements    of    Lead-out  Connections  from  Manual  Block  Stations  to  Signals. 
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Figs.  251-252 


BLOCK  SIGNALS,  Controlled  Manual.     U.  S.  &  S.  Co. 


THE  COLEMAN  "LOCK 
AND  HLOCK"  SYSTEM 

The  Controlled  ]V[aruid  or  *'Loclt  and  IJJock" 
instrumcoU,  iii»de  by  the  Union  Swilch 
&  Signal  CcjEtipaniy,  is  an  im  proved  form 
of  the  Sykc*  insrniment  and  accompHshes 
all  and  more  than  the  original  Sykefl  mstruments 
whtch  *rere  imported  frpm  England.  The  Sykra 
iy«tem,  aa  originatly  m -stalled  in  the  United 
States,  used  only  on^  home  signal  and  a  dis- 
tant fcignal  at  each  block  towtr  for  each  track. 
This  arranifement  is  stilJ  nscd  in  many  cases 
where  there  are  tio  switches  at  or  near  the  block 
tower.  In  praclice,  bow^eve^,  it  often  ha*  been 
found  convenient  to  u&c  an  arlvanee  block  sig- 
nal in  addition  to  the  honji?  signal,  m  order  to 
eoaveniently  permit  trains  to  use  the  switches 
situated  between  the  home  and  the  advance 
block  signal,  »Tid  to  expedite  the  tnovemcnt  of 
trains  from  black  to  block  when  traffic  ifr  heavy^. 
On  the  New  Vork  Central  advance  block  iiigiiali 
have  been  in&iatled  at  nearly  aW  block  tower<i 
wber^  there  are  liwitehes.  and  at  some  few  other 
towers  where  there  arc  no  switches.  Where  no 
advance  block  signal  Is  used  the  locking  up 
track  circuit  and  the  plunger  release  track  dr- 
cuit  are  combined  in  one.* 

Fig*.  200^261  jshow  the  operation  of  the  Cole- 
man instruments  for  double  track  with  home  and 
advance  block  signals,  as  installed  on  the  New 
York  Central,  In  tbss  tns^tallatJon  the  Advance 
or  Starling  Signal  is  known  as  the  Block  Sig- 
nal. A  train  occupying  track  between  signab 
H  and  B  at  tower  X  is  to  proceed  to  tower  V* 
The  signalman  at  X  caUs  Y  by  bell  and  aaki  for 
an  "unlock/'    If  the  preceding  train  has  cleared 


Coleman  Lock  and  Block  Instrument. 
Signal  Cottipany. 


The  Union  Switch  & 


Fig.  252.     Coleman   Lock  and   Block    Instrument;    Side    View,    with 

Cover  Removed. 


•See  definition  of  track  circuit,  and  Figs.  820-870. 


the  block  at  Y  and  the  instruments  are  normal  as  shown  in  the  diagrams,  and  Y  palls  out  tfc 
plunger  a«  far  ar*  it  will  go,  thereby  raising  his  banner  to  show  "locked/*  Tbis  closer  tt 
cnntact  shown  below  coil  ia.  To  insure  signal  H  at  V  being  blocked  and  the-  termlfial  bWt 
track  circuit  unoccupied,  a  preliminary  circuit  is    provided     from    bnttcry    wire    101,    tfaronf 

binding   post    1,   coil  4fl,  coil    47,   binding    post    9,  vi: 

17,  contact  I  on  home  lever  roller,  wire  1*,  front  cc\ 

tact  on  terminal  block  relay,   to  common    return  irt 

10(1.     if  the  two  conditions  arc  ful^Hcd  this  cireuit 

completed,   energising    maguH    4fl   and    holding    up  tl 

banner  to  show   "locked"  by  the  latch  of  40.     Y  th< 

releases   his   plunger   which   is   returned   to    Its  norm 

p4.»siiion  by  a  spring.    When  the  plunifcr  eomplet^  J 

return    stroke    the    latch    shown    back    of    the   bane 

drops  into  a   notch  in  the  plunger  bar    (or   alidel  u 

locks    it    in    the    normal    po4itioti»    at    tb«    same   tic 

breaking  the  contact  between   ifl  and   4T.      But  befe 

this  contact  ii  broken  ant'tber  contact   is  made  betwct 

+ft  and  Wt  thereby  preventing  the  banner  from  fallir 

The    plunger    cannot    again    be    pulled    out    until    tf 

banner    has    been     returned    to    t; 

n^nmitl.    or    "free"    position.     Vit< 

the     plunger     completes      its     fel^: 

stroke   the  circuit    from    Y   13  a*  f 

|ijw*t    From    101    through    1.    A6.  1 

btcjck   wire    ^3    to    block     wire    S'f 

X,  6,  block  indicator  Bi},  S.  4&,  W 

ing    up    relay    contact     ta    lOO. 

fihunt  circuit   is  also   provided  frt^ 

4a    through    40    and    coEitact    S   ^^ 

block  lever  roller  to  lOO,  the  puffD^ 

of    which    is    explained    below.     ^ 

should     be     remembered      that    tb 

block   wire   numbered    22   at   Y  «o 

23   at   X  is  a  continuous   wire.    I^ 

dicator    80    clears     when    energix^ 


m 


BLOCK  SIGNALS,  Controlled  Manual.     U.  S.  &  S.  Co. 


Figs.  253-256 


Fig.  253.  Fig.  254. 

Figs.  253-255.    Coleman  Lock  and  Block   Instrument;    Parts 
"Free"  Position. 


m 


showing  X  that  Y  has  given  an  unlock; 
contact  on  the  armature  of  80  is  also  closed. 
To  clear  the  block  signal  B  at  X  after  the 
unlock  is  given,  the  circuit  is  from  101  at 
X  through  4,  contact  on  indicator  80 
(which  is  now  closed),  7,  87,  floor  push 
(which  must  be  closed),  82,  block  lever  lock 
magnet,  to  100.  This  energizes  the  block 
lever  lock  magnet  and  unlocks  the  lever  so 
that  the  signal  B  can  be  qleared.  As  soon 
as  X  clears  signal  B  to  permit  train  to  pro- 
ceed to  Y,  one  shunt  of  the  unlock  circuit 
is  broken  at  2  on  block  lever  roller  between 
49  and  100.  The  original  circuit  for  the 
unlock,  however,  is  still  retained  from  48 
through  locking  up  relay  contact  at  signal 
B  to  100.  When  the  train  enters  the  lock- 
ing up  track  circuit  beyond  signal  B,  this 
second  shunt  circuit  is  also  broken  by  the 
armature  0/  the  relay  dropping  and  all  con- 
nection between  the  two  instruments  at  X 
and  Y  over  block  wire  22-23  is  broken  until 
X  again  restores  signal  B  to  stop  or  the  train 
passes  completely  out  of  the  locking  up 
track  circuit.  As  soon  as  the  unlock  circuit 
is  broken  the  indicator  at  X  is  de-energized. 
The  magnet  46  at  Y  is  also  de-energized 
and  its  latch  armature  swings  away,  allow- 
ing the  banner  to  drop  to  the  position  "train  I 
in  block"  (catching  on  the  bottom  hook  of 
latch  62).  A5  the  banner  drops  from  the 
'locked*'  ptwitlon,  the  contact  below  coil  46  opens,  and  energy 
from  wire  101,  which  waii  connected  to  wire  22  through  this 
part  of  the  instrximent,  is  now  cut  off. 

As  the  train  approach^!}  V*  the  »i|U[nal  H  at  Y  cannot  be  • 
cleared  utile? r  figna)  Tl  is  blocked  and  the  track  sections  . 
between  signals  H  and  H  arc  unoccLipied.  This  is  provided 
for  by  the  home  Irvcr  tuck  which  cannot  be  released  to  clear 
The  home  signal  If  excerpt  through  the  circuit  101,  floor  push 
(which  must  be  closed  )j  1^,  home  lever  lock,  34,  contact  1 
an  block  kver  roller^  S^,  home  lock  rtlay  contact,  36,  plunger 
rckase  relay  contact  ti>  100.  After  the  home  signal  H  has 
been  clcareJ  and  llie  train  enters  the  plunger  release  track 
circuit,  current  flows  from  101  throi^gh  2,  62*,  8,  18,  back 
contact  on  plunger  rck^ase  relay  to  100.  This  energizes  62 
and  Uhs  the  latch^  allowing  the  banner  to  drop  about  M  in. 
to  rr^t  un  the  notch  on  the  tujj  af  the  latch  of  62.  The 
banner,  howevfr^  still  displays  **train  in  block."  As  the 
train  pas!3L-j  <mt  of  ihi?  plungt^r  releaM'  track  circuit  the  con- 
tact art  pluT^ger  release  relay  in  brciktn  but  62  is  still  ener- 
^ize.*d  by  current  t]L>wing  tlirouflh  a.  shunt  circuit  from  101 
thTough  2,  flSf^  armature  of  02,  S,  la,  contact  4  on  home  lever 
roller    (cli^s^cd    when   signal  is   cleared)   to  100.     This  current 

holds    up    the    latch    of    62    ("train 

in  block '^  Btill  displayed)  until  con- 
tact 4  i»  broken  by  returning  the 
hi^rnc  sigttal  H  to  stop  behind  the 
train*  When  the  signalman  has 
done  this  the  latch  of  62  drops  and 
releases  the  banner  which  then  falls 
to  the  "free"  position.  The  banner 
in  returning  to  the  "free"  position 
releasee  tbr  latch  holding  in  the 
plunger  bar,  and  an  unlock  can  then 
be  gi^en  fi-r  forwarding  another 
train  from  X  to  Y. 

It  will  hi:  seen  that  an  unlock  can 
be  given  hy  Y  to  X  at  any  time  pro- 
vided signals  B  at  X  and  H  at  Y 
arc  bicicked,  and  the  track  between 
them     i*     tiiiKCCupied.        .An    unlock 


Fig.  256.     Front  View  of  Coleman  Lock  and  Block  Instrument  with  Cover  Removed. 
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Figs.  257-259 


BLOCK  SIGNALS,  Controlled  Manual.     U.  S.  &  S.  Co. 


Fig.  257.     Interior  of  Block  Signal  Cabii;  Shuwiiig  Location 

of  Lock  and  Block  Instruments  ovor   [nccrlocklng 

Machine. 

once  given  may  be  held  indefinitely  until   ti!Leil.       In   t^racllce,  ncttice  of  the 
approach  of  a   train   is   given   some   time  before    its   arrival.        X    may   clear 
home   signal    H    at   any    time    (the    control   of   its    block    being;    the    s^me   *i 
already    explained    for     the     corresponding     ^it^nai    at     Vi     heivnt    a     tr»m 
comes  within  sight  of  his  distant  signal  X  :isk»  V   fur  an  unlock  and  on  re- 
ceiving it  clears  signal  B.      With  both  the  home  and  block  sipnab  cleared, 
the  distant  signal  can  then  be  cleared  and  the  apprt^achtng  train  ««nK  for* 
ward  without  slackening  speed.       After  the  tram  has  passed 
signal  B  at   X  no  other  train  can  follow  toward   Y  until  the 
instrument  at  Y  has  been   restored   to   its   normal   position  by 
the  passage  of  the  first  train  over  the  plunger   release  track 
circuit   at    Y,   and   the    home    signal    H   at    V    restored    £0   the 
stop  position. 

In  case  the  signalman  at  Y  attempts  to  i^ive   X  An  unlock 
while  a  train  is  in  the  terminal  track  circuit  section,  or  white 
his  home  signal  'is  clear,  the  magnet  46,   is  de-ener^Ked  itid 
its  latch  will  not  hold  up  the  banner 
which     drops     to     "train     in     block" 
when   the   plunger  is   released.     The 
signalman      may     then      repeat      the 
operation   of  plunging  to  give   X  an 
unlock    any    number    of    times,    but 
until    magnet    46    is    energized    and 
holds    the    banner    in    the    "locked" 
position    no    current    can    flow    from 
Y  to  X  to   unlock  X. 

The  floor  pushes  arc  for  the  pur- 
pose of  economy  in  the  use  of 
battery. 

The  purpo!>e  of  coil  47  is  to  in- 
troduce dead  resistance  in  series 
with  coil  46  while  on  local  circuit, 
corresponding  to  the  resistance  of 
the  block  wire  22-23  and  the  indi- 
cator 80  at  the  next  tower.  Its 
use  prevents  excessive  current  from 
flowing  through  coil  46,  which  would 
tend  to  produce  residual  magnetism 
in  that  coil,  and  it  also  increases 
the  efficiency  of  the  main  battery 
for   use   on   other   circuits. 


The  unlock  shunt,  wire  49,  may  be,  and  sometime 
omitted.  Its  purpose  is  to  provide  a  means  of  operatin 
instruments  in  case  of  failure  of  the  locking  up  track  ci 
It  will  be  seen  that  if  the  circuit  through  48  and  lockii 
relay  contact  to  100  is  broken  (by  failure  of  the  rel; 
track  circuit  to  operate  properly)  the  unloc)c  can  still  be 
when  necessary,  and  is  taken  away  every  time  the 
signal  B  is  ckared  to  permit  a  train  to  proceed  towar 
next   tower. 

It  is  essential  in  any  installation  of  these  "controlled 
ual"  instruments,  that  the  first  home  signal  be  semi-auto 
in  its  operation,  going  to  the  stop  position  automat 
as  soon  as  a  train  has  passed.  If  this  arrangement  i 
made  the  signalman  at  the  entrance  of  the  first  block,  h 
received  an  unlock  from  the  next  tower  in  advance, 
leave  his  signals  in  the  clear  position:  the  second  sign: 
could  in  turn  do  likewise  and  so  on.  Thus  continuous 
signals  could  be  displayed  throughout  the  entire  install 
•    for  any  number  of  successive  trains. 

Where  switches  operated  from  the  tower  are  installc 
tween  the  home  signal  H  and  the  block  signal  B,  a  s 
box  is  usually  arranged  to  shunt  the  home  lock  tracl 
cuit  relay  when  the  switch  is  open,  and  thus  preven 
home  lever  lock  from  being  energized,  as  already  cxplj 
This  is  a  precaution  in  addition  to  the  mechanical  lo 
between  the  switch  lever  and  the  home  signal  lever  ii 
tower,  and  is  valuable  in  case  the  mechanical  conno 
to  the  switch  should  become  disconnected  while  the  s 
was  open,  thus  allowing  the  switch  lever  to  be  return 
normal,  and  the  home  signal  cleared  while  the  switc 
mained  open.  For  arrangement  of  circuits  with  non- 
locked    outlying    switches,    see    Figs,    264-269. 


LOCK  AND  BLOCK 


Figs.  258-250.     Application  of  Electric  Locks  and  Method  of  Mounting  Inj 
ments  on  Saxby  &  Farmer  Interlocking  Machiiie. 

Note. — The  vertical  pipe  shown  back  of  the  signal  lever  is  simply  a  support  for  the  sh< 
which  the  lock  and  block  instruments  are  mounted.  There  is  no  mechanical  connection  be 
th*  lock  and  block  instruments  and  the  locking  rods  or  electric  locks  on  the  interlocking  ms 
below. 
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Figs.  360-361 
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260.    Standard    Circuit  Plan  for  Controlled  Manual  Signals,  with  Non-Continuous  Track  Circuit.     New  York 

Central. 

This  plan  is  referred  to  in  description  as  "Tower  X." 
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261.    Standard  Circuit  Plan  for  Controlled   Manual  Signals,  with  Non-Continuous  Track  Circuit.  New  York 

Central. 


This  plan  is  a  duplicate  of  Fig.  261  and  is  referred  to  in  the  description  as  "Tower  Y.* 


Figs.  262-263 


BLOCK  SIGNALS,  Controlled  Manual.     U.  S.  &  S.  Co. 
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Fig.  262.     Circuits  for  Controlled   Manual  Signals,  with  Continuous  Track  Circuit.     New  York  Central  &  Hudsoj 

River  Railroad. 


The  controlled  manual  system  described  in  connection  with  Figs. 
S60-261,  provides  protection  against  every  possibility  of  collision 
between  trains  except  in  case  of  a  train  breaking  in  two  between  X 
and  Y,  leaving  one  or  more  cars  in  the  block.  The  signalman  at 
Y,  unless  he  carefully  observes  the  rear  end  train  markers,  may 
give  an  unlock  to  X  after  part  of  a  train  has  passed  out  of  the 
block  while  the  rear  cars  are  standing  somewhere  between  the 
towers.  In  order  to  give  protection  against  this  possible  danger  a 
continuous  track  circuit  may  be  employed  between  signal  B  at  X 
and  signal  H  at  Y.  Such  an  arrangement  is  shown  in  Fig.  262.  In 
effect  the  locking-up  track  circuit  at  X  is  extended  through  the 
block  and  is  relayed  through  the  terminal  block  track  circuit  at  Y. 
An  additional  contact  is  added  to  the  track  relay  of  the  locking-up 
track  circuit  at  signal  B  and  the  circuit  which  unlocks  the  block 
lever  is  carried  through  it  as  follows:  From  battery  wire  101  to 
binding  post  4,  contact  on  armature  of  indicator  80,  bending  post 
7,  wire  87,  floor  push  (which  must  be  closed),  wire  82,  block  lever 
lock  magnet,  wire  83,  front  contact  on  locking-up  track  circuit 
relay,  to  common  wire  100.  The  block  lever  lock  cannot  be  released 
to  clear  signal  B  as  long  as  the  track  section  between  signal  B  at 
X    and    signal    H    at    Y    is    occupied.     Protection    is    also    afforded 

B 


against  broken  rails,  since  a  break  would  de-energize  the  locking-u; 
relay  and  open  the  contact  in  the  unlocking  circuit,  thereby  pre 
venting  signal  B  from  being  cleared.  The  only  other  differenc* 
between  the  other  circuits  shown  in  Fig.  262  and  those  shown  ii 
Figs.  260-261  is  that  the  preliminary  circuit,  required  before  an  un 
lock  can  be  given,  is  carried  direct  to  common  wire  100  from  con 
tact  1  on  home  signal  lever  roller  instead  of  through  contact  01 
terminal  block  relay. 

The  shunt  circuit  for  the  unlock  through  wire  49  and  contac 
2  on  the  block  signal  lever  roller  to  common  wire  100  is  retained 
but  for  a  different  purpose  from  w^hat  was  explained  in  connectioi 
with  Figs.  260-261.  It  is  needed  here  in  case  a  train  has  to  pas 
signal  B  for  switching  purposes.  If  the  signalman  had  obtained  a 
unlock  and  should  allow  a  train  to  pass  signal  B,  without  wire  41 
he  would  lose  his  unlock  as  soon  as  the  train  entered  the  lockinf 
up  track  circuit.  But  by  keeping  signal  B  blocked,  and  giving  th 
train  permission  to  pass  it  in  that  position  (for  switching  parposc 
only),  he  saves  his  unlock  to  use  when  they  are  ready  to  dqwr 
and  thus  avoids  issuing  a  caution  card  which  would  otherwise  t 
necessary  in  order  to  permit  them  to  proceed. 

The  object  in  putting  in   a  cut  section  at  the  distant 
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Fig.  263.    Circuits  for  Controlled  Manual  Signals  in  Park  Avenue  Tunnel  of  the  New  York  Central,  New  Yorl 
City;  Continuous  Track  Circuit,  Overlaps,  Torpedo  Machines  and  Alarm  Gongs,  but  no  Advance  Block  Signals. 

(M 


BLOCK  SIGNALS,  Controlled  Manual.    U.  S.  &  S.  Co. 


Figs.  264-265 


ing  the  locking-up  track  circuit  through  it  to  signal  H,  is 
Fy   the  connections  in  case  it  is  desired  to  put  in  an  out- 
itch    between    signals    D    and    H,    or    to    make    D   a   semi- 
signal. 

g.  263  the  plunger  release  track  circuit  and  the  locking-up 
uit  are  combined,  as  stated  on  page  20»  and  lengthened  to 
overlap  section  in  advance  of  the  home  signal.  In  this 
>n  the  relay  controlled  by  the  track  circuit  of  this  overlap 
ill  be  termed  the  overlap  relay,  and  the  relay  in  the  track 
ctending  from  the  home  signal  back  to  the  next  overlap 
I  rear  will  be  termed  the  terminal  block  relay.  For  tower 
ire  tower  A  an  unlock  the  preliminary  circuit  is  from 
a  b.  p.  1,  through  instrument  to  b.  p.  9,  wire  121,  back 
n  home  lever  lock  to  common  wire  O.  The  home  signal 
erefore,  be  locked  in  the  stop  position.  The  unlocking 
from  battery  to  b.  p.  1,  through  instrument  to  b.  p.  10, 
•N,  front  contact  on  relay,  wire  126,  front  contact  on 
re  116,  front  contact  on  relay,  wire  C-l-S  to  b.  p.  6  at  A, 


64.    Two-Lever    Dwarf    Interlocking 
line  with  Electric  Locks,  Controlled 
from  a  Block  Station. 


through  block  indicator  80  to  b.  p.  5,  wire  108,  front  contact  on 
relay  to  common  wire  O;  or  from  wire  108  throufl^  spring  contact 
on  home  lever,  normally  closed,  to  common  wire  O.  The  first 
relay  in  this  circuit  is  energized  by  local  battery  through  front 
contact  on  overlap  relay;  the  overlap  section  must  be  unoccupied 
and  overlap  relay  energized  in  order  to  make  contact  on  local 
relay.  The  second  relay  in  the  circuit  is  energized  by  local  bat- 
tery through  front  contact  on  terminal  block  relay.  The  third 
relay  is  similarly  energized  through  front  contact  on  overlap  relay 
at  A,  and  the  last  relay,  between  wire  103  and  common,  is  also 
energized  through  front  contact  on  overlap  relay  at  A.  The  overlap 
section  at  B  and  the  entire  track  section  between  home  signals  at 
A  and  B  must  be  unoccupied  in  order  to  give  an  unlock.  When 
unlock  has  been  received  at  A  the  circuit  is  from  battery  to  b.  p. 
4,  contact  on  indicator  80,  b.  p.  7,  wire  101,  floor  push  (which  must 
be  closed)  wire  102,  home  lever  lock  magnet  to  common  wire  O. 
The  home  signal  at  A  can  be  cleared  as  soon  as  the  home  lever 
lock  magnet  is  energized.  As  soon  as  the  train  enters  the  overlap 
section  beyond  the  home  signal  at  A,  the  overlap  relay  is  de-energized 
and  the  unlock  circuit  is  broken  by  the  relay  between  wire  103  and 
common.  This  locks  the  instrument  at  B  in  "Train  in  Block"  posi- 
tion. In  case  the  relay  between  wire  103  and  common  does  not  act 
properly  contact  is  broken  on  the  unlock  circuit  by  the  spring  con- 
tact on  home  lever  at  A  which  is  opened  when  home  signal  at  A 
is  cleared.  As  soon  as  the  train  has  cleared  the  ovedap  section  at 
B  all  relays  are  again  energized,  the  block  instrument  at  B  returns 
to  normal  and  another  unlock  may  be  given. 

Torpedo  machines  ar»  installed  at  the  home  signals  and  are  oper- 
ated with  the  home  signal  lever.  In  order  to  warn  the  operator  at 
A  not  to  block  the  home  signal  and  put  torpedoes  on  the  track 
before  the  train  has  passed  entirely  beyond  the  home  signal  a 
contact  is  added  to  the  terminal  block  relay  in  rear  of  home  signal 
at  A,  and  current  flows  from  battery  through  back  contact  on  this 
relay,  wire  104,  and  through  a  torpedo  indicator  to  common  wire  O. 
This  indicator  is  energized  until  every  pair  of  wheels  in  the  train 
has  passed  into  the  overlap  section  beyond  the  home  signal  and 
torpedo  machine.  The  operator  does  not  return  the  home  lever  to 
stop  until  the  torpedo  indicator  clears. 

If  for  any  reason  a  train  runs  by  the  home  signal  at  A  in  the 
stop  position  a  loud  gong  begins  to  ring.  As  soon  as  the  first  pair 
of  wheels  enters  the  overlap  section  while  the  rear  wheels  are  still 
in  the  terminal  block  section  in  rear  of  the  home  signal,  both  the 
terminal  block  relay  and  the  overlap  relay  are  de-energized.  This 
closes  the  circuit  from  battery  through  spring  bell  key  dosed,* 
through  spring  contact  on  home  lever  (closed  when  signal  is  in 
stop  position),  wire  109,  stick  relay,  wire  105,  back  contact  on 
terminal  block  relay,  wire  147,  back  contact  on  relay  to  common. 
The  stick  relay  is  energized  and  current  flows  from  gong  battery 
through  wire  107,  gong  wire  106,  front  contact  on  stick  relay  to 
battery.  The  gong  continues  to  ring  until  the  operator  at  A  opens 
the  spring  key  and  allows  the  stick  relay  to  drop. 
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Fig.  265.    Hand    Switch,    Bolt    Locked    by    Dwarf 
New  York  Central  &  Hudson  River. 
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Figs.  266-268 
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Fig.  266.     Circuits   for   Controlled   Manual   Block   Signals,    with    Non-Continuous    Track    Circuits    and    Outlying 
Switch  between  Hon^ie  and  Advance  Signals.     New  York  Central  &  Hudson  River. 


Fig.  "iOT.     Electric  Lock  with  Semaphore  Indicator.  Fig.    268. 

The  Union  Switch  &  Signal  Company. 


Electric    Lock   Shown   in    Fig.    267,    Cover 
Removed. 


Figs.  264-269  show  the  method  used  in  controlling  main  line 
switches  which  axe  situated  too  far  away  from  towers  to  be  inter- 
locked. Such  switches  are  operated  by  hand  and  are  known  as 
Outlying  Switches.  They  are  electrically  locked  and  controlled  by 
the  signalman  in  an  adjacent  tower.  The  arrangement  shown  in 
Fig.  264  would  cover  two  separate  switches,  one  lever  and  one  lock 
for  each.  The  lever  mechanically  bolt-locks  the  switch  in  its  normal 
position,  and  is  in  turn  interlocked  with  the  roller  and  segment  of 
the  electric  lock.  A  switch  lock  controller,  Figs.  267  and  268, 
is  placed  in  the  tower  and  connected,  as  shown  in  the  wiring  dia- 
grams.   Communication  by  bell  code  and  telephone  is  also  provided. 

Fig.  266  shows  the  arrangement  for  an  outlying  switch  between 
the  home  and  advance  signals  and  may  be  used  with  either  con- 
tinuous or  non-continuous  track  circuits.  The  controller  in  the  tower 
is  locked  in  either  normal  or  reverse  position  when  its  magnet,  S, 
is  de-energized.  To  permit  a  train  standing  between  the  switch  and 
signal  B,  to  use  the  switch,  the  signalman  closes  the  floor-push  from 
battery  wire  101  to  wire  89,  completing  the  circuit  through  coil  S, 
wire  90,  contact  3,  on  home  lever  rollei*,  wire  163,  contact  3,  on 
block  lever  roller,  wire  167,  and  contact  2,  on  switch  lock  roller  to 
common  return  wire  100.  This  circuit,  if  complete,  ensures  that 
both  the  home  and  advance  signals  are  in  the  stop  position,  and 
also  that  the  switch  lock  is  normal.  The  signalman  then  reverses 
his  controller,  opening  contact  1,  which  locks  the  home  signal  lever 
normal,  and  closing  contact  2,  which  completes  the  circuit  from  101 
through  wire  164  and  switch  lock  magnet  to  100,  unlocking  the 
switch  lock,  which  must  be  reversed  by  the  trainman  before  he  opens 


the  switch.  When  he  reverses  this  roller  contact  2  is  opened,  break- 
ing connection  between  wire  167  and  100,  and  de-energizing  magnet 
S,  which  then  locks  the  controller  in  its  reversed  position.  The 
train  may  now  use  the  switch,  and,  if  necessary,  may  clear  the  main 
track  entirely  to  allow  one  or  more  trains  to  pass.  In  case  it  is 
desired  to  do  this  the  trainman,  after  closing  the  switch  and  locking 
it  for  the  main  track,  restores  the  switch  lock  to  its  normal  posi- 
tion, closing  contact  2  on 'its  roller.  This  again  completes  the  cir- 
cuit through  magnet  S  (as  already  described),  and  the  controller 
may  then  be  returned  to  its  normal  position  by  the  signalman.  He 
must  do  this  before  he  can  clear  signal  H,  because,  as  already 
stated,  the  circuit  for  lever  lock  H  is  carried  through  contact  1  on 
the  switch  lock  controller  and  is  closed  in  its  normal  position  only. 
When  he  reverses  signal  H  to  allow  a  train  on  the  main  track  to 
pass  over  the  switch,  he  breaks  the  connection  between  wire  90  and 
wire  163,  locking  controller  S  normal. 

Having  received  an  unlock  from  the  next  tower  in  advance,  as 
already  described,  he  then  clears  signal  B  and  allows  the  main  line 
train  to  proceed.  After  it  has  passed  he  must  restore  signal  B  to  the 
stop  position  before  he  can  unlock  the  outlying  switch,  because  the 
circuit  for  magnet  S  is  carried  through  a  normal  contact  (8)  on 
the  block  lever  roller.  This  arrangement  prevents  him  from  per- 
mitting the  train,  coming  out  of  the  siding,  to  follow  the  other  into 
the  block  without  getting  another  unlock,  which  might  otherwise 
be  done. 

The  controller  may  now  be  operated,  the  switch  unlocked  and 
used  ^^^  ^^^  controller  restored  in  the  same  manner  as  before. 
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Fig.  269 


ing  switch  between  block  signal  at  one  tower  and  distant 
rcr  in  advance  is  locked  and  controlled  by  the  signalman 

in  rear,  by  means  of  the  switch  lock  controller  shown 
This  controller  is  locked  in  either  normal  or  reverse 
n  the  magnet  S  is  de-energized.  The  preliminary  and 
its  are  the  same  as  already  described,  except  that  wire 
acd  through  roller  on  block  lever  to  roller  contact  5  on 
3ck  controller  and  thence  to  common  return  wire,  100; 
is   also   introduced  controlled   through   wires   87   and   81, 

80.  A  train  having  passed  the  signal  B,  and  wishing 
•utlying  switch  on  arrival,  stops  and  stands  on  the  lock- 
ick  circuit.  Communication  is  established  by  bell  key 
le  with  the  tower  in  the  rear,  and  an  unlock  for  the 
>ked  for.  The  circuit  for  unlocking  the  switch  con- 
e  tower  is  as  follows:    From  battery  wire  101,   through 

S,  wire  89,  floor  push,  wire  90,  contact  1  on  switch 
ler,    wire   85,    contact   4   on   block   lever   roller,   wire   86, 


of  switch  lock  L  (now  closed),  wire  58  and  roller  contact  to  100. 
The  switch  lock  controller  in  the  tower  is  then  restored  to  its 
normal  position,  and  by  opening  roller  contacts  2  and  8  it  locks 
itself  and  the  switch  lock  L  in  the  normal  position.  Any  number  of 
trains  may  now  be  sent  through  the  block  in  the  usual  manner. 

When  the  train  in  the  siding  wishes  to  again  take  the  main 
track  it  is  necessary  for  the  tower  in  advance  to  give  an  unlock 
to  the  tower  in  rear,  all  signals  being  in  the  stop  position.  This 
energizes  the  relay  K  through  wire  81,  making  a  front  contact  for 
wire  86  and  permitting  the  switch  lock  controller  to  be  unlocked 
through  the  following  circuit:  Battery  wire  101,  lock  magnet  S, 
wire  89,  floor  push,  wire  90,  contact  1,  wire  85,  contact  4,  wire 
86,  front  contact  (now  closed)  on  relay  K  to  common."  The  switch 
lock  controller  is  then  reversed,  unlocking  the  switch  lock  roller. 
When  the  switch  lock  roller  is  reversed  to  unlock  the  switch,  in 
order  to  allow  the  train  to  take  the  main  line,  a  local  indicator 
circuit   is    made    up   as   follows:    From   2-cell    "SS"    battery    through 
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Circuits  for   Controlled  Manual   Block  Signals  with  Continuous  Track  Circuits  and  Outlying  Switch 
Between  Two  Block  Stations.     New  York  Central  &  Hudson   River. 


:  on  relay  K,  wire  67,  back  contact  (now  closed)  on 
I  circuit  relay,  wire  58,  contact  on  switch  lock  roller 
s  unlocks  the  switch  lock  controller  in  the  tower,  which 
rsed,  opening  contacts  1,  4  and  5  and  closing  contacts 
pening  contact  4  locks  signal  B  in  the  stop  position. 
1  flows  from  wire  101,  through  contact  3  on  switch  lock 
are  64  to  switch  lock  magnet  L  to  100.  This  unlocks 
jck  roller,  which  must  be  reversed  to  unlock  the  switch, 
nically  interlocked  with  same.     As  soon  as  this  roller  is 

congection  of  wire  58  to  100  is  broken  and  lock  magnet 
de-energized,  locking  the  switch  lock  controller  in  the 
tion.  Also,  when  the  switch  lock  roller  is  reversed, 
lade  from  wire  73  to  100,  and  this  completes  a  circuit 
y  at  the  block  station  in  advance,  through  b.  p.  2, 
)f  the  block  instrument,  b.  p.  8,  wire  18,  wire  218.  "stick" 
re  73,  contact  on  switch  lock  roller  to  common.  This 
banner  in  the  instrument  at  the  advance  block  station, 
shows  "train  in  block,"  to  drop  to  the  second  latch  of 
1.  The  relay  N  will  remain  energized  if  a  car  is 
remain  standing  on  the  track  anywhere  between  signal 
il  H'  through  a  "stick"  connection  with  back  contacts 
s  controlled  by  this  section   of  track   (wires  75  and  76). 

entirely  clears  the  main  line  in  taking  the  siding,  the 
own  and  then  locked  in  the  normal  position  by  restoring 
lock  roller  to  normal,  the  contact  of  wire  73  is  again 
if  the  signal  H'  is  in  the  stop  position  the  banner  at 
I  advance  drops  to  the  "free"  position.  Roller  contact 
es  58  and  100  (which  was  broken)  is  now  closed  and 
ock  controller  magnet  S  is  energized  through  circuit  as 
•m  101,  through  coil  S,  wires  89  and  91,  roller  contact 
ed)    wires  84.  67  and   65,  contact  operated  by  armature 


wire  79,  switch  boxes,  relay  M,  wire  78,  contact  on  switch  lock 
roller  (now  closed),  wire  77,  front  contact  on  track  relay  to  wire 
100.  If  this  circuit  is  made  up  it  insures  that  the  track  section 
between  the  switch  and  the  home  signal  in  advance  is  clear;  relay 
M  is  energized  and  current  flows  from  local  battery,  through  wire 
60,  contacts  on  M,  wire  59,  indicator  magnet  J,  wire  61  to  battery. 
This  indicator  when  energized  shows  "clear"  and  permits  the  train 
to  leave  the  siding.  After  the  train  is  again  on  the  main  line  the 
switch  is  returned  to  normal  and  locked  by  the  switch  lock  roller 
being  restored  to  normal  position,  and  controller  S  is  unlocked  and 
restored  as  already  described.  It  is  also  necessary  that  the  block 
instrument  at  the  tower  in  advance  be  allowed  to  drop  to  the 
position  "train  in  block."  This  is  done  by  a  combination  of  two 
circuits  which  drops  the  banner  from  "locked"  past  the  first  notch 
of  the  "train  in  block"  position  to  the  second  notch,  as  follows: 
Reversing  the  switch  lock  controller  at  the  tower  in  the  rear  cuts 
the  circuit  of  wire  40.  As  soon  as  the  train  passes  the  fouling 
point  in  going  out  of  the  switch  it  de-energizes  the  locking-up 
relay  at  B,  thus  cutting  wire  48.  But  before  this  occurs  contact 
is  made  in  reversed  position  of  the  switch  lock  roller  for  wire  73, 
thus  causing  current  to  flow  from  battery  at  tower  in  advance, 
through  block  instrument  wire  218,  stick  relay  N,  wire  73  to 
common.  As  soon  as  the  train  enters  the  fouling  section  the  banner 
drops  from  the  "locked"  position  to  the  "train  in  block"  position, 
but  the  circuit  made  up  through  918  has  energized  magnet  62  and 
permits  it  to  pass  the  first  notch,  catching  it  on  the  second.  As 
soon  as  the  train  passes  the  home  signal  H'  at  the  tower  in  advance, 
the  plunger  release  track  circuit  and  the  home  signal  lever  at  that 
point  restore  the  instrument  to  its  normal  position  in  the  usual 
manner. 


Figs.  270-371 
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The  controlling  lever  at  Y  now  being  to  the  right,  a  circuit  is 
established  from  battery  at  Y,  through  contact  on  lever  1  to  wire 
N-11  and  thence  back  over  same  wires  and  through  same  relay  con- 
tacts to  middle  contact  of  upper  roller  on  lever  0  at  X.  As  soon  as 
X  moves  lever  6  to  the  right  to  raid-stroke  position,  battery  flows 
from  Y  over  the  circuit  already  explained  and  through  the  electric 
lock  on  lever  6  at  X  to  common.  This  unlocks  lever  6  and  permits 
X  to  complete  the  stroke  to  the  right.  Both  controllers  now  being 
to  the  right,  direction  of  traffic  has  been  established  from  X  to  Y 
and,  by  means  of  electric  locks,  direction  from  Y  to  X  prevented. 

Referring  now  to  the  steps  required  for  clearing  the  signal  under 
lock-and-block  control.  Assume  that  direction  of  traffic  is  establishe(f 
from  Y  toward  X,  and  it  is  desired  to  clear  signal  2-L  at  Y  in  order 
to  permit  a  train  to  proceed  toward  X.  Signals  2-L  and  8-L  are 
both  controlled  by  the  lock-and-block  instrument  indicator  at  Y. 
This  indicator  can  only  be  cleared  by  an  unlock  from  station  X.  To 
give  the  unlock  to  Y  the  operator  at  X  plunges  the  lock  and  block 
instrument  at  X  and  establishes  the  preliminary  circuit  from  battery 
through  the  instrument  to  wire  D-W-1,  thence  through  contact  on 
lever  6  closed  when  the  proper  direction  of  traffic  is  established,  wire 
D-W-2,  contact  on  lever  5,  wire  D-W-3,  contact  on  lever  4  to  com- 
mon. This  insures  that  levers  4  and  5  at  X  are  normal,  that  signals 
4-R  and  5-R  are  at  stop  and  that  the  proper  direction  of  traffic  is  set 
up.  W^hcn  these  conditions  arc  fulfilled  the  unlock  circuit  proper 
is  completed,  sending  battery  from  X  to  clear  indicator  at  Y  as  fol- 
lows: From  battery  at  X  through  instrument  to  wire  U-W-1,  con- 
tact on  lever  6,  wire  U-W-3,  front  contact  on  relay,  wire  U-W-3, 
front  contact  on  track  relay  N-P,  wire  U-W-4  to  wire  U-E-8  at  Y, 
front  contact  on  relay,  wire  U-E-2,  contact  on  lever  1,  wire  U-E-E, 
block  instrument  indicator  to  common. 

When  the  block  instrument  indicator  at  Y  has  been  cleared  by  the 
unlock  received  from  X.  either  signal  2-L  or  signal  3-L  may  be 
cleared.  Assume  that  signal  2-L  is  to  be  cleared;  the  lever  2  is 
moved  to  the  left.  Current  then  flows  from  battery  at  X,  through 
contact  on  lever  6,  to  wire  S-W,  which  is  wire  S-E  at  Y,  through 
contact  on  lever  1  at  Y,  wire  S-E-2,  contact  on  repeater  relay  con- 
trolled by  wire  G-22,  wire  S-E-3,  contact  on  lever  2  (now  closed), 
wire  L-21,  contact  in  switch  box,  wire  L-22,  relay  2  to  common. 
This  energizes  relay  2  and  causes  signal  2-L  to  go  to  the  second  or 
caution  position.  The  signal  in  moving  to  the  second  position,  closes 
the  contact  which  completes  a  circuit  from  battery  at  Y,  through 
block  instrument  indicator  contact,  wire  L-23,  contact  on  signal  wire 
L-24,  through  relay  2',  to  common.  Thi»  energizes  relay  2'  and 
allows  the  signal  to  move  to  the  clear  position.  Signals  2-L  and  3-L 
are  interlocked  by  the  mechanical  locking  in  the  machine  so  that 
only  one  of  them  can  be  cleared  at  a  time. 

Assume  that  signal  2-L  has  been  cleared  and  the  train  has  passed 
S.  Track  relay  at  2-L  is  de-energized  and  opens  the  circuit  from 
battery,  through  wire  G-21,  stick  relay  controlled  by  wire  G-22,  to 
common.  The  train  now  passes  Signal  2-L,  de-energizing  the  track 
relay  at  that  point  and  also  the  stick  relay.  When  the  stick  relay  is 
de-energized  it  breaks  the  unlock  circuit  already  described  and  also 
the  signal  control  circuit.  The  indicator  of  the  block  instrument  goes 
to  danger,  signal  2-L  goes  to  stop,  and  the  card  of  the  block  instru- 
ment shows   "train   in   block."   All   apparatus  is   now  stationary  and 


locked.  .-\s  the  train  proceeds  and  enters  track  section  L-N 
relay  at  signal  4-R  is  de-cnergized,  opening  stick  relay  c< 
wire  G-42.  When  the  stick  relay  drops,  battery  flows  thro 
on  block  instrument,  wire  R-W-1,  back  contact  on  stick 
R-W-2,  contact  on  lever  6  to  common.  This  permits  i 
drop  about  M  in.,  but  still  holds  it  on  the  second  catch  i 
block"  position. 

Assume  now  that  signal  4-L  at  X  can  be  cleared  t( 
train  to  proceed.  When  signal  4-L  is  cleared,  the  circ 
release  magnet  in  the  block  instrument  at  X  is  transf 
the  back  contact  of  the  stick  relay,  controlled  by  wii 
the  stick  contact  on  the  block  instrument.  The  circuit  is 
lows:  From  battery  through  release  magnet  to  stick  c 
R-N-3,  contact  on  lever  4  to  conunon.  This  holds  the  card 
block"  position.  In  order  to  release  the  magnet  and  restore 
ment  to  normal  with  card  showing  "free,"  track  section  I 
free,  energizing  track  relay  at  4-R  and  the  stick  relay  whic 
through  wire  G-42.  This  breaks  the  back  contact  on  the 
to  which  wire  R-W-2  is  connected.  It  is  also  necessar 
lever  4  to  the  normal  position,  thus  breaking  the  contj 
R-W-3  and  restoring  signal  4-L  to  stop  before  the  releas< 
entirely  de-energized  and  the  card  allowed  to  drop.  If 
to  take  the  siding,  signal  5-L  is  cleared  and  lever  5  m 
restored  normal  with  track  section  L-N  "free"  before  tl 
block  instrument  is  released. 

The  block  K-L  at  X  is  track  circuited  and  controls  tl 
for  the  center  section.  When  this  indicator  is  clear  eithei 
or  signal  2-R  can  be  cleared,  but  only  one  can  be  clearc 
on  account  of  the  machine  locking.  When  the  train  entei 
K-L  under  either  signal  cleared,  the  signal  goes  to  sto 
cally  and  cannot  again  be  ctfcared  until  the  lever  is  fir 
to  the  normal  position.  This  is  accomplished  by  cutting 
for  the  lever  locks  on  2  and  4  through  the  indicator  for 
section  and  the  signal  repeaters. 

To  permit  of  giving  permissive  signals  some  additions 
is  required.  It  is  essential  in  giving  a  permissive  sign 
direction  of  traffic  is  locked  so  that  it  cannot  be  reverse 
signals  are  again  restored  to  their  normal  position.  A 
the  direction  of  traffic  is  established  from  Y  towj 
a  movement  under  signals  2-L  or  8-L  in  the  perm 
tion  at  block  station  Y.  The  opposing  signals  are  4- 
at  X.  and  these  must  be  at  stop  and  so  held  as  long  as 
or  3-L  at  Y  are  in  the  clear  or  caution  position.  As 
lock  and  block  unlock  wire  between  X  and  Y  is  cut  thr 
in  the  continuous  track  circuit  another  line  wire,  unco 
track  circuits,  is  required  for  the  permissive  function, 
this  wire,  SW-SE,  for  carrying  current  from  X  to  move  s 
the  second  or  caution  position  has  already  been  explainet 
as  a  preceding  train  is  in  the  block  between  X  and  Y  tl 
of  the  lock  and  block  instrument  at  Y  is  de-energized 
signal  2-L  cannot  move  to  the  third  or  clear  position 
explained.  As  soon  as  all  trains  have  cleared  the  block 
may  be  given  from  X  to  Y  and  the  indicator  at  Y  enerj 
would  automatically  allow  signal  L  to  move  from  the  caut 
to  the  clear  position. 


BLOCK  SIGNALS,  Controlled  Manual.     Gen.  Ry.  Sig.  Co...  Figs.  273-276 


E^ig.  273.    Pipe  Lead-out  Connection  from  Block  Instru-       Fig.  275.    Double  Block  Instrument  for  Single  Track, 
ment  to  Signal;  General  Railway  Signal  Company. 


Fig.  276.     Section  Through  Block  Instrument. 
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Fig.  277.     Diagram  of  Circuits  and  Instruments  for  Typical  Installation  of  Controlled  Manual 

System  for  Single  Track. 


In  Fig.  277  A,  B  and  C  represent  block  stations  on  a  single-track 
road,  with  train  movement  to  be  made  from  A  in  the  direction  of  C. 
In  order  to  display  "proceed"  signal  at  A,  it  is  first  necessary  for 
operator  at  A  to  request  release  or  unlock  from  operator  at  B.  If 
the  block  is  unoccupied,  the  opposing  signal  at  B  in  the  stop  posi- 
tion and  other  conditions  favorable,  operator  at  B  closes  circuit 
controller  on  his  instrument  by  means  of  lever  12  connected  thereto. 
This  action  must  be  simultaneous  with  the  action  of  the  operator  at 
A,  who  closes  similar  controller  on  instrument  at  that  point  through 
lever  18.  This  joint  action  closes  the  unlocking  circuit,  causing  cur- 
rent to  flow  from  battery  at  B  through  wire  1,  back  contacts  on 
electric  locks  2-2,  contact  3,  wire  5,  safety  contact  6,  wire  8,  indi- 
cator 1  at  A,  wire  9,  contacts  10,  wire  11,  coils  of  electric  lock  L  at 
A,  to  ground  or  common.  Indicator  coils  at  A  and  B  and  lock  coil 
at  A  are  then  energized,  indicators  showing  unlocking  circuit  closed. 
Lock  coil  at  A  now  attracts  armature,  releasing  lock  14  and  permit- 
ting the  withdrawal  by  the  signalman  of  plunger  15,  which  being  con- 
nected to  lock  lever  17,  releases  cam  crank  21  and  permits  the  clear- 
ing of  signal.  The  mechanical  operation  is  effected  by  operator  turn- 
ing crank  16  a  half  revolution.  This  crank  is  directly  connected  to 
the  shaft  on  which  ratchet  wheel  18  is  mounted,  the  latter  having  a 
stud,  19.  engaging  slot  20  in  cam  crank  21.  Thus  the  rotary  move- 
ment of  the  mechanism  is  converted  into  linear  movement  at  the 
pipe  connection  to  clear  the  signal.  The  machine  is  connected  as  in 
Fig.  273. 

After   train   has   entered   the   block,   the   signalman  completes  the 


revolution  of  crank  16,  thus  placing  signal  in  stop  position  { 
pleting  t^e  movement.  To  prevent  crank  16  from  being  turne 
in  the  proper  direction,  ratchet  wheel  18  is  engaged  by  a  pa 
ensuring  proper  operation  of  the  crank.  On  this  ratchet 
stud  or  boss.  22,  is  fixed  in  such  a  manner  that  when  the  ci 
is  restored  almost  to  normal  position  it  engages  arm  23  of  Ic 
17,  forcing  same  home  and  preventing  further  operation  \ 
other  release  or  unlock  is  received. 

Fig.  278  shows  the  system  as  illustrated  in  Fig.  277, 
addition  of  semi-automatic  or  slotted  signals.  The  signals 
clear  until  the  entire  train  has  passed  them,  the  signals  r 
to  stop  automatically  immediately  after  the  rear  end  has 
Power  operated  distant  signals  may  be  provided  and  operatec 
junction  with  the  block  instrument,  as  shown  in  Fig.  279. 
signals  indicate  caution  at  all  times,  except  when  the  block 
clear,  switches  set  for  the  main  track  and  section  between  th 
and  block  signals  is, "Uopccupied. 

Continuous  track  circuit  without  distant  signals  is  shown 
280.  In  Figs.  281  and  282  a  complete  development  of  thi 
is  illustrated;  the  arrangement  showing  block,  home,  dial 
train  order  signals,  continuous  track  circuit,  indicators  and 
locks  at  SMritches  all  under  the  control  of  operator  at  adjace 
station.  No  movement  may  be  made  from  sidings  to  foul  t 
track  without  the  permission  and  co-operation  of  the  block 
at  the  adjacent  station  and  the  operator  at  the  far  end  of  tl 
the  same  co-operation  being  required  as  for  a  main  track  m 
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BLOCK  SIGNALS,  ControUed  Manual. 


Figs.  283-285 


Fig.  283.     Circuits  for  Controlled  Manual  Block  Signals  on  Single  Track.     Chicago  &  Eastern  Illinois. 


Figs.  264-285.     Electric  Locks,  Applied  to  Table  Lever  Machine   for   use   in   Controlled  Manual   Block   System. 

Chicago  &  Eastern  Illinois. 


On  the  Chicago  &  Eastera  Illinois,  manual  block  signals  on 
single  track  are  electrically  locked  by  a  specially  devised  apparatus, 
in  whkh  no  track  circuits  are  used.  Fig.  288  is  a  diagram  of  the 
circuits.  The  apparatus  at  the  two  stations  A  and  B  is  identical 
and  a  grounded  circuit  is  used.  Assume  that  A  wishes  to  clear  his 
signal  for  the  movement  of  a  train  toward  B.  Having  notified  B 
by  telegraph,  telephone  or  bell  code,  A  presses  his  key  against  front 
point  k^  If  B  it  ready  to  clear  A's  dgnal,  B  throws  his  key  to 
contact  with  its  back  point  k*.  This  closes  the  circuit  from  the 
^oundf  G,  through  B's  battery  B^  and  key,  to  the  line  and  through 
A'«  key,  and  "stick"  relay  r,  to  the  ground.  This  causes  the  stick 
relay  to  lift  its  armature  and  thereby  close  the  circuit  of  battery  B' 
through  A's  latch  magnet  m,  withdrawing  the  latch  and  releasing 
A't  lever.  As  loon  at  B  presses  his  key,  and  actuates  A's  stick  re- 
lay, he  may  st  once  release  it,  as  magnet  m  and  the  circuit  through 
It  and  r  are  now  energized  by  battery  B*.  A's  lever  now  being  free 
to  more  he  pulls  it,  and  the  instant  he  does  so  the  circuit  through 


the  latch  magnet  is  broken  at  a,  permitting  the  latch  to  drop  again 
and  rest  on  top  of  the  bar.  The  opening  of  the  circuit  at  a  de- 
energizes  r  so  that  it  is  also  opened  at  rp;  so  that  the  signal  cannot 
be  cleared  a  second  time  without  another  restoration  of  the  current 
from  B,  with,  of  course,  the  concurrent  action  of  A.  The  actiott  is 
the  same  in  the  reverse  direction.  The  operator,  after  getting  an 
"unlock,"  may  hold  it  indefinitely  and  may  delay  clearing  his  tignal 
until  time  to  do  it  in  accordance  with  the  nxle  to  clear  it  in  riew  of 
an  approaching  train ;  but  as  long  as  he  is  unlocked  he  cannot  give 
the  other  operator  a  release,  for  his  battery  is  cut  off  at  c.  A  cir- 
cuit-breaker, CB,  is  placed  on  the  signal  post  and  worked  by  the 
semaphore  arm.  If  the  arm  is  not  in  the  stop  position  the  circuit  is 
broken  and  neither  station  can  clear  the  other.  The  apparatus  for 
each  block  is  separate  and  distinct,  having  no  connection  with  adjoin- 
ing blocks.  There  are  two  levers  at  each  station,  a  northbound  and 
a  southbound,  with  the  corresponding  semaphores,  and  separate  lock- 
ing mechanisms  and  circuit  connections  as  illustrated. 
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Figs.  285-287 
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Fig.  286. 


Fig.  286.    Wiring  in  Cabin  at  Cameron. 


Fig.  287. 
Figs.  285-287.    Circuits  for  Single  Track  Controlled  Manual  Block  Signals.     Pennsylvania  Railroad. 
Note.— Figs.   285-290  arc   parts  of  a  single  diagram.     The  connection*  fro™  one  part  to  another  are  indicated  by  letters;  A  in  Fig. 

285  joins  A  in  Fig.  286,  B  in  fS   Jfl^  J<»tt»  ^  «»  287,  and  so  on. 
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BLOCK  SIGNALS,  Controlled  Manual 


Figs.  aSS-ago 
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Fig.  288. 


Fig.  289.     Wiring  in  Cabin  at  Sterling  Run. 
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Fig.  290. 
Figs.  288-290.    Circuits   for  Single  Track  Controlled  Manual  Block  Signals.    Pennsylvania  Railroad. 


(W) 


BLOCK  SIGNALS,  ControUed  Manual. 


Figs.  285-290  show  the  circuits  used  for  a  Single  Track  Con- 
trolled Manual  Block 'System  on  the  Pennsylvania  Railroad  between 
Cameron,  Pa.,  and  Sterling  Run.  This  system  provides  protection 
against  butting  collisions,  but  is  permissive  for  following  move- 
ments. Electric  approach  locking  is  provided  at  both  plants.  The 
circuits  for  this  approach  locking  are  similar  to  those  shown  in 
Figs.   2001-2008. 

At  each  station  there  is  a  block  instrument  for  each  block  (1-G. 
2-G) ;  there  is  also  a  signal  controlling  instrument  (1-F  2-F).  These 
instruments  are  similar  to  those  shown  in  Figs.  267-268.  There  is 
also  at  each  station  in  addition  to  the  ordinary  indicators  an  indi- 
cator (1-C,  2-C)  which  shows  whether  or  not  the  track  is  occupied 
for  a  distance  of  1,000  ft.  beyond  the  advance  signal;  and  an  indi- 
cator (1-D,  2-D)  which  shows  whether  or  not  the  track  is  occupied 
between  the  advance  signal  and  a  point  several  hundred  feet  beyond 
the  outlying  switch.  Switch  indicators  are  placed  at  such  switches  in 
addition  to  the  switch  locks  to  indicate  to  a  train  on  the  siding 
whether  or  not  it  has  permission  to  proceed  on  to  the  main  line. 

To  move  a  train  from  Cameron  (Figs.  285-286-287)  to  Sterling 
Run  (Figs.  288-289-290)  the  procedure  is  as  follows:  Operator  at 
Cameron  asks  operator  at  Sterling  Run  for  an  unlock.  This  is  given 
by  moving  the  handle  of  controller  1-G  (see  Figs.  288-290)  at  Sterling 
.  Run  to  the  left.  This  closes  a  circuit  from  B,  front  contact  on 
relay  IDZ  at  Sterling  Run  through  wires  iF-lG-lSHl,  1F-1G2, 
contact  on  electric  lock  13,  controller  on  same  lock,  wire 
1F-1G3,  upper  contact  on  controller  1-G,  middle  circuit  breaker 
of  same  controller,  wire  1G4,  contact  of  relay  Si,  wire  1G5, 
contact    on    switch    lock,    ISK,    wire    1G6,    contacts    on    relays    Tl, 


T2,  wire  2G7.  contact  of  relay  S2  at  Cameron,  conUct  of 
switch  lock  2SK,  wire  2G5,  back  contact  of  electro  magnetic  circuit 
controller  at  Cameron,  wire  2G4,  circuit  controller  on  2G,  coils  of 
2G,  to  common.  This  energizes  2G  and  releases  its  handle  for  a  move- 
ment to  the  right.  The  operator  at  Cameron  moves  handle  of  8G  to 
the  right.  This  releases  handle  2F  through  the  tappet  locking  at  K 
and  closes  a  circuit  from  B  at  indicator  2D,  through  a  point  of 
2D,  wire  2F-2G-5H1,  wire  2F-2G2,  contact  on  lock  6,  circuit  controller 
on  lock  5,  wire  2F-2G3,  circuit  breaker  on  2G,  wire  2F4,  circuit 
controller  on  2F,  coils  2F  to  common.  This  energizes  2F  and  re- 
leases its  handle.  The  operator  moves  the  handle  of  2F  to  the  right. 
This  releases  the  lever  of  signal  5  and  the  signal  can  be  cleared. 

The  signal  is  put  to  the  stop  position  behind  the  train  by  tlie  slot. 
The  slot  circuit  is  controlled  by  indicators  2C  and  2D  when  20  is 
energized.  When  2G  is  de-energized,  as  when  a  train  is  anywhere 
between  stations,  it  is  controlled  by  2C  only.  The  arrangement  of 
contacts  on  lever  5,  where  slot  5  gets  current  from  B,  is  such  that 
the  slot  can  be  kept  energized  with  a  train  beyond  the  control  ot 
indicator  2C  if  the  lever  is  not  pulled  beyond  the  middle  position 
(sec  wire  5H6  and  two  lower  contacts  on  lever  5).  This  indication 
is  given  for  permissive  signaling. 

Provision  is  also  made  for  letting  a  train  out  of  a  siding  at  » 
switch  in  the  block  after  any  and  all  trains  admitted  to  the  bloc^l* 
have  passed  the  switch.  It  is  not  necessary  to  wait  for  the  bloc*" 
to  be  actually  cleared  by  a  train  moving  in  the  facing  direction.  -^ 
train  can  be  let  out  of  a  siding  after  the  passage  of  a  train  in  th» 
trailing  direction,  but  not  while  such  train  is  moving  from  itm- 
block  station  to  the  siding  switch   (see  switch  lock  circuits  SK). 


Names  of  Parts  of  Electric  Train  Staff  Instrument;  Figs.  294-296. 


1  Back  and  Cover 

2  Indicator 

4  Locking  Bar  for  Disk  Indicator 

6  Drum  Locking  Lever 

7  Armature  Raising  Lever 

8  Locking  Drum  Gear 

9  Receiving  Drum  Gear 
10  Operating  Lever  Cam 
12  Eccentric 


15 

Terminal  Post 

39 

18 

Contact  Spring 

40 

22 

Connecting   Bar 

41 

23 

Magnet 

42 

24 

Terminal  Post 

43 

26 

Single  Stroke  Bell 

44 

29 

Contact  Spring  of  Bell  Key 

45 

37 

Shield  Plate  and  Knob 

46 

38 

Glass  for  Indicator  Opening 

47 
48 

Slot  in  6 

Locking  Drum 

Vertical  Slot 

Staff  Indicator  Needle 

Current  Indicator  Needle 

Indicating   Disk 

Preliminary  Handle 

Push  Button 

Spiral  Slot  . 

Opening  for  JVithdrawing  Staff 


Names  of  Parts  of  Pusher  Attachment  for  Electric  Train  Staff;  Figs.  301-303. 


1  Cover  9 

2  Bracket  for  Contact  Springs  10 

3  Contact  Spring  11 

4  Terminal  Post  12 

5  Contact  Lever  Bracket  13 

6  Pivot  Pin  for  7  14 

7  Contact  Lever  15 

8  Contact  Spring  for  Lever  7 


Pin   Connecting  7  zvith   11  16 
Hook  for  Spring  12 

Eccentric  Rod  17 

Releasing  Spring  for  7  18 

Bearing  for  Locking  Dog  14  19 

Locking  Dog  20 
Right-hand   Half   of   Socket   for         21 
Pusher  Staff 


Left-hand    Half    of   Socket    for 

Pusher  Staff 
Pivot  for  Locking  Letters 
Separator 

Long  Locking  Lever 
Short  Locking  Lever 
Stud     for     Holding     Cover     in 

Place 


Names   of  Parts  of  Intermediate   Siding  Staff   Instrument;  Figs.  305-307. 


B 

1 
2 


5 
6 

7 

8 

9 

10 


Locking  Drum  and  Frame 

Back  and  Cover 

Indicator 

Indicator  Disk 

Connecting  Bar  for  Disk  Indi- 
cator 

Drum  Locking  Lever 

Drum  Locking  and  Armature 
Raising  Lever 

Operating  Lever  Cam 

Eccentric 

Eccentric  Rod 

Bracket  for  Supporting  11  and 
12 


11 

Armature  Lever 

24 

12 

Lever    for    Pole    Changer    Con- 

25 

tact  Springs 

26 

13 

Bracket    for    Contact    Springs 

27 

14 

Contact  Spring  for  11 

28 

15 

Contact  Spring  for  12 

29 

16 

Contact  Spring  for  13 

17 

Terminal  Post 

30 

18 

Sleeve   and   Machine   Screi<'   for 

Bracket  13 

31 

19 

Magnet 

32 

20 

Terminal  Post 

33 

21 

Bracket  for  Bell  Terminals 

34 

22-23  Single   Stroke   Bells 

Bell  Magnet 

Terminal  Board 

Insulating  Bushing 

Push   Button   Circuit   Controller 

Contact  Spring 

Short     Contact     Termimil    Post 

for  27 
Long     Contact     Terminal     Post 

for  27 
Front  Plate 

Glass  for  Indicator  Opening 
Hasp 
Base 
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BLOCK  SIGNALS,  Electric  Train  Staff.     U.  S.  &  S.  Co. 


Figs.  291-292 


THE  ELECTRIC  TRAIN  STAFF  SYSTEM. 


Figs.  291-296  show  the  electric  train  staff  instrument  made  by 
ic  Union  Switch  &  Signal  Company,  for  use  on  single  track  lines. 
»ne  instrument  is  installed  at  each  end  of  the  block;  that  is,  in  a 
ontinuous  installation,  two  at  each  block  station.  Fig.  297  shows 
le  wiring  diagram  for  two  staff  block  stations.  To  move  a  train 
ram  X  to  Y  the  manipulation  of  the  instruments  is  as  follows: 
he  operator  at  X  presses  bell  key.  A,  the  number  of  times  pre- 
rribed  in  the  bell  code,  which  rings  the  bell  at  Y,  through  the 
ircuit  1.   2,  3.   4.   .•),   6,   7,   8.  9.  10,   11,   12.   13,   14,  15,  16.   17.     The 


operator  at  Y  first  acknowledges  receipt  on  his  bell  key  by  ringing 
the  bell.  L,  at  X  (through  the  circuit  19,  20.  21,  8,  7.  fl,  6.  4,  2«. 
28.  24,  25,  17,  16.  15,  14.  13,  26),  and  then  holds  it  closed,  thereby 
deflecting  the  "current  indicating  needle,"  43,  Fig.  296,  at  X  to 
the  right.  This  informs  X  that  Y  has  furnished  X  current  and  he 
proceeds  to  remove  the  staff  by  turning  the  preliminary  .handle, 
45,  Fig.  296,  to  the  right  as  far  as  it  will  go,  which  raises  the  arm- 
ature up  to  the  magnet,  K,  transferring  the  current  from  bell  L, 
to  the  coil  K88,  through  the  circuit  19,  20,  21,  8,  7,  6,  5,  4,  22,  28, 


Fig.  291.  Fig.  292. 

Electric  Train  Staff  Instrument.     The  Union  Switch  &  Signal    Company. 
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Figs.  293-296 


BLOCK  SIGNALS,  Electric  Train  Staff.     U.  S.  &  S.  Co. 


Fig.  293.     Electric  Train 
Staff      Instrument, 
Mounted,  Showing 
Arrangement  of 
Lightning  Ar- 
resters. 


27,  28,  25,  17,  16,  15.  14,  13,  26,  and  at  the  same  time  closing  the  circuit  on  coil  K360, 
through  the  circuit,  1,  2,  29,  30,  28,  25,  after  which  the  preliminary  spindle  handle  is  per- 
mitted automatically  to  return  to  its  normal  position.  This  unlocks  the  revolving  drum.  8, 
Fig.  291,  and  indicates  the  fact  by  displaying  a  white  instead  of  a  red  disk  in  the  indicator, 
44,  Fig.  296.  The  operator  now  moves  the  end  staff  up  the  vertical  slot  into  engagement  with 
the  drum  (the  outer  guard  having  first  been  turned  to  the  right  position)  revolving  the 
latter  through  half  a  turn  using  the  staff  as  a  handle,  and  finally  withdraw^s  the  staff 
through  the  opening  at  48,  Fig.  296.  In  making  the  half  turn  the  drum  has  reversed  the  po- 
larity of  the  operating  current  thereby  throwing  the  instruments  at  X  and  Y  out  of  syn- 
chronism* with  each  other  and  moving  the  "staff  indicating  needle,"  42,  Fig.  296,  from 
"staff  in"  to  "staff  out."  Immediately  on  withdrawing  the  staff  the  operator  at  X  once  morjs 
presses  his  bell  key,  A,  which  indicates  to  the  operator  at  V,  by  moving  his  needle  from 
"staff   in"    to   "staff   out"  that   the   operation  is  completed. 

The   staff  is  now   delivered  to   the   train.    The    magnet,    K,    has    two    separate   coils,    one- 
energized  by  the  local  and  one  by  the  line  battery.      The  construction  of  this  magnet  is  sucl» 
that   when   the   currents    in   both   coils   flow  in  the    same    direction    the    lines    of    force     pass 
around   the   coi;es   and   connecting   straps,  thus  forming  no    point   of  attraction   for  the   arm- 
ature.     When  the  current  is  reversed   in  one  coil   the  lines  oppose  each   other  and  the  arm- 
ature, being  brought  to  the  point  of  attraction,  is  held  there.     The  polarity  of  the  local   cur- 
rent going  through  the  magnet,  K360,  Fig.  297,  is  never  changed.     The  polarity  of  the  current 
flowing  through   K88,   Fig.    297,   is  changed  every   time   the   staff   is  put    in  or   taken   out   of 
either  instrument.    This  puts  the   instruments  either    in    or    out    of    synchronkm.      With    the 
staff   out,    the   circuits   are   as    follows:    From  the  positive  side  of  the  battery  at  Y,  through 
19,   20,    21,    bell  key.   .\,  closed.  8,   7,   6,  5,    17.  25,   24,   23,    22,   4,   16,    15,    14,    18.    26,   to   the 
negative   side  of   the  battery  at  Y.    If  an  attempt  should  be  made  to  release  a  starff  by  turn- 
ing  the   preliminary    handle,   the  operating  current  would  be  transferred  from  the  bell,  L,  to 
coil,    K88,    through    19,    20,    21,   bell    key.    A,  closed,  8,  7,  6,  6.  17,  25,  28,  27,  28,  22,  4,  16, 
15,  14,  13,  26,  to  the  negative  side  of  the  battery  at  Y.     By  comparing  this  circuit  with  the 
one   described    for    releasing    the   staff    it    will  be  seen  that  in  the  former  the  currents  flowing 
through  coils  K360  and  K88  oppose  each  other,  and  in  the  latter  they  do  not,  which  prevents 
the  releasing  of  a  staff. 

On  arrival  of  the  train  at  Y  the  staff  is  delivered  to  the  operator,  who  places  it  in  the 
opening,  48,  Fig.  296,  of  his  instrument,  having  first  turned  the  outer  guard,  87,  Fig.  296, 
to  place,  moves  the  staff  into  engagement  with  the  drum,  9,  Fig.  294,  revolves  it  through 
one-half  turn,  using  the  staff  as  a  handle,  and  allows  it  to  roll  down  the  spiral.  He  then 
presses  his  bell  key  the  prescribed  number  of  ties,  thus  notifying  X  that  the  train  is  out  of 
the  section,  which  operation  also  moves  the  "staff  indicating  needle"  at  X  from  "staff  out" 
to  "staff  in."  The  operator  at  X  presses  his  bell  key  in  acknowledgment,  and  by  so  doing 
moves  the  "staff  indicating  needle"  at  Y  from  "staff  out"  to  "staff  in."  The  machines  are 
now  synchronized  and  another  staff  can  be  obtained  from  either  in  the  manner  outlined 
above.  The  staff  being  put  in  the  instrument  at  Y  the  circuits  are  as  follows:  From  the 
positive  side  of  the  battery  at  Y,  through  19,  20,  21,  bell  key.  A,  closed  at  Y,  through  8, 
14,  15,  16,  4,  22,  23,  24,  25,  17,  5,  6,  7,  18,  26,  to  the  negative  side  of  the  battery  at  Y. 
Should  a  release  be  required,  the  preliminary  spindle  at  X  would  be  turned  and  the  current 
transferred     from    the    bell    to    magnet     K88  through   the   following  circuit;    from   the    posi- 


*The  term  "synchronism"  as  here  applied  does  not  denote  the  same  condition  as  when 
used  in  connection  with  alternating  current  apparatus,  but  simply  means  that  the  polarity 
of  the  current  furnished  by  one  instrument  is  such  that  it  co-operates  with  that  in  the  other 
instrument  to  permit  the  release  of  a  staff. 


Numbers  Refer  to  List  of  Names  of  Parts  on  Page  38. 


Figs.  294-296.     Electric  Train  Staff  Instrument. 
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BLOCK  SIGNALS,  Electric  Train  Staff..   U.  S.  &  S.  Co. 


Figs,  297-299 
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Fig:  297.     Circuit  for  Electric  Train  StaflF. 


side  of  the  battery  at  Y  through  19,  20,  21,  bell  key  closed  at 
irough  8,  14,  15,  16,  4,  22,  23,  27,  28,  25,  17,  6,  «,  7,  13,  26, 
le  negative  side  of  the  battery  at  Y.  It  will  be  seen  that  the 
nt  flowing  through  the  magnets  K860,  K88,  are  again  opposing 
other,  consequently  a  staff  can  be  released. 

^ses  occur  where  it  is  desirable  to  allow  one  or  more  trains  to 
»  one  another  into  the  block  at  short  intervals  before  the  first 

has  passed  out  This  is  known  as  the  permissive  system  and 
sts  of  an  attachment  (Figs.  298.  299  and  808),  to  the  absolute 
ine  at  each  end  of  the  section  with  one  permissive  staff.  An 
ute  staff  is  always  locked  in  a  permissive  'attachment  when  it 
not  contain  the  permissive  staff. 

ow,  assuming  that  the  permissive  staff  (A,  Fig.  317)  is  at  X, 
lerate  this  feature,  an  absolute  staff  is  withdrawn  from  the 
iment  at  X  in  the  usual  manner  and  used  as  a  key  to  unlock 
ttachment  containing  the  permissive  staff,  which  is  then  taken 

The  opening  of  the  base  and  the  removal  of  the  permissive 
locks  the  absolute  staff  in  the  permissive  attachment  there  to 
n  until  the   permissive  staff  is  replaced.      The  permissive   staff 
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!-299.     Electric  Train   StaflF  with  Permissive 
and  Pusher  Attachments. 


consists  of  a  steel  rod  and  11  removable  rings,  any  one  of  which 
authorizes  a  train  to  pass  through  the  section  to  Y.  If  less  than  12 
trains  are  to  follow  each  other,  the  last  one  takes  all  the  remaining 
rings  and  the  steel  rod.  When  all  the  rings  and  the  rod  are  re- 
ceived at  Y,  the  operator  reassembles  them  into  the  complete  per- 
missive StaflF  which  he  then  places  in  the  base  of  his  permissive  at- 
tachment and  locks  it  there,  releasing  the  absolute  staff  already  in 
the  lock  of  this  instrument.  He  then  removes  the  absolute  staff 
which  he  restores  to  the  absolute  instrument  in  the  regular  manner. 
The  machines  are  now  synchronized  and  a  movement  can  be  made 
with  an  absolute  staff  in  either  direction,  and  from  Y  to  X  with 
the  permissive.  If  it  is  again  found  necessary  to  move  several 
trains  from  X  to  Y  under  the  permissive  system,  the  permissive 
staff  must  be  taken  out  by  Y,  as  before  described,  and  forwarded 
to  X  as  a  whole  by  the  first  train  moving  in  that  direction.  When 
the  train  receives  the  entire  permissive  staflf  it  confers  the  same 
rights  as  does  an  absolute  staff. 

Where  signals  are  used  to  indicate  to  an  approaching  train 
whether  or  not  it  will  receive  a  staff  (Fig.  318),  an  instrument 
known  as  the  staff  lever  lock  (Figs.  310-312)  is  attached  to  each 
lever  operating  such  signals.  To  clear  a  signal  the  staff  after  being 
withdrawn  is  first  used  to  unlock  the  lever  lock.  The  signal  is  then 
cleared  and  the  staff  removed  from  the  lock  and  delivered  to  the 
train.  To  insure  the  signals  being  restored  to  stop  position  behind 
the  train,  the  act  of  unlocking  the  signal  lever  opens  the  staff 
circuit  and  no  communication  can  be  made  between  the  two  staff 
stations  until  the  signal  is  at  stop  and  the  lever  locked  in  that 
position.  This  does  not  indicate,  however,  that  the  operator  will 
have  the  staff  ready  for  delivery  by  hand,  or  in  the  mechanical 
deliverer.  To  cover  this  point  an  electric  slot  is  attached  to  the 
signal  governing  train  movements  into  the  staff  section.  This  slot 
is  controlled  by  the  staflf  lever  lock  and  the  mechanical  deliv- 
erer (Figs.  318-325),  so  that  before  the  signal  can  be  cleared  the 
staff  must  be  released,  used  to  unlock  the  signal  lever  and  put  in 
the  staff  deliverer,  which  closes  the  circuit  on  the  electric  slot. 
The  signal  can  then  be  cleared.  With  this  arrangement,  therefore, 
a  clear  signal  cannot  be  given  until  the  staff  is  actually  in  the 
deliverer.  When  the  train  picks  up  the  staflF  the  circuit  in  the  slot 
is  opened  automatically,  putting  the  signal  to  danger.  The  signal 
cannot  again  be  cleared  until  the  operation  described  above  is 
repeated.  Fig.  309  shows  three  views  of  a  circuit  controller  attach- 
ment which  is  used  in  connection  with  electric  or  electro-pneumatic 
signals,  instead  of  the  mechanical  lock  (Figs.  310-313),  just  described. 
It  is  arranged  to  control  the  staff  and  signal  circuits.  The  circuits 
controlling  the  signal  for  a  movement  into  the  staff  section  cannot  be 
closed  until  the  staff  has  been  used  to  release  the  handle  of  the 
controller.  The  staff  can  then  be  taken  out  and  given  to  the  train, 
but  the  StaflF  circuits  will  remain  broken  until  the  handle  of  the 
circuit    controller     is     again     locked     in     its     normal    position. 

If  in  some  sections  there  is  a  siding  of  sufficient  length  to  hold 
a  train,  but  traffic  does  not  warrant  placing  a  staflF  block  station 
at  that  point,  a  special  instrument  (Figs.  304-307)  is  placed  at  the 
siding  which  enables  it  to  be  used  for  a  meeting  or  passing  point. 
The  operation  is  as  follows:  A  train  arriving  at  the  staflF  station  X 
has  not  time  to  proceed  to  Y,  but  can  proceed  as  far  as  the  siding. 


Figs.  300-303 


BLOCK  SIGNALS,  Electric  Train  Staff-    U.  S.  &  S.  Co. 


pusmvai 


Fig.  300.     Circuits  for  Pusher  Attachment,  Showing  Connections  when  Pusher  Staff  is  Out; 

Electric  Train  Staff.  System. 


The  operator  at  X  gives  the  train  the  staff  with  instructions  to 
proceed  to  the  siding.  Unlocking  the  switch  with  the  staff,  the 
train  takes  the  siding,  closes  and  locks  the  switch,  places  the  staff 
in  the  siding  instrument  and  turns  the  drum  to  the  right.  The  staff 
is  now  locked  in  the  instrument  and  the  staff  instruments  at  X  and 
Y  are  synchronized  and  the  fact  indicated  to  both  operators,  so  that 
trains  may  be  sent  through  the  section  in  either  direction.  When 
all  trains  having  precedence  over  the  one  in  the  siding  have  passed 
through  the  section  and  the  staffs  have  been  replaced  in  the  instru- 
ments, X  and  Y  acting  in  conjunction,  can  release  the  staff  at  the 
siding,  w*hich  on  being  removed  changes  the  circuits  so  that  no 
staff  can  be  released  at  either  X  or  Y.  The  train  on  the  siding 
then  closes  the  switch  with  the  staff  and  proceeds  to  Y  or  back  to 
X.  A  junction  or  diverging  line  may  be  situated  between  two 
points  most  suitable  for  staff  stations.  Such  points  can  be  con- 
trolled the  same  as  a  passing  *^iding. 


The  staff   is  also  used  as  a  key  to  unlock  siding  switches 
may  occur  between  staff  stations.     The  switch  lock  (Figs.  814-3 
so  designed   that   the  staff  cannot   be    removed   from    the   lock 
the  switch  is  set  and  locked  for  the  main  line,  thus  providinf 
tection  against  misplaced  switches. 

Another  adjunct  to  the  staff  system  is  known  as  the  f 
engine  attachment  and  staff.  It  is  used  on  heavy  grades 
pusher  engines  are  required  and  is  intended  to  obviate  the  nee 
of  the  pusher  engine  preceding  through  the  entire  staff  sectioi 
is  also  evident  that,  in  such  cases,  all  the  staffs  would  in  tii 
brought  to  the  bottom  of  the  grade.  It  consists  of  a  separate  1 
which  may  be  attached  to  any  absolute  staff  instrument  (Figs 
303),  and  contains  a  staff  of  special  design  (Nos.  5-8.  Fig. 
which  can  only  be  released  by  a  regular  staff,  though,  unlik 
permissive  staff,  it  can  be  out  of  its  receptacle  at  the  same 
as  the  regular  staff.    When  so  removed   it  opens  the  controUin 


Numbers  Refer  to  List  of  Names  of  Parts  on  Page  38. 


21      10      Id      17         14       20  18 

Figs.  301-303.     Pusher  Attachment  for  Electric  Train  Staff  System. 
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Figs.  304-307 
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Fig.   304.     Circuits   for    Intermediate   Siding    Staff    Instrument;  Electric  Train  Staff  System. 


of  thr  system  (Fig.  300),  preventing  any  other  movement  being 
until  it  has  been  returned  and  locked  in  the  pusher  attachment, 
operation  is  as  follows:  A  train  with  a  pusher  wishes  to  pro- 
from  Y  to  X.  X  releases  a  staff  at  Y  and  Y  uses  this  staff  to 
ic  the  pusher  staff.  Y  then  hands  the  regular  staff  to  the  train 
ho  pusher  staff  to  the  pusher  engine.  The  train  passes  through 
iction  and  delivers  the  regular  staff  at  X.  This  is  placed  in  the 
iment  there;  the  pusher  engine  retains  the  pusher  staff  and 
ns  to  Y.  Until  this  latter  staff  is  put  into  the  pusher  attdch- 
at  Y  and  locked,  the  staff  circuits  are  not  re-established  and 
her  staff  can  be  released, 
bsolute  staffs  can  be  furnished   in  two  pieces,  screwed  together. 


when  so  desirtd,  the  object  of  this  being  to  deliver  one-half  to  the 
engineman  and  the  other  half  to  the  conductor  of  the  train,  so  that 
should  a  train  break  in  two  and  part  remain  in  the  section,  the 
forward  portion  on  leaving  the  section  would  deliver  only  one-half  of 
the  staff  which  would  not  be  sufficient  to  unlock  the  machine. 

To  avoid  the  possibility  of  the  staff  belonging  to  one  pair  of  in- 
struments in  a  continuous  installation  being  used  to  unlock  one  of 
another  pair  at  either  end  of  the  block,  staffs  are  made  in  four  differ- 
ent patterns  (Nos.  1-4,  Fig.  317),  so  that  it  would  be  necessary  to 
carry  one  staff  improperly  through  three  entire  blocks  before  reaching 
one  where  it  would  fit  an  instrument. 


Letters  and  Numbers  Refer  to  List  of  Names  of  Parts  on  Page  38. 
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BACK  VIEW  WITH  COVER  REMOVED 
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Figs.  305-307.     Intermediate  Siding  Staff  Instrument;  Electric  Train  Staff  System. 


Figs.  3o8r309 


BLOCK  SIGNALS,  Electric  Train  Staff.     U.  S.  &  S.  Co. 


Fig.  308.     Permissive  Attachment  for  Electric  Train  Staff  System. 
Names  of  Parts  of  Permissive  Attachment,  Fig.  308. 


B 

Locking  Drum 

8 

Bed  Plate 

15 

Lock  Bar  Opera 

1 

Cover 

9 

Cover  Plate 

16 

Lock  Bar  Opera 

2 

Drawer 

10 

Cover  Bar 

17 

Crank  for  Open 

3 

Drawer  Lock 

11 

Eccentric  Lever 

18 

Dog  for  Operate 

4 

Cradle 

12 

Lock  Lever 

19 

Spring  for  18 

5 

Guard  Bar  for 

Permissive  Staff 

13 

Eccentric  Rod 

20 

Spring  for  14 

6 

Hinge  Pin 

14 

Lock  Bar  Operated  by  Permis- 

21 

Socket  for  19  an 

7 

Permissive  Staff  Shield 

sive  Staff 

22 

Stud  for  Cover 

f  1^  \ 

26  26 


20        23 


Fig.  809.     Circuit   Controller  Attachment  for  Electric  Train  Staff  System. 


Names  of 

Parts 

of  Circuit  Controller  Attachment 

,  Fig.  309. 

B 

Locking  Drum  and  Frame 

9 

Pivot  Pins 

18     Contact  Lever  0 

1 

Cover 

10 

Contact     Lever     Operated     by 

19     Contact  Spring  / 

2 

Contact  Spring  Bracket 

Eccentric 

20    Cam  for  Operatii 

3 

Contact  Spring  for  2 

11 

Contact  Spring  for  10 

21    Locking  Dog 

4 

Contact    Spring    ivith    Terminal 

12 

Hook  on  10  for  14 

22    Bearing  for  2Z 

Post 

13 

Pin  for  10  and  15 

23    Shaft 

6 

Terminal  Post 

14 

Spring  for  Releasing  Lever  10 

24    Bushing  for  Sha 

6 

Long  Terminal  Post  for  4 

15 

Eccentric  Rod 

25    Arm  for  Shaft  S 

7 

Short  Terminal  Post  for  4 

16 

Bracket  for  Contact  Levers  18 

26    Handle 

8 

Bracket  for  10 

17 

Separator 

BLOCK  SIGNALS,  Electric  Train  Staff.     U.  S    &  S.  Co. 


Figs.  310-317 


] 


©    ® 
15 


~^ 


Names    of    Parts    of    Staff    Lever 
Lock;  Figs.  310-312. 

B  Locking  Drum  and  Frame 

1  Cover 

2  Terminal  Board 

3  Two-Way   Terminal 

4  Bracket  for  Contact  Springs 

5  Contact  Spring  for  4 

6  Terminal  Post 

7  Lever  for  Contact  Springs 

8  Contact  Spring  for  7 

9  Pin  zvith  Cotters 

10  Eccentric  Rod 

11  Eccentric  Rod  Spring 

12  Plunger 

13  Plunger  Guide 

14  Stud  for  Holding  Cover  in  Place 

15  Insulating  Bushing 


Figs.  310-312.     StaflF  Lever  Lock  for  Electric  Train  Staff  System. 


Names  of  Parts,  Staff  Switch  Lock; 
Figs.  314-316. 

1  Case 

2  Cover 

3  Hinge  Pin 

4  Front  Plate  and  Base 
6    Locking  Dog 

6  Stud  for  Locking  Dog 

7  Tap  Bolt,  for  Fastening  Lock  to 

Lever 

8  Screw,  Fastening  ^  to  1 

9  Screw,  Fastening  4  /o  1 


'^.    313.     Staff    Lever    Lock    Applied    to    Saxby  & 
Farmer  Interlocking  Machine. 

^ames  of  Parts  of  Standard,  Pusher  and  Permissive 
Staffs;   Fig.   317. 

A  Permissive  StafF  Complete  with   Disks  and  Knob 

1  Absolute  Staff,  No.  1 

2  Absolute  Staff,  No.  2 

3  Absolute  Staff,  No.  3 

4  Absolute  Staff,  No.  4 

5  Pusher   Staff,   No.    1 
e  Pusher  Staff,  No.    2 

7  Pusher  Staff,   No.   3 

8  Pusher  Staff,  No.   4 


nrairr  VIEW  WITH  covQiiniovEO  siKViEwmsanoii 

Figs.  314-316.    Staff  Switch  Lock;  Electric  Train  Staff 
System. 


Fig.    317.  Standard,     Pusher     and     Permissive     Staffs; 
Electric  Train  Staff  System. 


Figs.  318-319  BLOCK  SIGNALS,  Electric  Train  Staff.    U.  S.  &  S.  Co. 


Fig.  318.     High  Speed  Staff  Catcher,  Electric  Train, Staff  System.     Cincinnati,  New  Orleans  &  Texas 


Fig.  310.     Staff  Catching  Apparatus;   Elec- 
tric Train  Staff  System. 


Names   of  Parts  of  Train  Staff  Catch- 
ing  Apparatus;   Fig.   319. 

A    Ring  Staff  Pouch 

B    Pouch  for  Permissive  Staff 

C    Pouch  for  Permissive  Staff  Disk 


BLOCK  SIGNALS,  Electric  Train  Staff. 


Figs.  320-325 
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Figs.  320-322.     Staff  Catcher.     Union   Pacific. 
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Figs.   323-325.    Staff   Catcher  and   Deliverer.    Great   Western  Railway  of  Engfland. 
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Figs.  326-336 
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Fig.  326.    Simple  Track  Circuit. 
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Fig.    327.     Track    Circuit    Occupied    by   Train    Moving      Fig.  328.     Track    Circuit    Occupied    by    Train    Movii 
from  Relay  to  Battery.  from  Battery  to  Relay. 


!J 


Fig.  329. 


Fig.  330. 
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Fig.  331 
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Fig.  332. 
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Fig.  333.  Fig.  334.  Fig.  335.  Fig.  336. 

Figs.  329-336.    Various  Arrangements  of  Cells  of  Battery  Used  on  Track  Circuits. 

THE   TRACK   CIRCUIT 


The  track  circuit,  which  is  the  vital  feature  of  modern  block 
signaling  and  has  made  the  present  high  development  of  the  art 
possible,  is  a  simple  electrical  device.  Its  essential  feature  is  a  sec- 
tion of  track  insulated  at  each  end  from  the  adjoining  sections  of  the 
track.  Each  rail  in  the  section  is  connected  to  the  ones  adjoining 
by  bond  wires,  for  the  purpose  of  making  a  continuous  conductor 
from  one  end  of  the  section  to  the  other.  The  contacts  made  by 
ordinary  rail  splices  are  not  good  electrically  owing  to  wear,  rust  and 
the  loosening  of  bolts.  Two  bond  wires  are  usually  used  at  each 
joint,  so  that  should  one  break,  the  circuit  will  remain  continuous 
through  the  other.  These  bond  wires  are  secured  to  the  rail  by 
means  of  "channel  pins"  or  other  suitable  devices.  On  electrically 
operated  roads  where  tracks  are  bonded  for  the  return  propulsion 
current  with  heavy  copper  bonds,  no  additional  bond  wires  are  neces- 
sary. At  one  end  of  the  insulated  track  section  a  battery  is  placed, 
the  positive  terminal  being  connected  to  one  rail  and  the  negative 
terminal  to  the  other.  At  the  other  end  of  the  section  a  relay  is 
connected  to  the  rails  in  a  similar  manner.  Fig.  826  shows  a  typi- 
cal track  circuit.  Current  flows  from  the  positive  side  of  the  battery 
through  the  lower  rail,  the  relay  and  the  upper  rail  back  to  battery. 
This  keeps  the  relay  energized. 

The  track  relay  is  a  development  of  the  instrument  of  the  same 
name  used  in  the  telegraph.  It  consists  of  an  electro-magnet  of  the 
horse-shoe  type,  provided  with  an  armature.  The  armature  is  at- 
tracted to  the  magnet  when  the  latter  is  energized  and  is  drawn 
away  by  gravity  or  by  a  spring  when  the  magnet  is  de-energized. 
The  armature  carries  one  or  more  fingers  for  making  or  breaking 
electric  circuits  through  points  or  stops.     (See  Figs.  2553-2612.) 

The  presence  of  a  pair  of  wheels  or  train  in  the  section  will  short- 
circuit  the  battery,  shunting  the  current  out  from  the  relay  and 
causing  its  armature  to  drop,  because  the  resistance  through  the 
wheels  and  axle  of  an  ordinary  car  or  engine  is  infinitesimal  com- 
pared with  that  of  a  relay  of  8%  ohms  or  more.  Consequently  the 
relay  is  deprived  by  the  wheels  and  axles  of  current  necessary  to 
maintain  its  attractive  power  for  the  armature.  The  minimum  re- 
sistance usual  in  track  relays  is  8%  ohms.  Fig.  827  shows  the  eflFcct 
of  a  train  on  the  track  circuit;  the  train  is  assumed  to  be  passing 
from  the  relay  end  to  the  battery  end  of  the  section.  The  effect 
would  be  the  same  should  the  train  move  in  the  opposite  direction 
with  respect  to  the  battery  and  relay  (Fig.  328),  except  that  the  relay 
would  not  release  quite  so  quickly.  This  is  in  part  due  to  the  self- 
induction  of   the  circuit  through  the  relay  coils,   the  rails  and  the 


axles  of  the  train.  It  is  due  more,  however,  to  small  leakage  fro 
the  adjoining  section  and  the  effects  of  stray  earth  currents  whi 
are  always  present  to  a  greater  or  less  degree.  A  broken  rail  wou 
also  open  the  circuit  and  de-energize  the  relay. 

Circuits  for  the  control  of  various  signaling  devices  arc  brok 
through  the  contact  points  of  the  track  relay.  Such  apparat 
cannot  be  operated  directly  by  the  track  circuit  because  to  furni 
them  with  sufficient  current  a  battery  of  large  electro-motive  for 
would  be  needed.  On  account  of  the  low  insulation  resistance 
the  ties  and  ballast  it  is  unwise  to  use  a  battery  of  more  than  ti 
volts  potential.  With  any  higher  voltage  the  leakage  from  rail 
rail,  especially  in  wet  weather,  becomes  equivalent  to  the  presen 
of  a  train  in  the  section.  For  the  same  reason  track  circuits  ca 
not  be  made  of  unlimited  length.  The  resistance  of  the  rails  al 
has  to  be  considered  in  determining  the  length  of  a  track  circuit. 

Almost   any  kind   of  closed  circuit   primary  battery  can  be   us 
to  supply  current  to  a  track  circuit,  but  in  practice  gravity  or  stora 
is  ordinarily  used.     Gravity  battery  is  used  to  a  greater  extent  thi 
any   other   type   of  primary   battery   on   account   of   its   suitability 
closed  circuit  work.     It  has  a  high  internal  resistance  compared  wi 
its  electro-motive  force,  and  therefore  will  not  exhaust  so  rapidly 
other  types.      Potash    or   soda   batteries   might   be   used  by   insertii 
resistance,  in  the  same  manner  as  with  storage  battery,  except  th 
they  are  found  not  to  be  so  economical  in  practice.     When  gravi 
battery  is  used  not  more  tlian  two  cells  are  usually  placed  in  seri< 
Figs.  329-336  show  various  arrangements  of  this  type  in  general  u 
for  track  circuits.     The  following  table  shows  the  maximum  curre; 
flowing  under  certain  given  conditions.     In  this  table  1.079   volts 
taken  as  the  maximum  initial   £.   M.   F.  of  a  gravity  cell,   and  tv 
ohms  as  the  minimum  internal  resistance  of  same. 

Maximum  current   (in  mil-amperes) 
Through  Through 

Track  shunted.    9-ohm  relay.    8^ohm  rela 

Fig.   329 539.5  98.09  196.18 

**       330 1079.0  107.9  239.78 

*•      331 1618.6  111.62  258.96 

*•      832 539.5  166.0  287.78 

•*       333 719.88  179.88  882.0 

••      334 1079.0  196.18  892.86 

"       335 1294.8  202.81  417.68 

'•       886 1618.5  208.84  446.48 
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Fig.  337.       Cut  Section     Track  Circuit. 

A  single  block  section  divided  in  the  middle  because  of  difficulty  in  operating  long  track  circuits. 


V 


Fig.  338.     Cut  Section  Track  Circuit— Train  in  Relayed  Half. 


Fig.  339.     Cut  Section  Track  Circuit— Train  in  Relaying  Half. 


Fig.  340.     Normally  Open  Track  Circuit. 


Fi?.  341.    Application  of  Normally  Open  Track  Circuit. 

For  the  purposes  of  the  above  table  the  resistance  of  the  rails, 
*°^  of  the  battery  and  relay  leads  is  disregarded,  also  that  of  the 
ties  and  ballast      In  calculating   the   table   Ohm's   law    is   used    in 

E  X  1000 
^  form  1    =   ,    where    I   is   the   current,    in   mil-amperes, 

(B  +  R) 
^  B  the  electro-motive  force  in  volts,  B  the  internal  resistance  of 
^  battery  in  ohms,  and  R  the  external  resistance  of  the  circuit 
(relay)  in  ohms.  The  factor  1000  is  used  in  the  numerator  to 
"^ucc  the  result  to  mil-amperes.  Where  cells  are  placed  in  multi- 
ples or  parallel  the  internal  resistance  of  the  battery  is  reduced 
">  proportion  to  the  number  of  cells ;  two  cells  reduce  it  to  ^,  three 
cells  to  1^,  etc.  Where  cells  are  placed  in  series  the  internal 
"^esistance  is  increased  proportionately  to  the  number  of  cells;  with 
^*o  cells  it  is  twice  as  much,  three  cells  three  times  as  much,  etc. 

The  electrical  characteristic  of  the  various  arrangements  is 
^^n  in  the  table.  Their  mechanical  characteristics  will  now  be 
considered.  Fig.  329  is  seldom  used  for  the  reason  that  should 
^^  jar  break  or  any  other  accident  happen  to  the  cell,  the  circuit 
*oul(i  fail  to  operate.  Fig.  330,  two  cells  in  multiple  or  parallel, 
^  the  usual  arrangement.  It  guards  against  failures  as  the  chances 
®^  accident  to  both  cells  at  the  same  time  is  remote.  Also  the 
^^  can  be  renewed  alternately,  thereby  assuring  a  uniform  out- 
P«  of  the  battery  as  a  whole.  Fig.  831,  three  cells  in  parallel,  is 
*  farther  derelopment  of  Fig.  330.     It  also  secures  a  slightly  lower 


Fig.  340a.     Normally  Open  Track  Circuit  Occupied  by 
Train. 

internal  resistance  with  consequent  increased  output.  Fig.  382, 
two  cells  in  series,  like  Fig.  329,  is  rarely  used,  and  for  the  same 
reason.  Fig.  333,  two  cells  in  multiple  with  one  in  series,  is  rather 
liable  to  failure,  but  has  electrical  advantage  as  can  be  seen  from 
the  table.  With  this  arrangement  it  is  customary  to  rotate  the 
cells  from  one  place  in  the  battery  to  another  at  the  times  of  in- 
spection and  renewal.  Fig.  334,  four  cells  in  series-multiple,  is 
frequently  used  for  long  or  wet  sections;  it  will  be  noted  that  it 
is  a  development  of  Figs.  330  and  332.  Fig.  335  is  a  development 
of  Fig.  333,  and  Fig.  336  of  Fig.  334. 

The  use  of  secondary  or  storage  battery  has  been  referred  to. 
When  this  is  used  it  is  necessary  to  insert  a  resistance  in  one  or 
both  battery  leads  to  restrict  the  flow  of  current  and  prevent  the 
battery  from  becoming  exhausted  by  the  passage  of  one  train,  and 
otherwise  injured  by  over-discharge,  as  explained  in  the  definition  of 
storage  batteries. 

Where  it  is  necessary  to  control  signaling  apparatus  by  track 
circuits  over-  such  a  length  of  track  that  one  circuit  would  not 
work,  two  or  more  circuits  are  employed.  The  control  circuits  may 
be  broken  through  the  relays  of  the  successive  track  circuits,  or 
•*cut  sections"  may  be  introduced.  Fig.  337  shows  this  latter  ar- 
rangement, which  consists  of  two  adjacent  track  circuits,  one  con- 
trolled by  the  other.  Kig.  338  shows  a  train  in  the  first  section. 
The  relay  R'  of  the  second  section  breaks  and  shunts  the  circuit 
of  the  first  section  when  the  train  is  in  the  second  (Fig.  339).  As 
with  the  single  track  circuit,  results  are  practically  the  same  which- 
ever way  the  train  is  moving.  It  should  be  noted  that  the  shunting 
eff'ect  of  the  back  contact  point  of  relay  R'  is  applied  to  the  track 
and  not  to  the  battery.  This  is  to  shunt  out  any  foreign  current 
that  may  have  leaked  into  the  section  and  would  b?  liable  to  ener- 
gize the   relay   R;   it   also  prolongs  the  life  of  battery   B. 

The  track  circuits  above  considered  were  normally  closed.  Nor- 
mally open  circuits  are  also  used  to  a  limited  extent.  Fig.  340 
shows  such  a  circuit.  Here  the  relay  is  normally  de-energized  as 
there  is  no  connection  between  the  rails.  The  presence  of  a  train 
on  the  circuit.  Fig.  340a,  picks  up  the  armature  opening  or  closing 
control  circuits  through  its  contact  points.  Current  flows  from 
positive  side  of  battery  to  one  rail,  through  wheels  and  axles  ol 
train  to  other  rail,  through  the  relay  and  back  to  battery.  This 
kind  of  circuit  is  used  principally  for  annunciators.  An  application 
to  a  crossing  is  shown  in  Fig.  341.  Here  only  one  rail  in  each  part 
of   the  circuit   is   insulated,   but  this   does  not  in   any  way   affect  its 
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Fig.  342.     "Single  Rail"  Track  Circuit,  Normally  Closed. 
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Fig.     343.     "Single     Rail"     Tra 
Circuit,  Normally  Open. 


h'i.^-^ 


u. 


^ 


Fig.  344.    Normally  Closed  Track  Circuits,  with  Normally  Open  Track  Circuit  Superimposed. 
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Fig.     345.     Simple     Polarized    Track     Circuit;  Fig.     345a.     Simple     Polarized     Track     Circuit;     P 

Pole  Changer  Nominal.  Changer  Reversed. 
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Fig.  346.     Cut  Section,  in  Polarized  Track  Circuit;  Pole  Changer  Normal. 
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Fig.  347.     Cut  Section,  in  Polarized  Track  Circuit;  Pole  Changer  Reversed. 


operation.  A  train  on  any  track  between  the  insulated  joints  will 
complete  a  circuit  as  in  Fig.  840a.  In  normally  open  track  circuits 
the  resistance  of  the  relay  should  be  lower  than  in  normally  closed. 
Their  use  is  necessarily  limited  to  track  sections  of  a  few  rail- 
lengths  only;  in  longer  sections  the  low  insulation  resistance  from 
rail  to  rail  would  allow  the  flow  of  enough  current  to  hold  up  the 
relay  after  a  train  had  passed  out  of  the  section.  Gravity  battery 
should  not  be  used  unless  the  traffic  is  very  heavy,  as  a  gravity  cell 
soon  deteriorates  and  becomes  inoperative  on  an  open  circuit. 

The  use  of  normally  open  track  circuits  is  also  limited  on  account 
of  the  fact  that  there  is  no  certainty  that  the  relay  will  pick  up. 
Any  failure  of  the  apparatus,  such  as  a  broken  rail,  exhaustion  or 
breakage  of  the  l^attery  cell,  breakage  at  any  of  the  wires  will  render 
the  apparatus  inoperative.  Such  failures  are  not  readily  detected 
as  they  merely  maintain  the  apparatus  in  its  normal  condition.  With 
a  normally  closed  circuit  the  reverse  is  true.  Here  any  failure  will 
be  almost  immediately  detected,  and  will  be  on  the  side  of  safety. 

Figs.  3i2  and  848  show  the  same  circuits  as  Figs.  326  and  840, 
except  that  only  one  rail  is  insulated;  they  are  sometimes  termed 
''single  rail"  circuits.  Installations  of  this  kind  are  made  to  avoid 
the  expense  of  two  insulated  joints  or  where  one  rail  is  needed  for 
another  circuit.  Such  track  circuits  are  more  liable  to  failure  than 
those  having  both  rails  insulated  for  the  reason  that  the  breakdown 
of  one  insulated  joint  will  extend  the  circuit  beyond  its  proper 
limits  and  cause  interference  with  neighboring  circuits  and  prema- 


ture  or  extended  shunting  of  the  relay  due   to  the  presence  of 
train  beyond  the  insulated  joints. 

Fig.  344  is  a  special  arrangenicnt.  A  normally  open  track  c 
cuit  is  placed  within  the  limits  of  a  normally  closed  circuit  Tl 
shows  one  advantage  of  insulating  only  one  rail.  The  uninsttlat 
rail  is  common  to  both  circuits  and  the  necessity  of  a  secoi 
"jumper"  to  carry  one  circuit  past  the  other  is  avoided.  Such 
arrangement  might  be  used  when  it  is  necessary  to  announce  a  tn 
from  some  point  within  a  signal  track  circuit. 

In  Figs.  345  and  845a  is  shown  a  track  circuit  in  which  t 
direction  or  "polarity,"  as  well  as  the  presence  of  current  is  XDk 
use  of  at  the  relay.  By  this  means  two  separate  functions  may 
performed  by  one  track  circuit,  provided  that  the  first  or  priocil 
function,  actuated  by  the  presence  (or  absence)  of  current,  does  i 
interfere  with  the  secondary  function,  actuated  both  by  the  preset 
of  current  and  its  polarity.  For  example,  in  a  two-arm  (home  i 
distant)  automatic  signal,  the  home  signal  is  controlled  by  its  i 
mediate  track  circuit,  while  the  distant  must  be  controlled  by  t! 
circuit  and  the  position  of  the  next  home  signal  in  advance. 

In  place  of  the  ordinary  track  relay,  one  of  special  desi 
called  a  polarized  relay  is  used.  Such  a  relay  is  constructed  1 
an  ordinary  track  relay,  except  for  the  addition  of  a  polarii 
armature.  In  its  simplest  form  this  armature  would  consist  oi 
permanent  magnet,  one  extremity  of  which  would  be  free  totw: 
between   the   pole  pieces   of   the   electro-magnet.     As   like   magiM 
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Figs.  348-353 


Fig.  348.     Polarized  Track  Circuit  with  Cut  Section,  Relaying  Section  Occupied  by  Train. 


Fig.  349.    Wedged  Switch  in  Track  Circuit. 

Switch  rail  separated  by  wedges  from  electrical  connection   with   main  rail. 
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Fig.  350.     Switch  in  Track  Circuit;  One  Rail  Cut  Out. 
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Fig.  351.     Insulated  Switch,  with  Siding  Rails  Electrified  to  Fouling  Point,  DE. 


Fig.  352.    Insulated  Switch,  with  Fouling  Protection.     Chicago  &  North-Western. 
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Fig.  353.    Siding  Crossover  in  Track  Circuit.     Chicago  &  North-Western. 


poles  repel  each  other  and  unlike  attract,  and  as  a  reversal  of  the 
direction  of  flow  of  current  in  the  coils  of  an  electro-magnet  reverses 
^  polarity  of  the  magnet,  it  can  readily  be  seen  that  with  the 
track  circuit  flowing  in  one  direction,  the  polarized  armature  would 
^  attracted  to  one  pole  of  the  magnet,  and  vice  versa.  Change  of 
<lirection  in  the  track  circuit  current  is  affected  by  the  pole  changer 
>bown.  This  is  actuated  by  any  desired  means,  such  as  a  lever, 
tignil  arm,  etc.  Current  flows  from  positive  side  of  battery  through 
left'hand  arm  of  pole  changer,  through  lower  rail,  relay,  upper  rail, 
^t-hand  arm  of  pole  changer,  back  to  battery.  The  polarized 
^noature  carrying  contacts  is  deflected  to  the  left  and  makes  con- 
*«t  with  the  front  point  With  the  pole  changer  to  be  reversed 
(Fig.  845a),  current  flows  from  positive  side  at  battery  through  the 
kft  arm  of  pole  changer,  upper  rail,  relay,  lower  rail,  right-hand 
•na  of  the  pole  changer,  back  to  battery,  and  the  polarized  armature 
is  deflected  to  the  right,  making  contact  with  the  back  point  It 
slxmld  be  noted  that  in  both  cases  the  neutral  or  ordinary  arma- 
ture is  attracted  as  in  an  ordinary  track  circuit.  Thus  a  circuit 
^rely  separate  from  one  through  the  neutral  points  can  be  con- 
^Ued  from  beyond  the  track  circuit,  by  means  of  the  track  circuit 
'tielf  without  interfering  with  one  through  the  neutral  points. 

Flgi.  S40  and  S47  ibow  how  a  "cut  section*'  may  be  introduced 
into  a  polarized  track  circuit     Here  a  polarized  relay  is  used  at  the 
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end  of  the  right-hand  section  to  reverse  the  polarity  of  the  circuit 
for  the  left-hand  section.  This  relay  acts  exactly  as  above  de- 
scribed with  relation  to  the  pole  changer.  Its  polarized  armature 
fingers  are  made  to  take  the  place  of  a  mechanical  pole  changer, 
thus  repeating  the  action  of  the  mechanical  pole  changer  to  the  left- 
hand  section.  Fig.  346  shows  the  normal  condition  of  the  two 
circuits.  Fig.  347,  their  condition  when  the  mechanical  pole  changer 
is  reversed.  It  should  be  noted  that  the  neutral  point  at  the  cut 
section  relay  breaks  and  shunts  the  circuit  in  the  rear  just  as  in  an 
ordinary  cut  section  (Figs.  887-839)  to  transmit  the  shunting  effects 
of  a  train  in  the  right-hand  section  to  the  other  (Fig.  848). 

Where  switches  occur  in  a  track  circuit,  special  means  must  be 
employed  to  prevent  short  circuiting  through  the  switch  rods,  and 
leakage  to  the  turnout  rails.  Fig.  840  shows  the  simplest  method 
of  accomplishing  this.  Wedges  are  placed  under  the  normally  open 
point;  these  wedges  are  not  in  contact  with  the  main  track  rail  or 
the  tie  plates.  They  raise  the  switch  point  off  the  tie  plates  when 
it  is  open,  but  allow  it  to  rest  on  them  when  closed.  Two  insulated 
joints  are  installed  in  the  turnout  tracks,  one  just  behind  the  heel 
of  the  frog  and  the  other  at  the  end  of  the  stock  rail.  This  method 
is  objectionable  for  any  metallic  substance  lodging  between  the 
wedges  and  tie  plates  will  cause  a  short  circuit 

Another  method  is  shown  in  Fig.  850.     One  rail  is  cut  out  of  the 
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Fig.  354.     Main  Line' Crossover  in  Track  Circuit  (Left-Hand  Running).     Chicago  &  North-Western. 
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Fig.  355.     Switch  Wiring  and  Fouling  Protection.     Southern  Pacific. 


Fig.  356.     Protection  for  Switch  in  Main  Track  and  Derail  in  Siding. 


Fig.  357.     Protection  for  Switch   and  Siding   Derail;    Siding    Rail   in    Series. 


circuit  and  a  "jumper"  used  to  carry  the  current  around.  The 
objection  to  this  is  that  the  dead  rail  might  break  and  no  protection 
be  afforded.  Also  it  requires  two  insulated  joints  in  the  main  track, 
which  is  undesirable  (because  insulated  joints  in  main  track  are  some- 
what expensive  to  maintain),  and  should  be  avoided  when  possible. 

The  most  usual  method  is  shown  in  Fig.  351.  flere  the  switch 
rods,  A,  are  insulated  and  the  insulated  rail-joints  differently  ar- 
ranged. One  is  placed  at  C  as  above;  another  at  B  in  switch  rail 
between  main  track  rails,  and  two  others,  D  and  £,  at  the  fouling 
point  of  the  turnout.  The  switch  points  are  bonded  to  the  stock 
rails  to  insure  shunting  by  a  pair  of  wheels  on  any  part  of  the  track. 
For  the  same  reason  the  upper  main  line  rail  is  connected  to  the 
lower  turnout  rail  by  the  "jumper,"  F-G.  This  insures  a  shunt 
should  a  pair  of  wheels  stand  anywhere  within  the  fouling  point. 
It  is  desirable  to  have  this  jumper  connect  at  the  point  G,  midway 
between  the  insulated  joints,  to  insure  maximum  amount  of  live 
track  in  case  of  a  broken  rail  between  C  and  E.  If  this  "jumper" 
were  not  used  and  the  insulated  joint,  C,  on  the  turnout  dispensed 
with,  both  turnout  rails  would  be  of  the  same  polarity  and  no  shunt 
would  be  effected.  The  joints,  B  and  C,  should  be  opposite  each 
other  in  order  to  avoid  a  dead  section  of  track  between  them. 

Fig.  852  shows  a  method  of  guarding  against  a  broken  wire  or 
rail  within  the  fouling  distance  on  the  turnout.  Here  an  insulated 
joint  is  placed  in  the  main  track  near  the  switch,  and  a  jumper  run 
from  each  side  of  it  to  the  fouling  section  of  the  side  track  rail. 
This  puts  the  turnout  rails  in  series  with  the  main  track  and  a 
broken  wire,  or  rail  would  open  the  circuit.  No  provision  is  made 
for  similar  protection  of  the  inner  turnout  rails,  however.  In  Fig. 
853  is  shown  how  the  above  protection  is  applied  to  a  siding  cross- 
over.    Fig.  354  shows  the  same  applied  to  a  main  line  crossover. 

All  the  above  methods  of  running  track  circuit  through  switches 
show  no  protection  against  an  open  switch.  Fig.  355  shows  how 
such  protection  is  usually  provided.     The  wiring  of  the  track  is  the 


same  as  shown  in  Fig.  351.  An  additional  switch,  however,  occur* 
in  the  siding,  and  this  is  merely  shunted  in  as  far  as  the  main  line 
fouling  point.  Two  wires  arc  used  for  the  jumper  so  as  to  g»te 
protection  should  one  break.  These  are  soldered  to  separate  bond 
wires  at  a  convenient  joint  (Detail  A),  because  if  they  were  tapped 
into  the  main  track  rail  at  separate  points  and  the  rail  should  break 
between  them,  there  would  be  no  protection  against  this  broken  rail 
A  detail  of  the  frog  bonding  is  also  shown.  This  guards  against  a 
broken  frog  to  a  certain  extent.  Protection  against  an  open  switch 
is  secured  through  the  switch  instrument  or  "switch  box"  shova 
in  enlarged  detail.  The  lever,  moved  by  the  rod  attached  to  the 
normally  closed  point  of  the  switch,  brings  the  upper  set  of  sprinfs 
into  contact  with  a  similar  set  below  them  (not  shown)  when  tlie 
point  is  open  %  inch  or  more.  The  upper  set  of  springs  are  con- 
nected by  two  wires  to  one  rail  of  the  main  track  and  the  lower 
set  to  the  other  rail,  as  shown.  When  the  two  sets  of  springs  come 
into  contact  the  result  is  the  same  as  the  presence  of  a  train,  namely, 
a  short  circuit.  Four  upper  and  four  lower  springs  are  used  in  mul- 
tiple, to  guard  against  failure  of  any  one  pair  and  to  provide  a  low 
resistance  circuit. 

Fig.  356  shows  a  slightly  different  method  of  arrangement  with  tke 
switch  box  shown  diagrammatically.  The  track  circuit  is  transposed 
and  the  contact  springs  shunt  the  circuit  as  above,  but  around  the 
insulated  joint  instead  of  across  the  track.  In  this  figure  is  also  shown 
a  switch  box  worked  by  a  siding  derail  which  shunts  the  main  trade 
rails  when  the  derail  is  closed.  The  main  track  is  shunted  rather 
than  the  siding,  because  a  broken  wire  or  rail  in  the  siding  woaM 
render  the  shunt  inoperative. 

Fig.  857  illustrates  a  method  of  switch  protection  which  is  some- 
what elaborate.  Under  normal  conditions  current  flows  from  battery 
through  upper  rail  to  insulated  joint,  thence  through  jumper,  upper 
pair  of  switch  box  contacts,  through  two  middle  right-hand  switch 
box    binding    posts,    through    jumper,    outside    siding    rail,    throofb 
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Figs-  358-360 
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Fig.  358.    Transposition  and  Protection   for   Two   Switches. 


Fig.  359.     Protection  for  Main  Line  Crossover  and  Slip  Switch. 


Fig.  360.     Track  Circuit  for  Main  Line  Crossover.     Illinois  Central. 


rail  switch  box  in  same  manner  as  first  switch  box,  to  upper  main 
ck  rail,  through  relay,  back  on  lower  main  track  rail  to  battery, 
len  either  switch  or  derail  is  reversed  the  run  around  jumper 
ruit  is  opened  and  the  relay  shunted  by  the  switch  box.  These 
tch  boxes  are  provided  with  two  normally  closed  and  two  nor- 
ly  open  contacts  instead  of  four  normally  open  as  in  previous 
mples.     In  this  figure  a  control  circuit  is  shown  carried  through 

pair   of   closed    contacts    in    each    box.    This    circuit    would    be 
:en  with  either  switch  or  derail   reversed.    This  represents  a  line 
\  controlling   the   signal    and    is   provided   as   an    additional    pre- 
ion.     A  switch  indicator  is  also  shown  at  the  derail. 
•ig.   358  shows  two  switches  close  together.     Here  the  track  cir- 

Ls  transposed  by  means  of  a  run  around  jumper  between  the 
:hes-  Current  passes  from  upper  rail  right-hand  side,  through 
>cr  to  lower  rail  left-hand  side  and  from  upper  rail  left-hand  side 
igh  frog,  switch  point,  to  lower  rail  through  bond  wires,  also  in 
llel  in  a  similar  manner  through  the  other  frog  and  switch  point. 
switch  boxes  shunt  the  circuit.  No  switch  boxes  are  used  at  the 
il  and  siding  switch  because  these  are  controlled  mechanically 
the  main  Jinc  switches.  Many  roads,  however,  use  switch 
s  even  at  both  ends  of  pipe  connected  or  plunger  locked  switches 
derails  as  an  extra  precaution.  Fig.  359  shows  a  similar  ar- 
ement  as  applied  to  a  crossing  with  a  single  slip  switch  and 
over  between  two  main  tracks.  All  the  switch  boxes  must 
t  both  main  tracks  because  with  any  switch  oi>en  a  train  might 

both  tracks. 

\%.  860  illustrates  what  is  perhaps  the  highest  development  of 
over  protection.  Here  the  rails  of  the  crossover  are  made 
a  separate  track  circuit  whose  relay,   when  de-energized,  shunts 

main  line  circuits.  The  relay  may  also  be  made  to  break  one 
lore  siflToal  control  circuits,  as  was  done  by  switch  boxes  in  Fig. 

The  switch  box  wiring  is  the  same  as  that  illustrated  in  Fig. 
eiDCCpt  that  one  pair  of  springs  in  each  box  is  normally  closed 
breaks  the  crossover  track  circuit   with  either  switch  open.     It 


is  obvious  that  a  broken  crossover  rail  will  cause  the  shunting  of 
both  main  line  circuits,  also  that  a  single  engine  or  car  standing  on 
the  crossover  with  both  switches  closed  would  produce  the  same 
result. 

Figs.  361-363  show  the  New  York  Central  standard  circuits  for 
switch  protection.     They  are  all  similar  to   Fig.   355. 

Where  one  track  crosses  another  at  grade  means  must  be  pro- 
vided to  carry  the  track  circuits  through  or  around  the  crossing 
frogs.  Figs.  364-367,  inclusive,  illustrate  how  this  may  be  done.  In 
Fig.  364  the  horizontal  track  circuit  goes  through  and  the  other  is 
carried  around  the  frogs  by  jumpers.  In  Fig.  365  there  is  only 
one  circuit,  which  is  transposed  at  the  frog.  Fig.  366  is  used  in- 
stead of  Fig.  364,  when  the  crossing  is  at  or  near  a  right  angle 
and  insulated  cannot  easily  be  placed  in  the  frog  rails.  Fig.  367  is 
a  development  of  Fig.  366,  and  is  the  most  usual  method,  never- 
theless in  order  to  guard  against  broken  rails  or  frogs  it  is  desirable 
to  have  as  little  dead  track  as  possible. 

Fig.  368  shows  how  single  rail  circuits  (see  Figs.  342-344)  may 
be  used  where  there  is  foreign  current  that  might  interfere  with  a 
two-rail  circuit.  The  cross  bonding  beyond  the  track  circuit  does 
away  with  any  difference  of  potential  which  might  otherwise  exist 
between  the  rails,  and  the  foreign  current  is  carried  past  through 
the  lower  rail^  which  is  made  common  to  all  the  track  circuits.  Fig. 
369  shows  another  method  of  accomplishing  the  same  results,  which 
may  be  used  with  a  short  isolated  circuit.  While  allowing  both 
rails  to  be  used  for  a  track  circuit  the  cross  bonds  are  installed  as 
above,  and  foreign  current  is  carried  past  through  a  jumper  connect- 
ing these  bonds.  In  Fig.  370  is  shown  an  electric  railroad  crossing 
two  tracks  of  a  steam  road.  The  track  circuits  of  the  steam  road 
are  carried  around  as  in  Fig.  367,  but  to  avoid  leakage  as  far  as 
possible  the  trolley  track  is  cross  bonded  on  each  side  of  the 
frogs  to  prevent  any  difference  of  potential  that  might  otherwise 
exist  between  the  rails,  and  all  members  of  the  frogs  are  bonded 
together  and  to  the  heavy  central  jumper  connecting  the  cross  bonds. 


Figs.  361-370 
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Figs.  361-363.     Switch  and  Crossover  Protection.     New  York  Central  &  Hudson  River. 


Fig.  364.     Track  Circuits  Through  Crossing;  Two  Rails 
Continuous. 


Fig.   365.    Transposition    of  Track    Circuit   at 
Crossing. 
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Fig.  366.    Track  Circuits  Through  Crossing;  One  Rail 
Continuous. 
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Fig.   367.    Track   Circuits   Through    Crossing; 
Four  Jumpers. 
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Fig.  368.     Protection  against  Foreign  Currents:  "Single  Rail"  Track 
Circuits;  Jumpers  at  Each  End. 


^ 


^ 


Fig.  3(59.     Foreign   Current   Protect 
Isolated  Two-Rail  Track  Circii 
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i'^ig.  370.    Bonding  at  Crossing  of  an  Electric  Railroad. 
Chicago  &  North-Western. 


BLOCK  SIGNALS,  Automatic;  Circuits. 


Figs.  371-373 
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Fig.  371.    Arrangement  of  Track  Circuit  and  Connections  for  Normal  Clear  Automatic  Block  Signal. 

In      Fig.   871,   if  a   car  or   train   occupies   the  track  between   the        turc   to   drop,    opening   the   local   circuit,   de-energizing   the    magnet,. 
insulatc<i  joints.  J,  J,  it  shunts  the  relay  R.     This  allows  its  arma-        which,  when  energized,  holds  the  signal  in  the  clear  position. 


Fig.  372.    Arrangement  of  Circuits  for  Normal  Clear  Automatic  Signals;  Line-wire  Control  for  Distant  SignaL 


In  Fig.  372  the  home  arms  are  controlled  as  shown  in  Fig.  371. 
Each  home  arm  when  moved,  moves  its  tvifo  circuit  controllers; 
one  to  control  the  circuit  to  its  distant  signal,  one  block  in  the  rear, 
and  the  other  to  control  the  distant  arm  on  its  own  post.  For  control 
of  the  distant  one  block  back,  current  flows  from  the  main  battery 
through  the  second  contact  on  the  track  relay,  to  the  circuit  con- 
troller, and  thence  over  the  line  to  and  through  one  of  the  controllers 
at  the  signal  in  the  rear  and  to  the  electromagnet  there  controlling 
the  distant  arm;    thence   back   over   the   common    return    wire.      The 


Scr//m/y^S 


control  by  a  home  signal  of  the  distant  arm  on  its  own  post  (whiclr 
primarily  is  controlled  by  the  home  arm  one  block  in  advance),  is^ 
to  avoid  an  apparently  inconsistent  indication  when  the  home  arm  is 
at  stop,  while  the  distant,  so  far  as  its  own  section  is  concerned, 
might  be  clear.  The  home  arm  can  put  the  distant  to  caution,  but 
cannot  clear  it,  except  when  the '  home  arm  in  advance  is  clear. 
Switch  indicators  are  shown  connected  in  series,  operated  by  contacts- 
on  track  relays. 
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%  373.     Arrangement  of  Circuits  for   Normal   Clear  Clockwork  Disk  Signal,  with  Overlap. 

&  Signal  Company. 


The  Union  Switch 


I"  Fig.    373    are    illustrated    the    control    circuits    for    the    clock- 

*"'k   disk    signal.     Figs.     899-400.       The     signal     is     placed     within 

''"^   block    as     shown,     the     object     of     this     being     to     allow    the 

^"Rineman    to    sec    the    signal     go    to    the    stop    position     for    his 

''^ain.     If    it    docs    not    change    before    he    reaches    it,    he    is    to 

'^'^Rard  it  as  a  stop  signal.    As  a  train,  approaching  signal  X,  passes 

^^  insulated   joints   near  battery   B,   it  shunts  relay   B,   which   con- 

''"ols  relay  A   through    its  lower   armature  contact.     Relay  A    is   dc- 

^'^ergizcd  and    breaks   the   circuit   which   is   holding  signal    X   clear, 

*'^^  the   signal    assumes    the    stop    position.     Thus,    if   either    relay 

^r  any  reason   fails   to    open,   the   signal    will    remain   in   the   clear 

'^ition  and  the  engineman   will  regard  it  as  if  it  had  been  in  the 

**op  position  when  he  approached.     As  the  rear  of  the  train  passes 

^  next    iMiir    of    insulated    joints,    relay    B    picks    up    but    relay 

^    remains     de-energized,     because     the     train     now     occupies     the 


track  circuit  from  which  it  receives  energy,  and  signal  X  conse- 
tiuently  remains  in  the  stop  position.  When  the  train  passes  the  in- 
sulated joints  near  battery  B',  relay  B'  is  de-energized,  causing  signal 
Y  to  go  to  the  stop  position  (as  already  explained)  and  also  de-ener- 
gizing the  40-ohm  line  relay,  C,  which  is  controlled  through  the 
upper  armature  contact  of  relay  B'.  Relay  C  in  turn  opens  battery 
A,  which  is  the  source  of  energy  for  relay  A,  therefore  relay  A 
still  remains  dc-cncrgizcd,  holding  signal  X  in  the  stop  position. 
When  the  train  passes  the  last  pair  of  insulated  joints  shown,  relay 
B'  picks  up,  energizing  relay  C,  which  closes  battery  A  and  ener- 
gizes relay  A,  restoring  signal  X  to  the  clear  posUion. 

Thus  each  signal  is  provided  with  an  "overlap"  which  holds  it 
in  the  stop  position  until  the  train  has  passed  a  point  500  feet  (or 
more)  beyond  the  next  signal  in  advance. 


Figs.  374-376 


BLOCK  SIGNALS,  Automatic;  Circuits. 
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Fig.  374.     Normal  Clear,  Line-Wire  Distant  Control   and   Full-Block  Overlap.     Pennsylvania  Railroad. 

Same  as  Fig.   372,  but  with  each  home  signal  controlled  by   the       marily  by  (1)  its  own  track  relay,  and  (2)  through  a  wire  from  the 
track  relay  of  two  blocks  in  advance,  instead  of  only  one.    Thus  the       track  relay  of  the  block  in  advance, 
home  signal   at   the  extreme   left   of   the   drawing   is   controlled   pri- 
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Figs.  375-376.     Arrangement  of  Circuits  for  Normal  Clear  Three-Position   Signals    (Upward  Inclination)    on  the 

Great    Northern    Railway.     General    Railway    Signal  Company. 


THREE-POSITION   SIGNALS,    LINE   CONTROL. 

Figs.  373  and  376  arc  continuous  with  one  another  and  show 
•diagrammatically  the  circuits  used  in  a  normal  clear  automatic  signal 
installation  on  the  Great  Northern.  The  signals  are  the  General  Kail- 
way  Signal  Company's  three  position  upper  quadrant  type  similar 
to  those  shown  in  Figs.  420-434.  The  45*  or  caution  position  of 
each  signal  is  controlled  by  the  points  of  the  track  relay  at  the 
«ame  location.  The  90°  or  clear  position  is  controlled  by  a  line 
relay  whose  circuit  originates  at  the  signal  in  advance.  For  ex- 
ample, the  control  circuit  for  the  line  relay  at  signal  542  takes 
energy  from  the  battery  at  signal  522.  Through  the  track  relay  and 
to  the  signal  it  is  part  of  the  circuit  which  controls  the  caution 
position  of  signal  622.  Just  before  reaching  the  sigfnal,  a  tap  is 
taken  off  and  carried  through  the  circuit  controller  (closed  in  cau- 
tion and  clear  positions)  over  line  wire,  marked  "third  position  542," 
through  coil  of  line  relay  at  signal  542,  through  the  lower  contact 
on  the  track  relay  there,  and  to  common.  Track  sections  are  relayed 
through  cut  sections  when  necessary.  Switches  are  protected  by 
extending  the  track^  circuits  to  the  fouling  point  and  shunting 
through  switch  boxes.  Switch  indicators  are  provided.  They  are 
controlled  by  circuits  tapped  off  of  the  third  position  circuit  for 
the  signal  two  blocks  in  the  rear,  carried  through  a  point  of  the 
last  cut  section   relay  in   that  block,   point   of   track  relay   for  block 


governed,  through  the  indicator,  to  common.  Indicators  are  con- 
nected in  multiple.  With  this  circuit  warning  is  given  at  the  switch 
when  train  is  approaching  second  signal  in  the  rear  and  if  the 
switch  is  opened  the  train  is  given  a  caution  indication  at  that 
signal  and  a  stop  indication  at  the  home  signal  for  the  block  in 
which  the  switch  is  located. 

THE  POLARIZED  "WIRELESS"  SYSTEM. 

Figs.  377-370  show  how  the  polarity  of  a  track  circuit  is  used 
by  the  Union  Switch  &  Signal  Company  in  the  control  of  signals. 

In  Fig.  377  the  home  and  distant  signals  are  on  the  same  posK- 
The  home  signal  is  controlled  directly  by  contacts  on  the  neutral 
armature  of  the  track  relay.  The  distant  signal  circuit  is  passe<J 
through  this  contact  on  the  neutral  armature  and  also  through  the  on^ 
on  the  polarized  armature.  The  distant  signal  is,  therefore,  put  »** 
the  caution  position,  either  by  home  track  circuit  or  by  the  hoin^" 
signal  in  advance,  which  reverses  the  polarity  of  the  track  circui* 
by  means  of  the  pole  changer;  it  is  also  pvit  to  caution  whenever 
the  home  signal  on  the  same  post  goes  to  stop,  by  means  of  ^ 
circuit  controller  operated  by  the  home  arm. 

The  presence  of  a  train  in  the  section  de-energizes  the  trade 
relay  and  both  arms  assume  the  horizontal  position.  This  is  also 
^onc  by  the  opening  of  a   switch  as  shown  near  the  right  of  the 
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BLOCK  SIGNALS,  Automatic;  Circuits. 


Figs.  377-380 
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377.     Arrangement  of  Circuits  for  Normal  Clear  System;   Distant   Signals   Controlled  by   Polarized  Track 

Circuit.     The  Union  Switch  &  Signal  Company. 
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378.     Circuits  for  Normal  Clear  System,  Polarized    Track  Circuits  Controlling  Distant  Signals  on  Separate 

Posts.     The  Union  Switch  &  Signal  Company. 
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g.  379.     Circuits  for  Normal  Clear  System  with  Overlap,    No    Distant   Signals:    Polarized   Track   Circuit    Con- 
trolling Home  Signals.     The  Union  Switch  &  Signal   Company. 


ire,  the  track  circuit  being  shunted   through   the   contacts   in    the 
tch  box  (see  Fig.  855). 

At  the  signal  on  the  extreme  left  of  Fig.  377  all  parts  of  the 
►aratus  are  in  their  normal  position.  The  relay  is  energized  with 
rent  of  the  right  polarity  to  close  its  polarized  contact,  and  the 
mits  for  both  arms  are  closed,  holding  them  clear.  At  the  second 
lal  from  the  left  the  relay  is  energized,  but  with  current  of  the 
Jng  polarity  to  close  the  polarized  contact.  The  circuit  for  the 
ne  arm  is  cjosed  (by  the  neutral  contact),  but  the  circuit  for  the 
tant  arm  is  broken  at  the  polarized  contact  which  is  open.  At 
third  signal  from  the  left,  the  relay  is  de-energized,  being 
mted  by  the  switch  box,  mentioned  above.  This  opens  the 
cult  for  both  arms  at  the  relay;  the  distant  circuit  is  again 
>ken  by  the  circuit  controller  on  the  home  arm.  The  pole  changer, 
0  operated  by  the  home  arm  and  controlling  the  current  from 
;  track  battery,  is  here  reversed,  which  results  in  the  caution 
sition  of  the  distant  arm  at  the  next  signal  in  the  rear.  At  the 
I'nal  on  the  extreme  right  the  apparatus  is  normal. 


If  the  switch  should  be  closed  the  relay  at  the  next  signal  in  the 
rear  (now  open)  would  be  energized,  closing  both  contacts.  The 
home  arm  clears  at  once  and  when  clear  completes  the  circuit 
for  the  distant  arm  on  the  same  post;  it  also  operates  the  pole 
changer.  The  pole  changer  is  arranged  to  "snap"  over,  so  as  to 
allow  the  relay  (at  the  second  signal  from  the  left)  to  be  de-ener> 
gized  for  only  an  instant  when  the  change  in  polarity  takes  place. 
This  closes  the  polarized  contact,  completing  the  circuit  that  clears- 
the  distant  arm.  By  using  the  mechanism  shown  in  Fig.  427,  these 
circuits  may  be  used  for  a  three-position  signal.  The  use  of  the 
back  contacts  on  the  relays  is  explained  in  connection  with  Fig.  420. 

Fig.  378  is  a  circuit  diagram  for  home  and  distant  signals  with 
polarized  track  circuits,  where  the  distant  signal  is  not  on  the  same 
post  with  a  home  signal.  The  distant  signal  is  controlled  by  the 
track  circuit  imn:ediately  in  advance  through  a  neutral  contact  of 
the  relay,  and  by  its  home  signal  through  the  pole-changer.  The 
home  signal  is  controlled  by  both  of  the  track  circuits  as  one  is 
relayed  by  the  other  at  the  distant  signal. 
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^.380.    Arrangement  of  Circuits  for  Normal  Clear  "Wireless"  System,  Distant  Signals   Controlled  by  Polarity 

of  Track  Circuit.     Hall  Signal  Company. 


Figs.  381-384 


BLOCK  SIGNALS,  Automatic;  Circuits. 


Fig.  380  shows  a  "wireless"  track  circuit  arrangement  for  auto- 
matic block  signals  designed  by  the  Hall  Signal  Company. 

The  distant  signal  is  controlled  by  a  change  of  polarity  in  the 
track  circuit  acting  on  a  special  differential  relay  with  six  coils. 
Foar  of  these  are  double  wound,  and  the  other  two  act  as  an 
ordinary  track  relay.  The  local  signal  battery  acts  on  one  set  of 
windings  and  current  from  the  track  circuit  on  the  other,  in  such 
a  way  that  when  the  track  circuit  is  normal  the  two  circuits  neu- 
tralize each  other  in  two  of  the  coils  and  act  together  in  the  other 
two.  When  the  track  circuit  is  reversed  the  coils  formerly  neu- 
tralized are  energized  and  vice  versa. 

Only   three   of   the  coils   are   shown   in   the   diagram.      The    relay 


marked  8  is  the  ordinary  track  relay.  The  armature  controlling  the 
distant  arm  is  centrally  pivoted  between  the  four  double  wound 
coils. 

Fig.  381  shows  a  wiring  diagram  for  a  relay  box  at  a  polariied 
cut  section.  The  relay  shown  is  the  Union  Switch  &  Signal  Company'i 
"Universal**  type.  Reversal  of  polarity  in  the  second  section  is 
accomplished  by  means  of  a  third  cell  of  battery  connected  in  oppo- 
sition to  the'  normal  cells,  as  shown  in  the  small  diagram.  A  edl 
of  the  alkaline  open-circuit  type  is  usually  employed,  as  it  is  actite 
only  for  very  short  periods  of  time  in  comparison  with  an  ordi- 
nary track  battery. 
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Fig.  381.     Circuit  Diagram  for  Polarized  Cut  Section, 

Effecting  the  Change  in  Polarity  by  the 

Use  of  Two   Separate   Batteries. 

Delaware.  Lackawanna  & 

Western. 


Fig.   382.     Circuits   for   Normal    Clear,   Three-Position 

Signals,  Batteries    Feeding  "With    Traffic,"  Home 

Signals  Controlled  through  Line  Wires  and 

Distant  Signals  by  Polarity  of  Line 

Circuit.     Rock  Island  System. 


Fig.  383.     Circuits  for  Normal  Clear  Automatic  Signals  on  Single  Track   between   Stations;   Minimum   Distance 

for  Staggered  Signals.  Southern  Pacific. 
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Fig.    384.     Circuits   for    Normal    Clear   Automatic   Signals    on    Single    Track,   Alternative   Arrangement,    Where 
Section  between  First  Staggered  Signal  and  Station  Distant  Signal  is  Too  Great  for  One  Track  Circuit. 

Southern  Pacific. 
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BLOCK  SIGNALS,  Automatic;  Circuits. 


Figs.  385-387 


Normal  clear  three  position  automatic  signals  on  the  Rock  Island 
system  are  controlled  by  polarized  line  circuits  (Fig.  382).  Track 
ttttteries  are  placed  at  the  entering  end  of  the  sections.  The  local 
circuit  for  the  first  or  caution  position  is  controlled  by  the  neutral 
jxuntt  of  a  500-ohm  polarized  line  relay.  This  line  relay  is  con- 
trolled by  a  circuit  from  battery  at  signal  in  advance,  through  a 
pole<hanger  operated  by  the  second  position  of  the  advance  signal, 
jxnnta  of  the  track  relay  for  the  home  section,  over  the  line,  to 
and    through    the    500-ohm    relay    to    common.      The    third    or    clear 


position  of  the  signal  is  controlled  by  the  polarized  points  of  this 
relay.  With  this  system  of  wiring  the  positive  side  of  one  battery 
and  the  negative  side  of  another  may  both  be  connected  to 
common.  Track  circuits  are  not  relayed,  but  when  it  is  necessary 
to  cut  a  section  the  circuit  for  the  500-ohm  relay  is  carried  through 
the  points  of  the  cut  section  relay.  Switch  indicators  are  controlled 
by  circuit  breakers  on  the  signal  arms  and  by  the  contacts  on  the 
track  relays. 
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•"ig.  385.     Circuits  for  Normal  Clear  Automatic  Signals   on   Single  Track;  Maximum  Distance  for  One  Pair  of 

Staggered  Signals.     Southern  Pacific. 


^fenfp"'^'-^^' 


7fi%.. 


JL. 


C^fyfTfop 


m: 


3f^tton. 


Wit 


rs 


ntfso. 


12 


JFig.  386.     Circuits  for  Normal  Clear  Automatic  Signals  at  Stations  on  Single  Track.     Southern  Pacific. 


STATION 


'-9-' 


•s— 


"ig.  387.     Circuits  for  Normal  Clear  Automatic  Signals  on  Single  Track,  to  be  Used  Instead  of  Those  Shown  in 
Fig.  386,  Where  Section  is  Too  Long  to  be  Included  in  One  Track  Circuit.     Southern  Pacific. 
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Figs.  388-390 


BLOCK  SIGNALS,  Automatic;  Circuits. 
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Fig.  388.     Diagram  of  Normal  Clear  Automatic   Signals  for  Single  Track  Showing  Control  Limits  of  Apparatus, 
as  Used  on  the  Ulster  &  Delaware.     The  Union  Switch  &  Signal  Company. 


Fig.  380.     Diagram   of  Typical   Circuits  for   Signals  Shown  in   Fig.  388.     The  Union  Switch  &  Signal  Company 


Fig.  390.    Signal  Control  Circuits.  Normal  Danger  Double  Track  Differential  System.     Hall  Signal  Company. 


NORMAL  DANGER, CIRCUITS. 

Fifj.  390  is  a  diagram  of  circuits  for  a  "normal  danger"  system 
designed  by  the  Hall  Signal  Company,  using  a  difTcrential  relay  for 
clearing  purposes. 

Consider  a  train  to  be  entering  the  first  block  (at  home  signal 
1).  Current  passes  from  the  battery  at  home  signal  5,  over  line 
wire  3,  through  a  normally  clo«ie«l  contact  in  the  switch  box,  to 
and  through  the  upper  front  contact  of  the  track  relay  at  home 
signal  3,  the  home  clutch,  the  coil  of  the  l.OOO-ohm  relay,  the 
8-ohm  coil  of  the  differential  relay,  a  back  contact  on  the  same 
relay,  line  wire  3  D,  back  contact  of  the  track  relay  at  signal  1 
(now  de-energized)  to  common.  This  energizes  the  l,()00-ohm 
relay,  closing  its  front  contact  and  thus  providing  a  shunt  circuit 
through  the  100-ohm  resistance  at  signal  3  to  common;  enough 
current,  however,  continues  to  flow  through  the  original  circuit 
to  keep  the  l.OOO-ohm  relay  closed.  The  home  clutch  at  signal  3 
IS  now  energized  causing  that  arm  to  clear  (for  local  circuits 
see  Figs.  411  and  450).  Circuit  controllers  C  and  D  are  closed 
when  signal  3  reaches  the  clear  position.  I)  shunts  the  coil  of 
the  l.OOO-ohm  relay,  de-energizing  it  and  reducing  the  resistance 
in  the  circuit  through  the  8-ohm  coil  of  the  differential  relay, 
which  allows  enough  current  to  pass  through  it  to  pick  up  its 
armature,  opening  the  back  contact  which  now  cuts  in  the  150-ohm 
winding.  The  upper  contact  on  the  differential  relay  also  closes 
and  completes  a  circuit  as  follows:  From  battery  at  home  signal  5, 
through   upper   front  contact  on  track   relay,  home   clutch,  l,000-ohm 


relay  and  8-ohm  coil  and  back  contact  of  differential  relay  a 
signal  5,  line  wire  3  D,  second  front  contact  on  track  relay 
signal  3,  circuit  controller  C,  front  contact  on  differential  Jtljij 
(now  clo^ed)  distant  clutch,  to  common.  This  clears  signal  5  in  :h< 
same  manner  as  already  explained  for  signal  3,  but  when  the  T.04i$ 
ohm  relay  (at  signal  5)  is  shunted  the  differential  relay  will  ipH 
at  once  pick  up,  because  of  the  resistance  of  the  clutch  D  (iM 
signal  5  D),  which  is  in  series  with  the  8-ohra  winding.  IL>w*ever 
enough  current  is  now  flowing  to  energize  this  clutch  and  clcii 
the  distant  arm  5  D. 

Whe;i  the  train  passes  signal  3,  the  track  relay  at  that  p&im 
is  de-energized,  opening  the  circuits  through  both  the  home  irfid 
distant  clutches  at  that  point,  and  thus  putting  both  arms  in  tbi 
horizontal  position.  The  back  contact  on  the  track  relay  now  ccm 
nects  wire  5  I)  direct  to  common,  permitting  enough  current  t< 
flow  through  the  8-ohm  winding  of  the  differential  relay  at  ^ignil 
5  to  pick  up  its  armature,  as  already  described  in  connection  «idi 
the  differential  relay  at  signal  3.  This  serves  to  clear  the  nc*! 
signal  in  advance  of  5  (not  shown)  which  in  turn  permits  di4it>n! 
signal  7  D  to  be  cleared  as  already  described  for  5  D. 

The  switch  indicator  is  controlled  by  the  contact  E,  operated  bq 
home  signal  3,  and  also  by  a  front  contact  on  the  track  relay  4 
that  signal.  It  will  be  noted  that  the  use  of  the  l.OOO-ohm  rirlAj 
ahd  shunt  circuit  (through  the  100-ohm  resistance)  permits  tb 
same  line  wire  to  be  used  for  controlling  the  distant  agnal  that 
used  for  cl  raring  the  home  signal  in  advance  of  a  train. 

<«o1 


BLOCK  SIGNALS,  Automatic;  Circuits.     Hall  Sig.  Co. 


Figs.  391-393 


Fig.  301.     Signal   Control  Circuits,   Normal  Danger  Double  Track  Differential  System.     Hall  Signal  Company. 


Fig.  392.     Arrangement  of  Circuits  for  Normal  Danger  Double  Track,  with  Clearing  Relay. 


Fig.  393.  Circuits   for   Normal   Danger   Double  Track,  Using  Enclosed  Disk  Signal. 


In  Fig.  391^  a  2-ohm  relay  is  substituted  for  the  8-150  differ- 
ential, and  a  500-ohm  relay  in  place  of  the  1,000;  otherwise  the 
circuits  are  the  same  and  also  the  sequence  of  operation. 

Fig.  392  shows  circuits  for  a  normal  danger  system  using 
clearing  relays  operated  by  the  track  circuits.  These  clearing 
relays  are  compound  wound,  having  two  sets  of  coils  each  of  16 
ohms  resistance,  so  connected  to  the  armature  contacts  that  when 
the  relay  is  energized  one  winding  is  cut  out,  and  when  de-energized 
both  windings  are  connected  in  multiple. 

Consider  a  train  to  be  entering  the  first  block  at  signal  1;  the 
compound  relay  at  signal  2  is  de-energized  and  its  lower  back 
contact  completes  a  circuit  as  follows:  From  battery  at  signal  3, 
through  line  wire  (home  2),  normally  closed  contact  in  switch  box, 
upper  front  contact  on  the  4-ohm  track  relay  at  signal  2,  home 
clutch,  back  contact  (now  closed)  on  the  compound  relay,  75-ohm 
resisUnce  to  common.  This  clears  the  home  arm  at  signal  2, 
closing  the  two  circuit  controllers,  shown  near  the  home  clutch 
magnet,  and  completing  a  circuit  as  follows:  From  the  battery  at 
signal  8,  through  the  upper  front  contact  of  the  4-ohm  relay,  home 
clutch  H,  coil  of  relay  S,  second  front  contact  on  the  4-ohm 
relay,  line  wire  (dis.  2),  top  back  contact  on  the  compound  relay 
at  signal  2,  distant  clutch  D,  circuit  controller  (now  closed),  to 
common.  Relay  S  at  signal  8  is  now  energized,  closing  a  shunt 
circuit  through  the  75-ohm  pcsisUnce  to  common;  this  leaves  enough 
current  passing  through  the  coil  of  this  relay  to  keep  its  armature 


from  releasing.  The  home  clutch  at  signal  3  m  now  energized 
and  its  arm  clears,  closing  the  two  circuit  controllers  and  shunting 
out  the  coil  of  relay  S,  whose  armature  now  drops.  With  this 
coil  shunted  out  enough  current  flows  through  the  distant  clutch 
at  signal  2  to  energize  it  and  clear  the  distant  arm  at  that  point. 

When  the  train  passes  signal  2,  the  4-ohm  relay  at  that  point 
is  de-energized,  putting  both  arms  in  the  horizontal  position,  but 
closing  the  line  wire  (di.s.  2)  to  common  through  the  75-ohm 
resistance,  by  its  back  contact.  This  holds  the  home  signal  at 
3  clear,  in  case  the  compound  relay  at  that  point  should  not  be  de- 
energized  at  once  when  the  train  enters  its  circuit.  When  the 
compound  relay  at  3  drops,  the  next  home  signal  in  advance  (not 
shown)  clears,  as  already  explained  for  signal  3,  and  permits  the 
distant  arm  3  to  clear.  The  switch  indicator  is  controlled  in  the 
same  manner  as  in  Figs.  390-391. 

Fig.  393  shows  an  arrangement  of  circuits  for  the  enclosed  disk 
signal  similar  to  that  shown  in  Fig.  392  for  the  semaphore,  the 
principal  difference  being  the  substitution  of  a  2ohm  relay  for  the 
circuit  controllers  attached  to  the  home  signal.  This  relay  is  used 
on  account  of  inconvenience  in  attaching  reliable  circuit  controllers 
to  the  disk  mechanism.  It  also  closes,  through  a  back  contact,  a 
path  for  current  through  one  winding  of  the  compound  relay  to 
insure  its  operation  in  case  the  back  contact  on  the  relay  itself 
should  not  make  good  connection. 


Pigs.  394-396 
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Fig.  394.     Circuits  for  Normal  Danger  Three-Position  Signals,  with  Electric  Lights  Burning  Only  on  Approat 

of  Train.     Baltimore  &  Ohio. 

On  the  Baltimore  &  Ohio  there  is  an  installation  of  normal  installation  is  the  use  of  electric  lights  in  the  signals  which  bu 
danger  automatic  signals  using  a  normally  closed  circuit  for  clear-  only  when  a  train  is  approaching.  Typical  circuits  for  this  instal 
ing  signals  in  advance  of  a  train.    A  distinguishing  feature  of  this       tion  are  shown  in  Fig.  894. 
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Fig.  395.    Arrangement   of   Circuits   for   Normal    Danger  Signals  on  Single  Track  for  Tunnel  Protection.    Nc 

York  Central   &  Hudson  River. 


Fig.  895  shows  a  normal  danger  system  for  single  track  in  a 
tunnel.  Signal  1  controls  from  B  to  £.  Signal  2  from  D  to  A. 
Signal  1  clears  through  back  point  of  relay  F;  signal  2  through 
back  point  of  relay  I.  Circuit  for  signal  1  is  from  battery  P 
through  front  contact  2  of  relay  I,  front  contact  2  of  relay  H,  wire 


through  tunnel,  signal  1,  front  contact  1  of  relay  G,  back  cont 
1  of  relay  F,  to  common,  and  back  to  battery.  The  circtiit  1 
Signal  2  is  exactly  similar.  The  wire  passing  through  the  tunnel 
of  small  size,  so  as  to  be  easily  broken  by  the  patrolman  in  case 
emergency,  thereby  holding  both  signals  at  the  stop  position. 


Fig.  396.    Circuits  for  Normal  Danger  Automatic  Signals  on  Single  Track,  with  Double  Switch  Indicaton 

Hall  Signal  Company. 
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BLOCK    SIGNALS,   Automatic,    Circuits.     Hall  Sig.  Co. 


Figs.  397-398 


Figr.  397.     Circuits   for   Normal   Danger  Automatic   Signals  on  Single  Track,  with  Double  Switch  Indicators. 

Note.-  Fig.  397  is  a  continuation  of  Fig.  396. 


Figs.  396-397  show  a  single  track  normal  danger  system  with  two 
indicators  at  each  switch^  one  for  each  direction.  ^  Signals  are 
cleared  through  back  points  of  the  track  relay  in  the  section  in 
its  rear  and  the  control  is  overlapped  in  the  usual  manner.  Control 
circuits  are  also  broken  through  circuit  breaker  on  first  overlap 
opposing  signal  in  most  cases,  so  that  should  one  of  the  signals 
>tand  clear,  the  opposing  overlap  signal  could  not  be  cleared. 
Separate  signals  are  provided  for  exit  from  the  siding.  Indicators 
in   each  direction  are  controlled  in  parallel  with  signal  governing  the 

MfM^      in      'whirh      ♦h#»v     nrnir     hut      in      nnnncitc     direction^        "16-16'* 

IT. i*v5,  flFd  uv.J  iji  ioiTj.:  c^'-tT^  l>j  aviiiii  cvu-iiJing  clearing  wine  ta 
the  other  end  of  the  track  stction.  Home  iiign^U  having  a  distant 
are  comlroUcd  through  a  compound  line  rrlay,  A  train  approaching 
fhe  dist&nt  STgn^l  doses  the  back  contact  of  the  track  relay  in  the 
sectwn  in  the  rear  (in  thU  ci»se  a  1^16  ohm  clearing  relay),  thereby 


completing  a  circuit  from  common  through  the  distant  clutch  to  line» 
front  contact  of  repeating  relay  governed  by  track  relays  in  advance, 
200-ohm  winding  of  compound  relay,  front  contact  of  track  relays 
in  advance  of  home  signal,  through  line  facing  switch  box  and  cir- 
cuit controller  on  opposing  signal  to  battery  at  end  of  overlap 
section.  This  permits  sufficient  current  to  flow  to  energize  the  com- 
pound relay,  closing  the  circuit  from  common  through  to  front 
contact,  home  clutch  to  the  home  control  wire.  This  clears  the 
home  signal  and  closes  the  circuit  breaker  so  that  the  20  and  200- 
ohm  win^ii^CTo  nf  nnmnntind  relay  are  in  parf<11f»1.  thii"  rrdncing  the 
rr^ii^latuic  lh  iht:  t.]ii:uit  sufficiently  to  permit  the  di^Lant  signal 
to  clear. 

Tig.    29S   shows   the   same  circuits  as   Figs.    3ffd-39Tj   except  that 
there  b  but  one  turnout. 


^  M^S: 


Fig.  398.  Circuits  for  Normal  Dang^cr  Automatic  Signals  on  Single  Track,  with  Two  Indicators  at  Each  Switch. 
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Figs.  399-401  BLOCK  SIGNALS,  Autamatic;   Mechanisms.     U.  S.  &  S.  Co. 


Fig.    31>D.      The     Clockwork     Signal     Mechanism. 
Union  Switch  &  Signal  Company. 


The 
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Fig.  399  shows  the  mechanism  of  t'.ie  clockwork  disk  signal  made 
by  the  Union  Switch  &  Signal  Company,  The  power  is  furnished  by  a 
weight  shown  in  Fig,  400,  which  is  wound  by  hand  at  intervals.  If 
the  weight  is  allowed  to  run  down  the  signal  takes  the  stop  position. 
The  vertical  axis  of  the  signal  is  connected  by  miter  gears  with  a 
horizontal  shaft  having  a  ratchet  wheel  and  a  winding  drum,  which 
are  turned  by  the  operating  weight.  The  horizontal  shaft  carries 
on  one  end  a  cross-head,  which  has  in  its  arms  four  pins  so  placed 
as  to  engage  indirectly  with  a  detent  on  the  end  of  a  horizontal  bar 
pivoted  somewhat  to  the  right  of  its  center  and  having  a  slight 
motion  up  and  down,  at  right  angles  to  the  axis  of  the  cross-head. 
The  horizontal  bar  is  attached  at  one  end  to  the  armature  of  an 
electro-magnet  and  at  the  other  end  engages  one  or  another  of  the 
detent-toes  which  in  turn  engage  the  pins  on  the  cross-head,  ac- 
cording as  it  is  in   one  or  the  other  of  its  positions.     The  place   of 


Fig.   400.     The   Clockwork    Disk   Signal. 


Fig.  401.     Enclosed  Disk  Signal.     The  Union  Switch  &  Signal  Compaily. 


BLOCK  SIGNALS,  Automatic;  Mechanisms. 


Figs.  402-404 


The  metal  disk  shown  above  is  in  the  same  position  that  it 
would  be  if  it  were  mounted  inside  the  case  and  indicating  stop; 
the  upper  glass,  which  is  red.  being  opposite  the  lamp.  The  lamp 
is  supported  at  the  back  of  the  case,  and  its  location  is  indicated 
in  the  left-hand  drawing  by  the  small  white  glass  disk  in  the  upper 
part  of  the  large  opening.  To  change  the  indication  of  the  signal 
from  stop  to  proceed  the  metal  disk  is  moved  upward  and  the  glass 
(green),  which  is  attached  to  its  lower  part,  then  comes  opposite  to 
the  lamp.  In  the  daytime  the  proceed  indication  of  this  signal  is 
shown  by  the  contrast  between  the  color  of  the  outside  of  the  case 
and  that  of  the  back  side  of  the  interior,  as  is  done  in  the  older 
designs  of  enclosed   disk  signals. 


Fig.  402.     Enclosed  Disk  Signal;  Two  Colored  Night  Indications.     The   Union   Switch   &   Signal   Company. 


Fig.  403.    Disk  Signal  Mechanism. 
Hall  Signal  Company. 


Fig.  404.     Disk  Signals  on  the  Philadelphia  &  Reading. 
Hall  Signal  Company. 


*c  pins  is  so  chosen  with  reference  to  the  detent  on  the  horizontal 
^^  that  when  the  armature  at  its  rear  end  is  attracted  and  the  bar 
'«  at  its  highest  point,  the  disk  will  be  held  in  the  position  indicat- 
'"8  "clear,"  but  if  the  current  ceases  in  the  electro-magnet,  its 
"mature  is  drawn  away  (the  other  end  of  the  bar  being  heavier) 
and  the  detent  releases  the  cross-head,  which  then  turns  one-quarter 
°f  a  revolution,  carrying  the  signal  to  the  **stop"  position.  It  is  ar- 
rested by  the  detent  engaging  with  the  next  pin  on  the  cross-head. 
>hen  the  electro-magnet  is  again  energized  the  clock  work  rotates 
"«  cross-head  another  quarter  revolution  and  brings  the  signal  again 
Z'  "clear."  The  current  through  the  electro-magnet  in  the  signal 
'*  controlled  by  the  track  circuit  relays,  as  shown  in   Fig.  373,  and 


these 


are    open    or   closed*    according    as    the    block   is    occupied    or 


""occupied  by  a  train. 

The  outward  appearance  of  a  Hall  disk  signal  is  shown  in  Fig. 
;••  The  case  is  made  with  wooden  front  and  back  and  sheet  iron 
''^^3  and  top,  and  is  supported  on  a  post  of  suitable  height,  or  on  a 
/'^Ige,  and  usually  is  painted  a  dark  color.  The  disk,  about  18 
'''^^hcs  in  diameter,  made  of  silk  or  other  light  fabric,  stretched  on 
*  metal  ring,  or  of  aluminum,  very  thin,  is  fixed  to  the  armature 
^^  an  electro-magnet  in  the  manner  shown  in  Figs.  403,  405,  406, 
*^-  When  the  signal  magnet  is  energized  the  armature  holds  the 
<*»»k  up,  in  the  position  shown  at  the  left  of  Fig.  403;  and  an 
approaching  engineman,  looking  at  the  glass-covered  opening,  sees 
the  back  of  the  interior  of  the  case,  which  is  of  ground  glass,  white; 
this  is   the   clear   signal.      On   the   withdrawal    of   the   electric   cur- 


rent  the  disk  drops  by  gravity  to  a  position  before  the  window 
(the  armature  and  rod  turning  on  the  axis  as  shown),  thus  dis- 
playing a  red,  or  stop,  signal. 

The  enclosed  disk  is  usually  mounted  on  the  top  of  a  post  or 
pillar,  as  before  stated.  When  home  and  distant  signals  are  used, 
the  cases  are  arranged  as  shown  in  Fig.  404.  The  upper  signal  has 
a  red  disk,  and  is  the  home  signal,  while  the  lower  one  has  a  green 
or  yellow  disk,  and  is  the  distant  signal  for  the  block  section  next 
beyond.  Fig.  406  illustrates  the  Hall  disk  mechanism  with  "hold 
clear"  attachment.  This  consists  of  an  additional  set  of  magnets  of 
'high  resistance,  as  shown.  The  Z  rotary  armature  carries  on  an  arm 
a  second  flat  armature  for  the  "hold  clear"  coils.  A  circuit  breaker 
controls  the  circuits  for  the  two  sets  of  coils  so  that  when  the 
signal  is  at  stop  they  are  in  parallel;  when  at  clear,  they  are  in 
series.  Thus  the  signal  is  held  clear  on  a  low  current  consumption. 
Fig.  407  shows  the  Hall  disk  instrument  used  by  the  Chicago  & 
North-VVestern.  This  has  two  separate  night  indications.  The  mag- 
net has  only  one  coil  instead  of  two. 

The  Union  Switch  &  Signal  Company's  disk  signal  is  shown  in 
Figs.  401-402.  In  this  design  the  case  is  of  metal  (pressed  steel). 
It  is  made  very  narrow,  leaving  room  enough  only  for  the  disk,  and 
the  electro-magnet  is  contained  in  a  box  outside  the  main  case. 
The  joints  of  the  case  are  caulked,  making  it  airtight,  so  that  the 
disk  cannot  be  affected  by  moisture.  The  box  containing  the  mag- 
net is  also  tight,  but  can  be  unlocked  by  the  repairman.  The  front 
and  rear  glasses  are  of  heavy  plate  fixed  in  brass  rings.     The  lamp 


Figs.  405-407  BLOCK  SIGNALS,  Automatic;  Mechanisms.     Hall  Sig.  Co. 
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Numbers  Refer  to  List  of  Names  of  Parts 
OA  Following  Page. 


Figs.  408-409.     Style  "F"  Electric  Motor  Signal   Mechanism.     Hall  Signal  Company. 


ported  on  hinges,  so  that  it  can  be  turned  around  to  be  cleaned 
lied.     The  whole  case  and  the  parts  supported  by  it  are   very 

important  parts  being  made  of  aluminum,  and  it  may  be  re- 
i  on  its  bearings. 

the  Union  Switch  &  Signal  Company's  style  of  signal  (Fig. 
the  night  signal  is  a  lamp  fixed  at  the  back  of  the  disk,  outside 
ise,  showing  uncolored  for  clear  and  illuminating  the  glass  set 
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410.     Local    Wiring    for    Single    Arm    Style 
Electric  Motor  Signal  Mechanism. 


into  the  disk  for  the  opposite  indication.  In  the  Hall  signal  the 
lamp  is  placed  behind  the  smaller  opening  near  the  top  of  the 
case,  and  the  upper  end  of  the  rod  which  carries  the  main  disk  has 
fixed  to  it  a  small  transparent  di«k,  colored  to  correspond  to  the 
color  of  the  day  disk    (Figs.   405-407). 

Fig.  402  shows  how  the  tJnion  disk  signal  may  be  made  to  give 
two  distinct  night  indications.  The  glass  set  into  the  disk  is  the  stop 
or  caution  color;  the  one  projecting  from  the  disk  is  the  clear  color. 
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Local  Wiring  for  Two-Arm  Style  "F"  Electric 
Motor  Signal  Mechanism. 


^.   410-411  show   circuits   for  wiring  the   mechanism  of  a   one 

?o-arm  Style  **F"  Hall  motor  signal.     The  full  lines  represent 

furnished    with   the  mechanism,   the   dotted    lines   the   wiring 

must  be  done  after  the  signal  has  been  installed.     Fig.  4)1  » 


used  when  this  signal  is  in  the  normal  danger  system  (see  Figs.  390. 
302);  Fig.  410  may  also  be  used  when  this  style  of  signal  is  used 
as  a  !>ower  operated  signal  at  an  interlocking  plant. 


Figs.  412-413  BLOCK  SIGNALS,  Automatic;  Mechanisms.     Hall  Sig.  Co. 


Numbers  Hefer  to  List  of  Names  o£ 
Parts  Below. 


Figs.    412-413.     Style    "F"    Electric    Motor    Signal    Mechanism,  Equipped  for  Three-Position  Signal.     Ha 

Signal  Company. 


Names  of  Parts  of  Hall  Electric  Motor  Signals.     Figs.  409,  412,  413. 
Two-Arm  and  Three-Position. 


Motor 

13 

Clutch  Lever  Shaft  Bearing 

26 

Side  Frame  L.  H, 

Gear  Wheel 

14 

Frame 

28 

Thrust  Piece  L.  H. 

Motor  Pinion 
Shaft  Pinion 
Driving  Gear 
Dash  Pot 

15 
16 
17 
18 
19 

Clutch  Lever  R.  H, 
Clutch  Lever  L.  H. 
Clutch  Magnets  R.  H, 
Clutch  Magnets  L.  H. 
Circuit  Closer  R.  H. 
Circuit  Closer  L.  H. 
Screw  Jaw 

29 
30 
31 
31a 

Thrust  Piece  Carriage 

Carriage  Guide 

Latch 

Hold  Clear  Latch 

Rocking  Beam 

Rocking  Beam  Operating  Rods 

20 
21 

32 
33 

Clutch  Armature 
Latch  Support 

Circuit  Closer  Rod  R 

H. 

22 

Thrust  Rod 

34 

Safety  Latch 

10 

Circuit  Closer  Rod  L. 

H. 

23 

Thrust  Rod  Cover 

35 

R.  H.  Clearing  Lever 

11 

Escapement  Crank  R. 

H. 

24 

Lifting  Roller 

36 

L.  H.  Clearing  Lever 

12 

Escapement  Crank  L. 

H. 

25 

Side  Frame  R.  H. 

37 

Glass  Contact  Cover 

BLOCK  SIGNALS,  Automatic;  Mechanisms.     Hall  Sig.  Co.  Figs.  414-418 
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Fig.  414.    Circuit  Controller  for  Automatic  Signals. 
Hall  Signal  Company. 


f 

Fig.  416.     Pole  Changer  for  Automatic  Signals. 


Fig.  417. 


Fig.  418. 


Electric  Motor  for  Style  "F"  Mechanism. 
Names  of  Parts  of  .Electric  Motor  for  Style      "F"  Mechanism.    Figs.  417-418. 


^   laminated  field  Cores 
2  Field  Coils 

•  Laminated  Yoke 

*  Base 

^  Glass  Commutator  Shield 

8  Commutator 

1  Bearing  Support,  Front 


8  Bearing  Support,  Back 

9  Pinion 

10  Brake  Wheel 

11  Brake  Adjusting  Screw 

12  Brake  Shoe 

13  Brake  Armature  Screw 

14  Brake  Armature  Spring 


15  Brush  Holder 

16  Brush 

17  Brush  Holder  Support 

18  Brush  Holder   Tension  Spring 

19  Wedge 

20  Armature 

21  Brake  Armature 
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BLOCK  SIGNALS,  Automatic;   Mechanisms.    Hall  Sig.  Co. 


ELECTRIC   MOTOR   SIGNAL  MECHANISMS. 

HALL  SIGNAL  COMPANY 


Figs.  408-409  illustrate  the  Hall  Signal  Company's  style  "F"  two- 
arm  motor  signal  mechanism.  In  the  illustrations  the  left  half  of  the 
mechanism  is  shown  in  the  clear  position  and  the  right  half  in 
the  stop  position.  One-arm  mechanisms  are  exactly  like  two-arm 
mechanisms,  except  that  one  set  of  clutch  magnets,  one  thrust  rod, 
thrust  piece,  clutch  lever,  etc.,  are  omitted.  The^cast-iron  base  sup- 
ports the  motor,  clutch  coils,  pistons  of  the  dash-pot  and  the  frame 
14.  This  frame  supports  the  clutch  lever  15.  The  steel  thrust  rod 
22  is  rigidly  pinned  to  the  cylinder  of  the  dash-pot  6.  The  base 
has  two  pedestals  rigidly  attached  to  support  the  pistons  for  the 
dash-pots.  The  piston,  in  conjunction  with  the  cylinder,  forms  the 
guide  for  the  lower  end  of  thrust  rod  22.  The  upper  end  of  this 
rod  runs  in  a  babbitted  bearing  in  the  frame.  Secured  to  the  thrust 
rod  is  the  latch  support  33,  which  carries  the  clearing  lever  35,  the 
thrust  piece  28  and  the  latch  which  engages  the  lug  on  the  clutch 
lever  15  to  hold  the  signal  clear.  The  thrust  piece  carries  the  latch 
31,  which  engages  the  lug  on  clearing  lever  35.  The  large  gear 
wheels  are  phosphor  bronze.  They  are  driven  by  the  steel  pinion  3 
on  the  motor  and  the  pinion  and  shaft  4.  The  phosphor  bronze 
knife  blade  contacts  of  the  circuit  controller  19  (see  Figs.  414-410) 
are  operated  by  the  circuit  controlling  rod  9  attached  to  the  escape- 
ment crank  11.  The  escapement  crank  is  controlled  by  the  roller 
attached  to  the  latch  support  33.  The  front  armature  of  the  clutch 
magnets  controls  the  multiple  contacts  for  the  motor  circuit.  The 
back  armature  is  attached  to  the  clutch  lever  15,  which  enables  the 
magnets  to  control  the  clutch  lever.  20  is  a  multiple  circuit 
controller  (Figs.  414-416)  operated  in  the  same  manner  as  19.  Glass 
cases  37  cover  the  armature  and  contacts  of  the  clutch  magnets  17 
and  18  to  exclude  dust.  12  performs  the  same  function  as  11,  but 
is  left-handed.  10  corresponds  in  the  same  way  to  9.  33  slides  in 
guides  in  the  frame.  25  is  a  part  of  the  main  frame  which  car- 
ries the  bearings  for  the  two  gear  wheels,  2  and  5.  In  Figs.  412-413 
is  shown  the  guide  30  for  the  carriage  29  which  carries  33.  The 
motor  1  (see  Figs.  417-418)  is  series  wound.  The  fields  are  lami- 
nated iron  with  but  one  joint,  which  is  dovetailed,  making  them 
further  continuous  and  reducing  the  magnetic  loss  on  account  of 
joints  to  a  minimum.  The  armature  and  commutator  are  completely 
enclosed  by  a  brass  case  over  the  armature  and  a  glass  case  over 
the  commutator.  The  glass  case  is  held  in  position  by  two  springs 
bearing  on  two  lugs  on  the  glass.  The  shaft  runs  in  self-oiling 
ball   bearings. 

When  the  home  signal  is  at  stop  the  circuit  controller  contacts 
for  the  motor  are  closed  and  the  contacts  controlling  the  distant 
clutch  magnets  are  opened  so  that  it  is  impossible  for  the  distant 
.•signal  to  clear  until  after  the  home  signal  has  cleared.  When  the 
home  signal  clutch  magnet  is  energized  it  closes  the  motor  circuit  to 
the  contacts  on  the  front  armature  17  and  at  the  same  time  holds  the 
back  armature  32,  which  prevents  the  clutch  lever  from  moving  when 
pressure  is  applied  to  clear  the  signal.  The  home  circuit  being 
closed,  the  motor  revolves  tlie  gears  and  brings  the  stud  roller  24 
under  the  thrust  piece  28  and  pushes  it  up.  Since  the  clutch  lever 
15  is  held  by  this  armature,  it  prevents  the  clearing  lever  35  from 
swinging  back  and  by  means  of  the  lug  on  this  lever  engaging  the 
latch  31  in  the"  thrust  piece  28,  carries  the  thrust  rod  and  all  the 
parts  attached  to  the  clear  position.  In  moving  to  the  clear  posi- 
tion the  roller  pivoted  on  the  lower  end  of  clearing  lever  35  rolls 
along  the  front  edge  of  clutch  lever  15.  In  the  last  one-eighth  inch 
movement  of  the  signal  to  the  clear  position  the  roller  attached  to 
the  latch  support  33  strikes  the  front  lever  of  the  escapement  crank 
11  and  moves  it  on  its  pivot,  and  by  means  of  the  rod  24  operates 
the  circuit  controller.  This  opens  the  motor  circuit  and  closes  a 
contact  in  the  distant  signal  circuit.  The  signal  is  held  in  the  clear 
position  by  the  lug  on  the  clutch  lever  15,  engaging  under  a  latch 
on  latch  support  83.  This  leaves  the  gears  free  to  continue  their 
movement,    as    soon    as    the    distant   clutch    magnet    is    energized    to 


clear  the  distant  signal.  After  the  signal  has  bee 
stud  roller  24  moves  from  under  the  thrust  piece  2i 
signal  circuit  is  broken  the  clutch  magnet  is  de-en 
front  armature  opens  the  motor  contacts  to  keep  the 
open  and  the  back  armature  being  released  permits  th 
15  to  swing  back  far  enough  for  the  holding  latch 
support  33  to  pass  the  lug  on  the  clutch  lever  and  al! 
to  go  to  stop  by  gravity.  The  movement  of  the  sig 
cushioned  by  the  dash-pot  6.  The  circuit  controllers 
as  soon  as  the  signal  begins  to  go  to  the  stop  positio; 
chance  the  motor  circuit  should  be  closed  without  th 
nets  being  energized,  the  motor  would  simply  revolve 
when  the  stud  roller  engaged  the  thrust  piece  it  \ 
without  affecting  the  signal,  as  the  clearing  lever  35 
to  swing  back  and  permit  the  latch  31  to  pass  it.  V 
roller  passed  from  under  the  thrust  piece  it  would 
place  and  be  ready  to  clear  the  signal  when  the  < 
energized.  Or  if  the  clutch  magnet  should  becom* 
when  the  signal  was  partly  cleared,  the  clearing  lever 
permitted  to  swing  back  on  account  of  clutch  armal 
leased,  and  allow  the  latch  31  to  pass  the  lug  fron 
lever,  the  signal  would  go  to  stop,  the  thrust  piece  28 
on  top  of  the  stud  roller  by  swinging  on  its  pivot, 
stud  roller  moved  from  under  it.  it  would  drop  bac 
ready  for  another  operation. 

Figs.  412-413  show  front  and  side  elevation  of  a 
Style  "F"  motor  mechanism.  This  is  identical  in  con 
the  mechanism  shown  in  Figs.  408-409,  except  for  tl 
several  parts.  (Numbering  of  parts  is  the  same  as  in  1 
Two  guides,  23,  for  the  thrust  piece,  22,  are  moun 
the  frame.  These  act  also  as  guides  for  the  jaw,  27 
tached  to  the  up-and-down  rod.  21  carries  the  roci 
each  end  of  which  is  attached  to  one  of  the  thrust 
means  of  link  8.  Thus,  raising  one-half  of  the  mechai 
puts  the  signal  to  the  45''  or  caution  position.  Raisi 
clears  the  signal.      No  glass  covers  are  shown   on    17 

A  view  of  the  Hall  Signal  Company's  circuit  control 
Figs.  408-409-412-413.  15,  Fig.  448)  is  shown  in  Fig 
sists  of  a  porcelain  base  to  which  a  bronze  frame  is 
base  also  supports  the  spring  knife  switches,  the  coi 
binding  posts.  The  frame  acts  as  a  bearing  for  a  s 
as  a  means  of  attachment  to  the  mechanism.  The  shs 
or  more  clamped  arms  to  which  are  secured  links  i 
To  the  lower  end  of  these  links  the  spring  knife 
fastened. 

The  pole  changer  made  by  the  Hall  Signal  Compar 
Fig.  416.  K  is  a  porcelain  block.  H  is  the  brass  fran 
shafts,  N,  and  serving  as  a  means  of  attachment  to  th* 
anism.  L  is  a  bronze  support  for  the  upper  contacts, 
ing  posts.  All  binding  posts.  M,  arc  similar.  Clamp 
fastened  to  the  shaft  and  carry  insulating  links  G. 
actuate  the  knife  blades.  S.  Lower  contacts,  R,  are  si 
contacts,  P.  Attached  to  the  shaft,  N,  is  a  drum,  E, 
there  is  a  spiral  spring,  one  end  fastened  to  the  drun 
disk  A.  A  moves  loosely  on  N  and  carries  a  pin 
operating  rod  is  fastened.  Suppose  A  to  be  revolve<i 
Motion  would  be  imparted  to  E  through  the  spring,  I 
lugs,  F,  would  catch  in  the  notch  of  pawl  C,  which  is 
frame.  This  would  prevent  E  and  N  from  revolvini 
ther  motion  of  A  would  compress  the  spring.  Whet 
point  where  lug  D  strikes  pawl  C  and  raises  it,  the  sp 
E  and  N  to  snap  over  and  carry  the  knives  S  to  t 
tacts  P.  C  is  prevented  from  flying  too  far  by  stop  ] 
revolved  to  the  left,  lug  D  strikes  a  second  lug  F  on 
moves  knives  S  to  the  lower  contacts  by  means  of  N  a 


Names  of  Parts  of  Hall  Pole  Changer.    Fig.  416. 


A    Disk  Carrying  Operating  Pin 

B    End  Bearing  of  Frame  unth  Stop 

C    Pawl 

D    Lug  on  A 

E    Spring  Case  or  Drum 


F 

Lugs  on  E 

M 

Binding  P 

G 

Insulating  Link 

N 

Shaft 

H 

End  Bearing  of  Frame 

O 

Clamp  An 

K 

Porcelain  Base 

P 

Upper  Con 

L 

Bracket 

R 

Lower  Con 
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Figs.  419-420 


Fig.  419.     Style  "B"   Electric   Motor  Signal   Mechanism;  Home  Slot  in  Clear  Position;  Distant  Slot  at  Caution. 

The  Union  Switch  &  Signal  Company. 


Fig.  420  shows  the  arrangement  of  local  wiring  for  the  two-arm 
Style  "B"  meclianism  (Figs.  419,  421,  424  and  427)  when  used  with 
the  polarized  track  circuit,  as  shown  in  Fig.  377. 

The  slow  release  on  the  home  slot  magnet  is  accomplished  by 
means  of  a  copper  sleeve  over  the  core  of  the  magnet  inside  the 
coil.  This  acts  as  a  short-circuited  winding  of  large  current  capa- 
city which  induces  sufficient  magnetism  in  the  core  to  keep  it  ener- 
pxed  a  short  time  after  the  current  has  been  cut  off  from  the  coils 
on  account  of  the  current  induced  in  it  when  the  holding  circuit  is 
broken.  The  object  of  this  arrangement  is  to  hold  the  home  arm 
clear    while    the    track    relay    is    momentarily    de-energized    by    the 


reversal  of  the  track  circuit.  This  slow  acting  feature  is  required 
only   in   the  polarized  system. 

The  back  contact  on  the  neutral  armature  of  the  relay  also 
assists  in  the  slow  release  of  the  home  slot,  by  closing  a  local  cir- 
cuit, without  battery,  through  it  when  the  relay  is  de-energircd, 
thereby  allowing  self-induced   current  to   flow  through   the   slot  coil. 

The  compound  winding  on  the  distant  slot  magnet  is  provided 
to  economize  in  the  use  of  current.  The  motor  circuit  passes 
through  the  low  resistance  winding  and  is  opened  when  the  distant 
arm  reaches  the  clear  position.  The  slot  then  holds  tlic  arm  clear 
by  current  in  the  2.0()0.ohm  coil  only. 


OperxTfec/ 
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•     iKH  r<^ 


3 
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%  420.    Wiring  Diagram  for  Style  "B"  Automatic  Signal  when  Operated  by  Direct  Chirrent  and  Controlled  by 

Polarized  Relay. 
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Figs.  421-424  BLOCK  SIGNALS,  Automatic;  Mechanisms.     U.  S.  &  S.  Co. 

Letters  and  Numbers  Refer  to  List  of  Names  of  Parts  on  Page  with  Fig.  428. 


Fij?.  421.     Sectional  View.  Style  **B,"  Motor  Mechanism.     Union  Switch  &  Sif?nal  Company. 


Fig.  422. 


{mnam  f0kjaaa} 

Fig.  423.  Fig.  424. 

Figs.  422-424.     Sections  through  Slot  Arm,  Showing  Successive  Positions,  Style  "B**  Mechanism. 
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Figs.  425-426 


MOTOR  SIGNAL  MECHANISM 

THE  UNION  SWITCH  &  SIGNAL  COMPANY 

The  two-arm  motor  Esignal  mccEoiiism  made  by  the  Union  Switch  &  Signal  Company  is 
shown  in  Rg,  410,  Fig.  4S1  fittoi^s  the  same  mechanism  partly  in  section.  The  operation  of 
the  flut^^rui  is  shown  m  Figs.  422-4^4.  When  the  signal  is  in  the  stop  position  and  current 
is  E!,upti];ic!d  to  clear  it  the  o(>p ration,  is  as  follows:  (For  circuit  sec  Fig.  420.)  Current  passes 
from  relay  to  home  slot  coil  7  and  motor  M  (sec  Fig.  428)  in  multiple.  The  motor  revolves  the 
ecar  3  by  means  of  the  large  gear  1  and  pinion  2.  This  causes  the  trunnion  12  on  chain  10  to 
engag<.-  the  prongs  of  the  fork  bead  5^  and  move  the  slot-arm  through  an  arc  about  G  as  a  center. 
This  clears  the  signal  which  is  operated  by  an  up  and  down  rod  attached  at  K  by  jaw  6.  When 
the  blot  arm  baft  reached  the  position  shown  at  A,  Fig.  421«  the  lugs  S«  on  the  fork  head  6 
engage  hooks  on  the  pawl  24  f shown  dotted  in  Fig.  421).  This  supports  the  arm  in  the  clear 
osition.  la  assuming  this  position  the  top  of  slot-arm  strikes  against  the  lever  46.  This 
causes  the  ifiiulaled  block  Stt  to  Tiiise  contact  spring  28  off  of  contact  spring  29,  thereby  open- 
ing the  motor  circuit  and  stopping  the  motor.  It  also  closes  the  circuit  for  the  distant  signal 
U'ig.  420).  Ill  order  that  ppwl  34  shall  be  certain  to  engage  lugs  S,  a  spring,  45,  is  fastened 
tu  lever  40.  Its  lower  end  bears  on  pawl  24,  therefore,  the  raising  of  lever  46  by  the  slot- 
arm  puts  tension  on  the  spring  and  forces  pawl  24  into  engagement  with  the  lugs  S.  When 
the  *lnt  magnet  is  dc  etitrgked  the  armature  4  falls  away  by  gravity.  This  releases  latch  D, 
permitting  link  F  and  fork  head  5  to  assume  the  positions  shown  in  Fig.  424.  This  allows  the 
signal  to  go  to  the  stop  position,  A  dashpot  8  provides  an  air  cushion  to  absorb  shocks.  Fork 
bead  spring  Sa  restore*  the  fork  head  to  its  normal  position  after  the  slot-arm  has  passed  the 
trunnion  or  pawl  when  retnfning  to  the  stop  position.  One  feature  of  this  signal  is  the  ar- 
rangement of  parts  whereby  the  slot  armature  4  moves  both  to  and  away  from  the  pole  pieces 
by  gravity*  The  distant  slot  7'  clears  the  distant  signal  in  exactly  the  same  way  as  the  home 
was  ckfiired»  except  that  it  has  two  windings,  one  high  and  one  low  (see  Fig.  420).  Connecting 
link  SI  is  used  to  actuate  a  pole-changer  P  or  circuit  controller  C  for  the  control  of  outside 
circuits.  Single  arm  mechanisms  arc  furnished  with  only  one  slot-arm,  sprocket,  chain,  and 
iia^hiHJt,  Fig.  425  is  a  view  of  the  gear  and  sprocket  wheels  with  their  bearings  and  chains. 
This   constitutes    the    running    gear    of   the   mechanism. 

Fig.  42e  39  a  wiring  diagram   used  in  place  of    that    shown    in    Fig.    424    when   the   signal    is 
to  be  operated  by  Alternating  current. 

i^.    ^S7   shows   the  double  arm   mechanism  (Figs.  410-421)   equipped  to  operate  a  single  arm 

3-position  signal.  The  up  and  down  rod  terminates  in 
a  jaw  carrying  a  pinion.  This  pinion  engages  on  each 
side  with  a  rack  operated  by  each  slot-arm.  The 
pinion  and  two  racks  arc  enclosed  in  a  case  clamped 
to  the  frame  tubing.  Thus,  when  one  slot-arm  is 
raised  its  rack  revolves  the  pinion  which  travels  up- 
ward on  the  other  rack.  This  puts  the  signal  in  the 
intermediate  position.  Raising  of  the  second  slot-arm 
causes  the  pinion  to  travel  up  the  first  rack  and  com- 
pletes the  stroke  of  the  signal. 

The  direct  current  motor  (Fig.  428)  is  series-wound 
and  is  usually  designed  to  work  on  12  volts.  Its  brake 
is  controlled  by  the  field  magnet,  and  its  commutator 
is  protected  by  a  glass  shield,   as  shown. 


g.  425.     Running  Gear  and  Shield,  Style  **B"   Motor  Signal. 
The  Union  Switch  &  Signal  Company. 
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Fig.  426.'  Wiring  Diagram  for  Style  "B"  Automatic  Signal   when   Operated   by   Alternating   Current. 

See   Figs.  548-549. 


Figs.  429-431      BLOCK  SIGNALS,  Automatic;  Mechanisms,   Gen'l  Ry.  Sig.  Co. 


Fig.    429.     Front    View,     Model     5,    Motor    Signal. 
General  Railway  Signal  Company. 


Fig.  430.     Model  5,  Motor  Signal  Mechanism. 


Fig.  431.     Rear  View,  Model  5,  Motor  Signal. 

SPINDLE  MECHANISM. 
GENERAL  RAILWAY  SIGNAL  COMPANY. 

A  general  view  ot  the  Model  5  automatic  semaphore,  made  by 
the  General  Railway  Signal  Company,  is  shown  in  Fig.  429.  The  sig- 
nal is  of  the  spindle  mechanism  or  top-post  type  and  is  mounted  upon 
an  ordinary  iron  post.  There  are  no  outside  connections,  as  the 
mechanism  is  all  contained  in  the  signal  case.  The  signal  shown  is 
of  the  lower-quadrant  two-position,  60°  type,  but  is  made  so  that 
it  can  be  used  for  both  upward  and  downward  inclination  and  for 
or  three  position,   as  desired.     A   rear   view   of  the   signal   with 


door  open,  giving  an  idea  of  the  arrangement  of  the  signal  mech- 
anism assembled  in  the  case,  is  shown  in  Fig.  431.  The  case  n 
weatherproof.  The  wires  for  the  control  of  the  signal  are  enclosed 
in  the  post  and  connect  with  the  signal  mechanism  at  the  terminal 
board  in  the  upper  part  of  the  case. 

The  signal  mechanism  assembled  outside  of  the  signal  case  is 
shown  in  Fig.  430.  The  slot  mechanism  shown  within  the  rim  oi 
the  large  gear  is  mounted  upon  the  spindle  to  which  the  spectacle 
is  directly  connected  and  consists  essentially  of  the  disk,  magnet 
working  coil,  retaining  coil,  lever  dog  and  connector.  The  large 
gear  which  is  actuated  by  the  motor  through  a  chain  of  inter- 
mediate gears  has  five  studs  mounted  upon  it.  These  studs  engage 
with  the  slot  dog,  and  when  the  mechanism  revolves  carry  the  sig 
nal  to  the  clear  position.  The  circuit  controller  is  o[>eratcd  by  the 
slot  arm,  which  comes  in  contact  with  the  cam  connected  to  the 
controller  shaft.  This  provides  effective  control  of  all  circuits  con 
cerned  in  the  operation.  A  buffer  dash-pot  is  provided  to  take  up 
the  concussion  of  the  spectacle  and  slot  mechanism  when  returning 
to  the  stop  or  cautibn  position.  This  is  accomplished  through  a 
buffer  crank  directly  connected  to  the  spindle  which  makes  contact 
with  the  buffer  piston  when  the  signal  is  approaching  such  position 

In  order  to  provide  against  improper  operation  of  the  signal  arnr 
by  any  outside  agency,  a  lock  is  provided  which  securely  locks 
the  slot  com  and  signal  arm  in  the  stop  position  when  the  circuit  is 
de-energized,  as  shown  in  Fig.  432.  This  lock  is  actuated  by  one  o1 
the  studs  mounted  upon  the  main  gear  when  the  latter  revolves  tc 
clear  the  signal,  as  the  stud  comes  in  contact  with  the  locking  dof 
and  unlocks  the  cam  before  moving  the  slot  arm. 

The  method  of  operation  can  be  more  clearly  seen  by  referrinf 
to  the  wiring  diagram  shown  in  Fig.  435  and  to  Figs.  432-434 
Wheri  the  local  sig^nal  circuit  is  closed  energy  flows  through  tht 
signal  operating  wire,  binding  posts  1  and  2,  low  resistance  magnet 
coil,  posts  4  and  3,  wire  5,  motor  cut-out  contacts,  wire  5, 
motor  fields  and  armature  in  series,  wire  7  to  common.  Slot  coils 
are  then  energized,  attracting  armature  of  slot,  as  shown  in  Fig. 
432.  At  the  same  time  the  motor  moves  to  clear  the  signal.  This 
is  accomplished  in  the  following  manner:  When  the  main  gear, 
actuated  by  the  motor  through  intermediate  gears,  revolves  one 
of  the  five  studs  mounted  upon  it  and  adjacent  to  the  unlocking 
mechanism  engages  with  the  normal  lock,  unlocks  the  signal  and 
engages  the  slot  dog,  carrying  the  slot  mechanism  and  signal  arm 
to  the  proceed  position,  as  shown  in  Fig.  433.  The  cut-out  contact. 
Fig.  435,  is  then  opened  by  the  circuit  breaker  actuated  by  the  slot 
arm  coming  in  contact  with  the  cam  connected  thereto.  This 
changes  the  path  of  the  current  from  the  motor  to  the  high  re- 
sistance slot  coil  through  wires  8  and  9,  contacts  10  and  11  and 
wire  12  to  common.  When  the  control  circuit  is  broken  the  slot 
dog,  actuated  by  the  slot  lever,  disengages  from  the  stud  on  the 
main  gear,  as  shown  in  Fig.  434.  The  signal  returns  to  the  stop  or 
caution  position,  and  the  buffer  dash-pot  takes  up  the  concussion 
and  prevents  undue  strain  upon  the  apparatus. 
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Fig.  432.     Model  5  Motor  Mechan-       Fig.  433.     Model  5  Motor  Mechan- 
ism; Signal  in  Stop  Position.  ism;  Signal  Clear. 


Fig.  434.     Model  5  Motor  Mechan- 
ism; Slot  Disengaged;  Signal 
Beginning  to  Assume 
Stop  Position. 
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Fig.  435.     Local  Wiring  for  Model  5  Motor  Mechanism.  Fig.  436.     Wiring  Diagram  for  Two-Arm  Automatic 

Signal,  Model  5. 

Fig.    436   is  a  wiring  diagram    for  a   two-arm   signal,   when   the   top-post  mechanism  is  used;  one  is  provided  for  each  arm. 
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Fig.  437.     Three-Position  Automatic  Signal  as  Used  on 
the  Baltimore  &  Ohio.     General  Electric  Company. 

SPINDLE    MECHAXISM.     GENERAL    ELECTRIC 
COMPANY. 

Fig.  439  shows  the  Style  Ml  10  signal  mechanism  made  by  the 
General  Electric  Conipan/  On  the  case  are  mounted  the  lamp 
bracket  and  pinnacle.  When  equipped  with  blade  and  spectacle  tficse 
form  a  complete  unit,  which  may  be  mounted  upon  any  suitable 
post,  bridge  or  bracket.  The  case  measures  27  in.  long  by  13  in. 
wide,  and  is  not  noticeable  when  erected.  On  the  inside  of  the 
larger  door  is  a  pin  which  serves  to  hold  the  glass  commutator  cover 
■when  it  is  removed  for  inspection  of  the  motor.  The  mechanism 
<Fig.  439a)  is  operated  by  an  electric  motor  which  is  supplied 
with  current  from  storage  or  primary  batteries,  usually  at  a 
potential  of  ten  or  twelve  volts.  The  motor  is  geared  so  as  to  revolve 
the  clutch  wheel  which  turns  freely  about  the  main  shaft.  This  shaft  ex- 
tends through  the  back  of  the  case  for  the  reception  of  the  signal 
arm.  Mounted  upon  the  main  shaft  and  rigidly  attached  thereto  is 
the  sector  casting  which  supports  the  clutch  magnet  and  its  toggle 
levers,  which  engage  with  the  clutch  wheel  when  the  magnet  is 
energized,  thereby  causing  the  main  shaft  to  be  rotated  by  the  motor. 
At  the  top  of  the  mechanism  is  seen  the  lock  or  slot  magnet  for 
holding  the  signal  in  its  caution  or  clear  positions.  When  the 
lock  magnet  is  energized  a  system  of  toggle  levers,  identical  with 
that  of  the  clutch,  engages  with  locking  points  on  the  sector  casting. 
The  free  gravity  movement  from  clear  to  caution  and  to  stop 
positions,  is  accomplished  without  the  movement  of  any  of  the 
gearing,  and  is  retarded  by  the  dash-pot  at  the  front  of  the 
mechanism  connected  to  the  crank  on  the  main  shaft.  The  main 
shaft  also  supports  the  controller  segments  by  means  of  which  the 
various  circuits  are  made  and  broken  through  the  contact  fingers 
which  are  supported  on  studs  rigidly  secured  to  the  frame. 

The  motor,  while  being  of  standard  design,  embodies  some  spe- 
cial features.  The  field  coils,  like  all  other  coils  in  the 
mechanism,  arc  wound  with  a  special  flexible  enamel  cov- 
ered wire  which  possesses  high  insulation  resistance  and  with- 
stands a  high  puncture  test.  The  pole  pieces  are  built  of  a  spe- 
cial grade  of  laminations.  The  armature  coils  are  wound  in  slots 
in  a  laminated  core,  and  after  being  baked  at  a  high  temperature  arc 
subjected  to  the  vacuum  insulating  process,  which  thoroughly  im- 
pregnates the  armature  with  a  compound  of  high  insulating  proper- 
ties. The  commutator  is  composed  of  copper  bars  of  uniform  hard- 
ness, mica  insulated.  Brush-holders  and  brushes  are  easy  of  aqcess, 
the  springs  exerting  a  uniform  pressure  between  the  brushes  and  the 
commutator,  and  an  easily  removable  commutator  cover  is  provided. 
All  parts  of  the  signal  mechanism  are  interchangeable.  The 
toggle  levers  are  composed  of  a  non-corrosive  nickel  alloy  and  the 
gears  and  clutch  wheel  are  of  cast-iron;  the  pinions  are  of  steel. 
Bearings  are  of  bronze.  The  contact  fingers  arc  firmly  fixed  on 
square  insulated  studs,  and  are  non-adjustable.  The  contact  sectors 
are   firmly    fastened   to   the   main   shaft,   an   extra   adjustable   circuit 


Fig.  438.     General   Electric   Automatic   Signal   as 
on  the  New  York  Central  &  Hudson  River. 

control  being  provided.  The  contact  sectors  and  fingers  ar 
posed  of  a  special  non-corrosive  alloy.  The  side  frames  are  < 
iron,  with  solid  webs.  The  entire  mechanism,  when  asseml 
strong  and  rigid,  and,  apart  from  the  brushes,  requires  no 
ment.  This  non-adjustable  feature  of  the  mechanism  ms 
suitable  for  location  at  the  top  of  the  mast,  as  maintenance 
duced  to  a  minimum,  the  only  attention  required  being  tl 
lubrication  and  inspection  of  the  commutator  and  brushes, 
is  provided  at  the  top  of  the  post  for  the  maintainer.  This 
is  adapted  to  two-position  and  three-position  operation,  a 
design  of  the  mechanism  case  is  such  that  a  signal  may  be  i 
in  the  post  at  any  desired  point.  Thus  two  or  more  signal 
independent  mechanisms,  may  be  operated  on  the  same  sign; 
This  arrangement  is  shown  in  Fig.  438,  which  illustrates  an 
top  mast  home  and  distant  motor  signal  with  independent  raecl 
on  the  Xew  York  Central.  Fig.  437  shows  the  signal  as  used 
Baltimore  &  Ohio. 

The  signal,  shown  in  Fig.  440,  and  known  as  the  Style  M 
primarily  a  two-position  mechanism.  The  back  view  of  the 
mechanism  is  shown  in  the  position  corresponding  to  the  1 
indication  of  the  arm.  The  supporting  frame  of  this  mecl 
carrying  the  bearings  for  the  shaft  and  gearing,  also  forms  iV 
which  is  weather-proof.  The  bottom  of  the  case  A  forms  a 
by  which  it  is  secured  to  the  top  of  the  post,  and  inside  this 
is  a  removable  insulating  hushing  B  which  eliminates  possibi 
grounding,  even  if  the  wiring  comes  in  contact  with  the  case 
insulation  is  broken  down.  A  similar  socket  C  is  provided 
top  of  the  case  to  hold  the  pinnacle,  or  for  an  extension 
mast,  in  case  one  or  more  signals  arc  to  be  placed  above  it. 

The  form  of  the  case  is  such  that,  with  a  suitable  brack< 
for  supporting  the  lamp,  any  of  the  present  standard  sera 
spectacles  may  be  used.  The  motor  is  similar  to  that  used 
other  type  of  the  General  Klectric  Company's  signals,  except 
is  provided  with  both  series  (£)  and  shunt  (F)  field  windii 
with  a  ball  ratchet  to  prevent  backward  rotation  of  the  arr 
The   object  of   this   modification   is  explained   below. 

The  high  speed  gear  and  the  motor  pinion  are  protectee 
case  attached  to  the  inside  of  the  frame,  while  the  intermedial 
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Fig.    439.     Electric     Motor    Signal     Mechanism, 
Style  M-110. 


Fig.    440.     Electric    Motor    Signal    Mechanism, 
Style  M-113. 
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Fig.  439a.    Motor  Signal  Mechanism,  M-110. 


Fig.  440a.     Local  Wiring  for  Motor  Signal. 

and  its  pinion  arc  protected  by  a  gear  case  made  of  a  single  piece 
and  bolted  to  the  outside  of  the  frame,  with  which  it  makes  a 
weather-proof  joint.  To  the  face  of  the  main  gear  G  are  attached 
driving  pins  of  case-hardened  steel,  which  move  the  signal  from 
stop  to  proceed  position  by  engagement  with  the  pawl  H  of  the 
slot-arm.  The  slot-arm  ]  is  mounted  on  a  squared  portion  of  the 
signal  shaft  by  means  of  a  broached  hole  in  its  hub,  and  carries  a 
magnet  K»  the  armature  L  of  which  is  attached  to  one  end  ot  a 
bell  crank  lever,  which  by  a  pawl  at  its  other  end  engages  with  the 
driving  pins  whenever  the  slot-magnet  is  energized.  The  series  coil 
of  the  slot-magnet  is  connected  in  the  motor  circuit,  and  the  shunt 
or  high  resistance  coil  is  connected  outside  of  the  control  contacts 
which  break  the  motor  circuit  Current  is  carried  to  the  slot-magnet 
without  the  use  of  flexible  moving  wires,  segmental  collector  rings 
and  brushes  being  employed  as  in  other  G.   E.  signals. 
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Fig.  441.  Fig.  442. 

Mechanism  for  American  Railway  Signal  Company's  Semaphore  Signal. 


On  the  signal  shaft,  directly  behind  the  main  gear,  is  mounted 
an  eccentric  M.  The  strap  of  this  eccentric  is  cast  in  one  piece  with 
the  cylinder  of  the  dash-pot,  or  buffer  A^.  In  front  of  and  con- 
nected to  the  main  shaft  is  a  counting  device  O  for  registering  the 
number  of  signal .  movements. 

When  the  signal  circuit  is  closed  (Fig.  440a)  current  will  flow 
through  the  shunt  coil  of  the  slot-magnet,  and  in  another  circuit 
through  its  series  coil,  and  thence  through  the  motor  control  sector 
P  and  its  contact  fingers  Q  to  the  motor.  The  slot-magnet  being 
energized,  the  pawl  H  is  held  in  the  path  of  the  driving  pins,  and 
as  the  motor  revolves  one  of  these  pins  is  forced  against  the  pawl, 
thereby  turning  the  slot-arm  and  the  signal  shaft  to  which  it  is 
connected,  thus  carrying  the  signal  arm  toward  the  proceed  position. 
When  the  arm  of  the  signal  comes  almost  to  its  extreme  "proceed" 
position,  the  motor  current  is  broken  by  means  of  the  controller  F, 
but  this  breaking  of  the  current  does  not  arrest  the  movement  of  the 
signal,  for  the  inertia  of  the  revolving  armature  and  other  parts  keep 
it  going.  With  the  shunt  field  winding,  the  motor  driven  by  its 
own  inerita  becomes  a  generator,  maintaining  its  field  excitation. 
Immediately  after  the  circuit  between  the  motor  and  the  battery  is 
broken,  a  low  resistance  circuit  is  closed  between  the  motor  brushes, 
thus  converting  the  motor  into  a  powerful  electric  brake  to  arrest 
further  movement  of  the  signal.  As  soon  as  the  motor  stops,  the 
hall  ratchet,  above  mentioned,  prevents  any  backward  rotation  of 
the  armature,  and  the  signal  is  thus  held  in  its  clear  position  until 
the  main  circuit  between  the  signal  and  the  battery  is  opened.  The 
circuit-closer  for  electric  brake  control  is  shown  in  the  cut  at  R. 
At  5"  are  a  number  of  closers  for  extra  circuits.  The  glass  cover  of 
the  commutator  cover  is  shown  removed  at  T. 

It  will  be  understood  that  the  higher  the  voltage  of  the  battery 
and   the   less  the    friction   of   the   machine,   the   greater  will   be   the 


speed  of  the  motor  at  the  time  the  battery  current  is  cut  off,  amf 
the  greater  will  be  the  inertia  of  the  moving  parts.  It  is  also^ 
evident  that  the  greater  the  speed  of  the  motor  the  higher  will  be 
the  E.  M.  F.  generated  in  its  armature,  and  the  greater  will  be  the 
current  opposing  its  forward  movement  when  it  is  acting  as  a. 
generator.  Therefore  the  motor  will  make  approximately  the  same 
number  of  revolutions  after  its  current  is  broken,  stopping  the 
signal  arm  at  the  same  position  under  all  conditions;  so  that  a. 
friction    brake    is   not   needed. 

When  the  main  signal  circuit  is  opened  and  the  slot-magnet  de- 
energized,  its  heavy  armature  falls  away  from  the  poles,  this  move- 
ment being  also  assisted  by  the  pressure  of  the  driving  pins  against 
the  pawl.  The  pawl  being  thrown  back  from  engagement  with  the 
driving^ pin,  the  signal  is  free  to  assume  the  position  to  which  it  is 
normally  carried  by  gravity.  As  the  signal  arm  comes  to  its  stop 
position,  the  rotation  of  the  slot-arm  causes  its  armature  to  swing 
back  against  the  poles  of  the  magnet,  so  that  it  is  in  position  to  be^ 
held  firmly  in  place  when  current  is  again  applied. 

While  this  signal  was  specially  designed  for  use  in  two  posi- 
tions only,  it  can  be  operated  as  a  three-position  signal  when  att 
extra  circuit  controller  is  used,  and  a  back  contact  provided  on  the 
line  relay.  When  used  as  a  three-position  signal,  and  when  indicat- 
ing a  train  backing  into  the  section  of  track  for  which  the  signal 
gives  distant  indications,  the  arm  will  go  from  clear  to  stop  be- 
fore assuming  the  caution  position.  Where  such  a  movement  is 
not  objectionable  this  signal  is  applicable.  The  design  is  such  that 
all  parts  are  readily  accessible,  and  they  are  easily  removed  from 
the  case,  when  necessary.  The  motor  and  other  parts  are  readily 
reversible  to  provide  for  moving  the  arm  either  up  or  down  from 
the  horizontal  position. 
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Fig.  443.  Fig.  444. 

American  Railway  Signal  Company's  Electric  Semaphore  Signal  Mechanism. 


MOTOR  MECHANISM. 

AMERICAN  RAILWAY  SIGNAL  COMPANY. 
igs.  441-444  illustrate  the  two-arm  electric  motor  mechanism 
■  by  the  American  Railway  Signal  Company.  The  dis- 
lishing  feature  of  this  mechanism  is  the  use  of  a  revolving 
instead  of  a  dash-pot  for  preventing  shocks  when  the  signal 
*  by  gravity  to  the  stop  position.  This  fan  also  causes  a  cir- 
ion  of  air  in  the  case,  tending  to  prevent  the  accumulation  of 

and  ice  on  the  moving  parts.  While  the  motor  is  engaged, 
an  remains  idle,  adding  nothing  to  the  work  of  the  motor, 
same  mechanism  can  be   used  to  operate  a  one-arm  signal    for 

two  or  three  positions;  or  a  two-arm  signal  for  either  two  or 

positions,  the  arms  to  be  moved  separately  or  both  at  the 
time,  and  the  arms  may  be  moved  in  either  the  upper  or  the 

quadrant.  The  arm  may  be  stopped  at  any  angle  and  im- 
tely  returned  to  the  position  giving  the  desired  signal  indica- 
irithout  first  going  to  the  stop  position.  The  circuit  controller 
losed  in  a  water-tight  case.  With  this  mechanism  the  signal 
led   to   the  clear  position   so   that   the   vertical   rod   need   not 


be  so  heavy  and  stiff  as  where  the  signal  is  cleared  by  pushing  the 
rod  upward.  The  motor  is  enclosed  in  a  dust-proof  case,  with  a 
glass  covering  over  the  commutator.  The  clutch  which  causes  the 
motor  to  engage  with  the  gears  is  operated  by  a  magnet  which  is 
in  series  with  the  motor.  This  clutch  is  enclosed  in  a  water  tight 
iron  case  bolted  to  the  underside  of  the  plate  supporting  the  motor, 
and  it  acts  through  vertical  rods,  which  may  be  seen  at  each  side 
(Figs.  441  and  442)  projecting  through  the  base  plate.  The  object 
of  the  clutch  is  to  cut  the  motor  clear  of  the  mechanism  as  soon  as 
the  arm  has  been  brought  to  the  clear  position.  The  mechanism 
operates  the  arm  by  means  of  a  ^  in.  prosphor  bronze  rod  of  2,100 
lbs.  tensile  strength.  The  signal  is  held  clear  by  means  of  clutch 
magnets,  seen  at  the  top  of  the  illustrations.  These  magnets  are 
protected  from  moisture  or  dirt  dropping  from  above  by  bell-shaped 
shields.  When  the  signal  goes  to  the  stop  position  it  causes  the 
whole  mechanism,  except  the  motor,  to  revolve  backwards;  and 
the  weight  and  friction  of  the  parts  suitably  modified  by  the  fan 
serve  to  provide  the  necessary  cushioning  to  prevent  any  shock 
when  the  signal  arm  comes  to  its  normal  position. 
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Fig.    445.     Mechanical   Semaphore    Lock   on    American 
Railway   Signal   Company's   Motor   Signal. 

Fig.  445  illustrates  the  connection  of  the  operating  rod  or 
chain  to  the  semaphore  shaft,  the  signal  and  arm  being  now  in  the 
stop  position.  The  chain  lies  in  a  groove  in  the  sheave.  Having 
been  slackened,  to  permit  the  arm  to  assume  this  position,  it  has 
been  forced  in  toward  the  shaft  so  that  it  does  not  hang  in  a 
straight  line.  It  is  kept  in  this  position  by  the  flat  spring  attached 
to  the  lock  dog,  and  the  lug  on  the  lock  dog  prevents  the  shaft 
from  being  turned.  When  power  is  applied  to  the  chain  it  is  pulled 
taut,  and  this  throws  the  dog  clear  of  the  sheave. 

MOTOR  MFXHANISM 

FEDERAL  SIGNAL  COMPANY 
The  signal  mechanism  made  by  the  Federal  Signal  Company  is  ar- 
ranged to  operate  cither  one  or  two  arms.  It  is  composed  of  the 
two  upright  stands  1  and  1'  (Fig.  446)  which  arc  securely  bolted 
to  base  2.  These  frames  are  connected  at  the  top  by  the  buffer 
base  casting  on  which  are  mounted  the  buffer  cylinders  4  and  4'. 
Two  main  shafts  or  spindles  5  and  6'  turn  in  bearings  6  and  6' 
formed  in  the  frames  1  and  1'  additional  bearings  7  and  7'  are 
formed  in  the  bracket  8  which  is  bolted  to  the  frame  1  and  1'  and 
acts  also  as  a  tie  for  the  frames.  The  shafts  5  and  5'  turn  in  bear- 
ings 7  and  T.  On  the  outside  of  the  frames  1  and  1',  mounted  on 
the  shafts  5  and  5'  are  the  main  driving  gear  wheels  9  and  9'.  A 
shaft  or  spindle  10  is  mounted  in  bracket  bearings  11  and  11', 
which  are  secured  to  frames  1  and  1',  respectively.  Upon  this  shaft 
10  is  secured  the  worm  wheel  12  which  meshes  with  and  is  driven  by 
the  worm  13  on  the  shaft  14  of  the  motor  15.  Bracket  support  17, 
carries  a  thrust  bearing  16  for  the  worm  13.  The  flexible  connection 
18  in  the  motor  shaft  14  is  employed  to  relieve  the  motor  from 
any  friction  due  to  the  thrust  of  the  worm  13.  On  the  shaft  10  are 
loosely  mounted  the  pinions  19  and  19'  which  mesh  with  the  gear 
wheels  9  and  9'  respectively.  A  clutch  sleeve  20  is  also  fixed  to  the 
shaft  10  and  turns  with  it.  but  it  also  arranged  to  slide  from  side 
to  side.  This  is  accomplished  by  a  slotted  hole  in  the  sleeve  20  and 
a  pin   in  the  shaft   10.    On  the  extreme  ends  of  the  sleeve  20  arc 


cut  notches  or  teeth  21  and  21'  which  engage  with  sim 
and  22'  of  the  pinions  19  and  19'.  A  grooved  collar  23 
the  sleeve  20  and  is  operated  by  the  lever  24,  which  is  i 
on  the  frame  1.  On  the  spindles  5  and  5'  between  th 
and  7  and  6'  and  7'  are  secured  the  operating  cranks 
To  one  end  of  each  of  these  cranks  are  connected  jaiR 
at  27«  to  which  are  attached  the  up  and  down  rods  28. 
ends  of  the  cranks  26  and  26'  are  connected  by  the  n 
buffer  piston  30.  On  the  lower  edge  of  the  crank  26 
lug  49,  in  the  curved  face  50  of  which  is  cut  a  cam  groo 
groove,  when  rotated,  forces  the  end  52  of  the  lever  2' 
to  left.  This  operates  the  clutch  sleeve  20  from  left  t< 
disengaging  it  from  the  pinion  19  and  engaging  it  wit 
19'.  The  caps  31  and  31'  of  the  buffer  cylinders  4  and 
with  adjustable  air  vents  32,  and  the  pistons  30  and  i 
with  ball  valves  33,  which  open  and  allow  the  air  1 
cylinders  4  and  4'  during  the  downward  stroke  of  the 
close  to  prevent  the  air  from  escaping  back  through 
during  their  upward  stroke. 

Outside  the  main  gears  9  and  9'  on  the  shafts  5  and  5' 
the  magnet  supports  34  and  34'  on  which  are  bolted  mai 
35',  supporting  armatures  as  shown  at  60.  Armature  1< 
36'  are  pivoted  to  lugs  37  and  37'  of  the  support  34  at 
shorts  ends  38  and  38'  of  the  levers  36  and  36'  connect  b; 
39'  with  the  long  ends  of  the  links  40  and  40'  which 
on  pins  as  shown  at  41.  The  short  ends  of  the  links  40 
ject  outward  toward  the  periphery  of  the  main  gears  9  a 
path  of  the  roller  studs  42.  These  studs  are  situated 
of  the  gears,  and  as  many  as  are  required  may  be  used, 
weight  pawl  43  is  attached  to  the  frame  1  by  pivot  stt 
tooth  45  of  the  pawl  rests  at  certain  times  between  the 
gear  wheel  to  prevent  the  wheel  9  from  revolving  backwa 
tooth  46  is  also  fixed  to  the  side  of  pawl  43;  this  tooth 
longer  than  the  tooth  45  and  normally  rests  in  one  of 
46  which  are  formed  in  the  edge  of  the  rim  of  the  g« 
edge  48  is  formed  by  reducing  the  face  of  the  gear  9  to  j 
with  the  bottom  of  the  teeth  of  Ihe  gear.     Circuit  contro 

53  and  53'  of  a  quick  break  type  are  fastened  to  the  ba< 
connected  to  and  operated  by  the  cranks  26  and  26'  throi 

54  and  54'. 

If  the  top  or  home  arm  is  to  be  cleared  the  coils  o 
are  energized  by  closing  a  circuit  from  a  source  of  e 
magnet  will  hold  the  armature  60  against  its  poles  anc 
tain  the  lever  36  and  the  link  40  rigidly  in  the  position 
current  be  now  applied  to  the  motor  15  its  armature 
and  through  the  medium  of  its  shaft  14  and  clutch  li 
worm  13  to  revolve,  which  will,  in  turn,  rotate  worm  >» 
shaft  10.  Shaft  10  in  turning  will  revolve  the  pinion 
the  medium  of  the  sleeve  20,  the  left-hand  teeth  of  w 
with  the  teeth  of  the  pinion  19.  The  pinion  19  meshi 
main  gear  9  which  is  loosely  mounted  on  the  shaft  5  ' 
volve,  and  one  of  the  studs  42  which  are  mounted  thereo 
against  the  projecting  end  of  the  link  40.  In  so  doing 
arm  84,  which  is  rigidly  attached  to  shaft  5,  will  be 
volved  turning  shaft  5  with  it  and  also  crank  26,  w 
rigidly  attached  to  the  shaft.  Crank  26  in  swinging  wil 
and  down  rod  28  sufficiently  to  move  the  signal  blade  the 
tance.  At  this  point  the  circuit  controller  53,  which 
by  the  crank  26.  will  cut  off  the  current  from  the  m< 
not  from  the  magnet  35.  The  crank  26  will  also  actuate 
lever  24  and  throw  the  clutch  sleeve  over  from  left  to 
gaging  pinion  19  and  engaging  pinion  19'. 

While  gear  9  has  been  revolving  the  tooth  46  of  the 
been  resting  against  the  surface  48  of  the  gear  9,  thus 
tooth  45  out  of  engagement  with  the  teeth  of  gear  9.     . 
instant,   however,  that  the  clutch   sleeve  20  is  released 
19,   the   notch   47   in   the  edge   48   of  the   gear   9   arrive* 
adjacent   to  the    tooth    46    of   the   pawl,   thus  allowing 
swing  and  its  tooth  45  to  engage  with  the  teeth  of  gear 
any  backward  movement  of  the  gear.     The  signal  arm 
will  remain  so  as  long  as  magnet  35  remains  energized, 
or  distant  arm  is  to  be  cleared  the  motor  15  is  again  em 
circuit    through    the    distant    controller    53'    and    magpie 
clutch  sleeve  20  being  now   in  engagement  with  the  pin 
cause   the   pinion    to    revolve    transmitting   its   rotary   m< 
main  gear  9',  clearing  the  distant  signal  in  the  same  m; 
home  signal  was  cleared. 

Upon  the  dc-cncrgization  of  the  magnets  35  or  35'  tl: 
signals  will,  on  account  of  their  counterweight,  return  t 
out  turning  backward  either  of  the  gears  9  or  9'.  This  is  ; 
as  follows:  When  the  armature  60  is  released,  the  w< 
on  the  lever  26  will  cause  the  lever  36  and  link  40  to  hir 
at  point  39,  this  toggling  will  withdraw  the  projecting 
40  from  its  point  of  contact  with  the  roller  stud  42  an 
crank  26  to  come  to  rest.  This  returning  movement  is 
the  buffers  4  or  4'.  The  distant  signal  in  going  back  to 
tion  does  not  in  any  way  affect  the  clutch  sleeve  20, 
remains  in  connection  with  pinion  19'.  Therefore,  if  the 
tion  of  track  governed  by  this  signal  be  occupied  and 
signal  will  automatically  return  to  its  normal  position  an 
again  without  affecting  the  home  mechanism.  If,  howevf 
section  should  be  occupied  the  home  signal  would  ret 
position,  and  in  so  doing  would  throw  back  the  clutch 
pinion  19'  to  pinion  19,  thus  rendering  it  impossible  i 
distant  signal  again  until  the  home  section  was  vacated  ai 
signal  cleared.  This  apparatus  can  be  made  if  desired, 
single  signal  by  leaving  off  the  right-hand  portion  of  the 
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Fig.  447.  Fig.  448.  Fig.  449. 

Hall  Electro-Gas  Signal  Mechanism  for  Two-Arm  Semaphore. 


THE    ELECTRO-GAS   SIGNAL. 

Figs.  447-449  illustrate  the  two-arm  electro-gas  signal  mechanism 
made  by  the  Hall  Signal  Company.  Single  arm  mechanism  are  sim* 
ilar  to  these,  except  that  they  have  only  half  as  many  moving  parts. 
In  Fig.  448  one-half  of  the  mechanism  is  shown  in  the  position  for 
a  clear  indication  and  the  other  half  for  the  stop  indication.  The 
controlling  power  of  this  signal  is  electricity,  the  operating  power 
liquefied  carbonic  acid  gas.  The  gas,  stored  in  an  iron  cylinder 
(Fig.  453)  at  the  foot  of  the  signal  post  is  normally  at  a  pressure 
of  from  600  to  1,200  lbs.  per  sq.  in.,  and  for  use  is  reduced  through 
a  regulating  valve  (Fig.  452)  to  from  40  to  60  lbs.  pressure  per 
sq.  in.  Pipe  27«  Fig.  448,  leads  to  the  mechanism  from  the  main 
receptacle.  The  signal  rod  which  operates  the  semaphore  arm  is 
connected  to  the  clamp  31,  attached  to  the  cylinder  rod,  and  the 
gas  when  admitted  to  the  cylinder  1  causes  the  cylinder  and  its 
rod  to  move  upward  and  the  arm  to  assume  the  clear  position.  The 
Cylinder  is  movable  and  its  piston  is  fixed.  The  flow  of  gas  into  the 
cylinder  and  its  egress  tncretrom  are  controlled  through  valves 
9-10,  Fig.  448  (shown  enlarged  in  Fig.  451),  which  in  turn  are  con- 
trolled by  the  electro-magnets  16.  The  lever  or  clutch  which  holds 
the  signal  clear  is  controlled  by  a  back  armature  on  these  magnets. 
When  the  magnets  are  energized  the  front  armature  17  is  attracted. 
This  armature  is  attached  to  a  pivoted  crank,  to  one  arm  of  which 
a  connecting  rod  16  is  fastened.  The  valves  which  control  the  flow 
of  gas  into  the  cylinder  and  its  escape  therefrom  are  controlled  by 
this  connecting  rod  so  that  when  the  armature  is  attracted  the  supply 
valve  is  opened  and  the  exhaust  valve  closed,  which  makes  a  free 
path  for  the  gas  from  the  tank  to  the  cylinder.     This  path  from  the 
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gage  and  regulator  5-6  is  through  the  expansion  chamber  and  in 
connection  29,  through  the  valve  9,  which  has  been  opened  by  tbe 
movement  of  the  armature,  through  tube  30  to  the  inside  of  tbe 
cylinder  1.  The  pressure  causes  the  cylinder  to  move  upward  on 
its  piston  and  clear  the  signal.  Clutch  casting  23  is  clamped  to 
the  cylinder  rod  and  moves  with  it  along  the  guide  32.  Roller  stod 
25,  screwed  into  the  clutch  casting  23,  moves  along  cut-off  letw 
8  until  it  raises  pawl  22,  which  is  pivoted  on  a  stud  screwed  into 
the  frame,  21.  Cut-off  lever  8  is  shaped  like  an  inverted  T  and  i> 
pivoted  on  its  left  leg  at  the  bottom.  The  right  leg  is  connected 
to  one  end  of  the  link  20.  The  cut-off  lever  is  counterweightcd.  » 
that  when  free  to  move  on  its  pivot  it  will  force  the  link  20  do«a 
and  close  the  supply  valve.  At  the  same  time  the  exhaust  valve  wiD 
be  opened,  as  the  two  valves  are  connected  and  any  moveneitf 
which  closes  one  opens  the  Other.  As  soon  as  pawl  22  has  bees 
raised  by  roller  25,  cut-off  lever  8  is  released,  closing  the  supply 
valve,  which  stops  the  flow  of  gas  into  the  cylinder  and  opens  tk 
exhaust  valve  and  allows  the  gas  which  has  been  used  in  the  cyl- 
inder to  escape. 

It  is  apparent  that  the  gas  has  been  used  only  to  raise  the  cylis- 
der,  not  to  hold  it  in  its  new  position.  This  latter  function  b  per- 
formed by  the  clutch  lever  12,  which  is  suspended  on  pivotfd  bearist 
36.  The  top  of  this  lever  has  a  nose-shaped  projection  wbid 
engages  a  latch  on  the  back  of  clutch  casting  23.  The  lower  cod 
of  clutch  lever  12  carries  an  armature  for  magnet  16,  and  wbcB 
the  magnet  is  energized  the  clutch  lever  is  held  in  such  a  posititfi 
that  the  latch  on  casting  23  rests  on  the  nose  of  clutch  lever  IS 
and  holds  the  signal  in  the  clear  position.  When  the  magnet  becoiBCS 
de-encrgized   clutch    lever    12    is   released   and    the    counterweight  of 
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Mg.  452.     Reducing  VaJve  for  Electro-Gas  Signal. 
Signal  Company. 


Hall 


ig.  453.     Standard  Cylinder  for  Liquid   Gas. 
Hudson   River. 


the  signal,  falling,  causes  clutch  lever  12  to  fly  backward  on  its 
pivot  36  a  sufficient  distance  to  allow  the  latch  and  clutch  casting 
23  to  pass  the  projection  on  the  clutch  lever  12;  and  the  signal 
drops  to  the  stop  pipsition.  The  escape  of  the  gas  or  air  from  the 
cylinder  through  the  exhaust  valve  is  so  regulated  that  the  piston 
and  cylinder  become  a  dash-pot,  preventing  any  violent  drop 
of  the  cylinder  when  the  signal  assumes  the  stop  nosition.  Circuit 
breaker  15  used  to  control  the  distant  and  other  circuits,  is 
shown  in  Figs.  414-416.  It  is  operated  by  rod  13  through  a  crank. 
The  upper  end  of  rod  13  is  bent  at  right  angles  and  has  a  lug,  as 
shown.  Roller  26  moves  13  up  by  striking  against  the  bent  top 
or  down  by  striking  the  lug.  Spring  14  will  pull  13  down  in  case 
the  lug  should  break.  Cut-off  lever  7  is  left  handed  and  8  is  right 
handed,  and  the  same  is  true  of  11  and  12. 

The  piston  and  cylinder  are  made  of  phosphor-bronze,  ground 
to  a  true  fit.  The  cylinder  being  inverted  and  moving  on  the 
piston,  it  can  have  a  solid  head,  certainly  preventing  the  entrance 
of  water.     Its  pedestal  has  a  brass  bushing. 

Fig.  451  shows  the  controlling  valves  (9-10,  Figs.  447-449)  in 
detail.  Parts  1 81 9-20  are  the  same  as  those  of  corresponding 
number  in  Figs.  447-449.  Adjustable  connections  N  and  B  are  at- 
tached to  the  front  armature  and  to  rod  7  or  8.  The  body  of  the 
valve  E  has  a  cover  H;  K  is  the  valve  itself,  with  stem  connected 
to  C,  and  L  is  the  valve  guard  and  seat;  F  is  a  washer;  D  is  a 
steel  ball  serving  as  a  check  to  retard  the  exhaust  of  gas  from  the 
cylinder  so  as  to  form  a  cushion  between  the  cylinder  head  and  the 
piston.  D  is  kept  from  completely  blocking  the  passage  by  adjusting 
screw  A.  Gas  is  admitted  at  the  left  and  passes  up  and  over  L. 
When  K  is  raised  from  its  seat,  C  scats  at  O  and  gas  passes  around 
K  and  D  to  the  cylinder.  When  C  is  lowered  K  seats  and  is  held 
seated  by  the  pressure  of  the  gas.  The  exhaust  passes  from  the 
cylinder,  around  D  and  down  around  the  stem  of  K  and  C  to  the 
atmosphere. 

Fig.  452  is  an  enlarged  view  of  the  regulating  valve  6,  Figs. 
447-449,  though  in  those  illustrations  only  one  gage  is  shown 
instead  of  two.  The  single  gage  has  two  hands,  one  for  the  high 
pressure  and  one  for  low.  It  is  mounted  centrally  and  a  pipe 
leads  to  it  from  the  coupling  where  the  high  pressure  gage  is 
mounted  in  Fig.  452.  The  functions  of  the  various  parts  and  the 
valve  are  as  follows:  Gas  enters  the  valve  body 
through  E,  which  is  connected  to  the  high  pressure 
gage  C,  and  reaches  valve  seat  F.  Before  the  gas 
is  turned  on«  the  adjusting  screw  I  is  unscrewed 
so  that  there  is  no  pressure  on  the  spring  H;  then 
the  diaphragm  J  tends  to  hold  the  hard  rubber 
valve  disk  K  down  on  the  seat  F,  and  when  the 
gas  is  turned  on  prevents  it  from  escaping  to  any 
extent.  Then  the  adjusting  screw  I  is  screwed  in. 
This  puts  pressure  on  spring  H.  The  top  of  this 
spring  bears  on  the  flange  L  and  raises  it,  with 
all   the   parts   connected   to   it,   which   includes   the 
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Figs.  454-455.     Electro-pneumatic  Signal  Mechanism.     Union  Switch  &  Signal  Company. 
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Figs.  45r>-458.     Details  of  Electro-pneumatic  Cylinder,  Magnet  and  Valve,  for  Semaphore  Signal.    The  Union 

Switch  &  Signal  Company. 


center  of  the  diaphragm  J,  the  support  for  disk  holder  G,  the  disk 
holder  M  with  the  disk  K  and  the  center  of  the  slotted  diaphragm 
N.  This  operation  raises  the  hard  rubber  disk  K  off  the  seat  F 
and  allows  the  high  pressure  gas  to  flow  into  the  chamber  O.  The 
gas  continues  to  flow  into  the  chamber  O  and  fills  the  passage  lead- 
ing to  the  low  pressure  gage  D,  which  indicates  the  pressure.  It 
flows  through  the  pipe  leading  to  the  expansion  chamber,  29,  Fig. 
448,  which  is  connected  at  B.  If  the  valves  of  the  signal  mechanism 
are  closed  the  gas  pressure  gradually  increases  in  O  and  the  ex- 
pansion chamber  until  it  becomes  great  enough  on  the  diaphragm 
J  to  force  it  down  and  compress  spring  H.  When  the  diaphragm  J 
is  forced  down  by  the  gas  pressure,  the  parts  attached  thereto,  in- 
cluding the  support  for  disk  holder  G,  valve  disk  holder  M  and  the 
hard  rubber  valve  disk  K  move  with  it.  When  the  hard  rubber 
valve  disk  is  forced  down  if  bears  on  the  top  of  the  valve  seat  F 
and  stops  the  flow  of  gas.  The  gas  pressure  required  to  stop  the 
flow  of  gas  is  determined  by  the  amount  of  pressure  put  on  the 
spring  by  the  adjusting  screw.  If  a  higher  working  pressure  is 
required,  the  adjusting  screw  I  is  screwed  in  further,  putting  a 
greater  pressure  on  the  spring  H,  making  necessary  a  higher  gas 
pressure   on  the  diaphragm   J   to  press   the  hard   rubber  valve   disk 


K  on  the  seat  F  and  stop  the  flow  of  gas.  Unscrewing  the  adjust- 
ing screw  reduces  the  pressure  on  the  spring,  and  the  gas  has  less 
pressure  to  overcome  in  order  to  move  the  diaphragm  and  the  parts 
attached  to  it;  consequently  a  lower  gas  pressure  stops  the  flow  of 
gas.  Whenever  any  gas  is  drawn  from  the  low  pressure  side  of  the 
regulating  valve  the  pressure  is  reduced  and  the  spring  immediately 
forces  the  diaphragm  and  parts  attached  to  it  up  which  raises  the 
hard  rubber  valve  disk  off  the  seat  and  allows  gas  to  flow  into  the 
low  pressure  side  of  the  regulating  valve,  thus  keeping  the  pressure 
on  that  side  practically  constant. 

The  support  for  disk  holder  G  is  rigidly  attached  to  the  center 
of  diaphragm  J,  and  the  upper  end  of  the  support  is  securely 
fastened  to  the  valve  disk  holder  M  by  means  of  three  screws,  thus 
making  one  rigid  piece.  The  threaded  end  of  the  valve  disk  holder 
M  projects  through  a  hole  in  the  slotted  diaphragm  N.  and  a 
threaded  sleeve  is  screwed  down  on  the  slotted  diaphragm  N.  flrmly 
clamping  it  between  the  sleeve  and  the  valve  disk  .holder;  thus  the 
parts  in  which  the  hard  rubber  valve  disk  are  held  are  centrally 
guided  at  the  lower  end  by  the  diaphragm  which  transmits  the 
pressure  to  the  spring,  and  the  upper  end  is  centrally  guided  by  a 
diaphragm  which  is  slotted  to  make  it  flexible,  and  also  to  allow  the 
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Names  of  Parts  for  Figs.  459-460. 

Lozver  Cylinder 

Upper  Cylinder 

Bottom  Head  for  Lower  Cylinder 

Bracket 

Top  Cylinder  Head 

Piston 

Cage  for  Piston  Rings 

Piston  Ring 

Lock-nut  for  Lower  Piston  Ring  Cage 

Lock-nut  for  Upper  Piston  Ring  Cage 

Ring  Nut  for  Lower  Cylinder 

Ring  Nut  for   Upper  Cylinder 

StuMng  Box  Ring  Nut 

Upper  Piston  Rod 

Lower  Piston  Rod 

Jaw 

Washer 

Leather  Gasket 

Leather  Packing 

Fiber  Gasket 

Gland  for  Stuffing  Box 

Stuffing  Box  Spring 

Pipe  Connection 

Three-way  Cock  and  Union 

Air  Inlet  for  Lower  Cylinder 

Oil  Plug 

Dowel  Pin 

Stud  for   Upper  Cylinder 

Stud  for  Lozver  Cylinder 

Upper  Pin  Valve  Magnet 

Lozver  Pin   Valve  Magnet 


Figs.  459-400.     Electro-pneumatic  Cylinders  for  Three- 
position  Semaphore,  Tandem   Movement. 


jrc  to  become  equal  on  all  sides  of  it.  By  using  the  two 
ragms  to  guide  the  valve  disk  the  disk  must  always  seat  in 
ly  the  same  place. 

g.  453,  the  gas  tank,  is  made  of  steel  to  withstand  a  pressure 
»00  lbs.  per  sq.  in.  It  has  a  cover  to  exclude  dust  and  prevent 
f  to  the  couplings  and  valves  while  in  transit,  and  has  a  safety 
which  will  blow  out  if  the  pressure  should  become  dangerous, 
tank  holds  enough  gas  for  several  hundred  signal  movements. 
s  are  shipped  as  needed  from  a  central  manufactory  and  a 
re  tank  is  kept  at  each  signal  post. 

g.    450   shows   the   local    wiring    for    an    electro-gas   mechanism, 
used    in   the   normal   danger   systems   shown   in    Figs.   389-391. 
similar  to  Fig.  411. 

THE  ELECTRO-PNEUMATIC  SIGNAL. 

g.  457  illustrates  the  pin  valve  and  its  magnet  used  to  control 
o-pneumatic  signals,  made  by  the  Union  Switch  &  Signal 
any.  The  magnet  is  of  the  **iron-clad"  type.  Between 
M>Ie  piece  and  the  armature  there  is  a  spring  5,  which 
I  in  releasing  the  armature  when  current  is  withdrawn. 
Item  4  of  the  armature  passes  down  through  the  center  of  the 
it  and  rests  on  the  stem,  7,  of  the  pin  valve.  The  armature 
has  a  beveled  end  to  seat  in  the  opening  below  when  it  is 
»Bed.  The  pin  valve  is  held  against  its  seat,  B,  by  the  pres- 
of  the  air  at  E  and  also  by  the  spring  8.     £  is  connected  to 


the  source  of  air  supply.  When  the  magnet  is  energized,  the  arm- 
ature is  attracted  and  its  stem  presses  down  and  unseats  the  pin 
valve.  This  admits  air  to  the  chamber  C.  At  the  same  time  the 
end  of  the  armature  stem  seats  at  A,  so  that  air  cannot  escape 
through  the  exhaust  port  D.  When  the  magnet  is  de-energized  the 
various  parts  return  to  their  normal  position,  as  shown.  This  allows 
air  to  escape  from  C  to  the  atmosphere  through  D  and  prevents 
entrance  of  air  from  E,  through  B,  to  C. 

Figs.  456  and  458  show  an  electro-pneumatic  cylinder  for  a 
semaphore  signal.  The  cylinder  head  3  with  its  bracket  is  fastened 
to  the  support  at  15.  To  this  is  clamped  the  valve  magnet,  B,  and 
the  pin  valve.  The  cylinder,  1,  and  the  bottom  head,  2,  are  bolted 
to  the  main  head  as  shown.  Piston  4,  moving  in  the  cylinder,  is 
forced  down  by  the  admission  of  compressed  air  at  the  top  and 
motion  is  transmitted  to  the  signal  by  means  of  the  piston  rod  9. 
This  is  connected  to  the  "up  and  down  rod"  of  the  signal  through 
a  balance  lever  (Figs.  454-455).  The  piston  rod  is  Secured  to  the 
piston  by  a  universal  ball  and  socket  joint,  and  disk  8,  which  is 
screwed  into  the  piston,  forms  the  lower  portion  of  this  joint. 
Washer  11  rests  on  the  bottom  cylinder  head  and  keeps  out  dirt. 
When  compressed  air  is  admitted  to  the  chamber  C  (Fig.  457),  it 
passes  through  the  diagonally  arranged  port  N,  to  the  space  above 
the  piston  and  forces  the  piston  down,  clearing  the  signal.  When 
the  magnet  at  B  is  de-energized,  the  air  is  shut  off  and  chamber 
C  is  connected  to  atmosphere  through   D;   the  air  in   the   cylinder 
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M. 


Fig.   461.    Wiring    for     Electro-pneumatic    Automatic 

Block    Signal;    Distant    Signals    Controlled   by 

Polarized  Track  Circuits;  Primary  Battery. 

Pennsylvania  Railroad. 
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Fig.  462.     Same  as  Fig.  461,  but  with  Storage  I 
in  place  of  Primary. 


Fig.  463.     Details  of  Fig.  461. 


Fig.  464.     Details  of  Fig.  462. 


above  the  piston  escapes,  allowing  it  to  assume  its  normal  position, 
as  shown,  putting  the  signal  in  the  stop  position.  This  it  does  by 
gravity. 

In  Figs.  459  and  460  is  shown  an  electro-pneumatic  mechanism 
for  operating  a  three-position  semaphore.  It  consists  essentially  of 
two  of  the  ordinary  two-arm  mechanisms  superimposed  one  upon 
the  other.  The  upper  cylinder  is  shorter  than  the  lower.  The 
piston   rod   of  the   upper  cylinder   rests    on  top   of  but   is   not   con- 


nected to  the  piston  of  the  lower  cylinder.  The  upper  cyl 
used  to  move  the  signal  through  the  first  half  of  its  strc 
is  from  stop  to  caution,  and  the  second  half  is  accompli 
the  action  in  the  lower  cylinder,  the  piston  of  which  mov 
from  the  upper  piston  rod.  This  rod  acts  as  a  stop  w 
signal  is  to  be  returned  from  the  clear  to  the  middle  or 
position. 


Names  of  Parts  of  Hall  Electro-Gas  Two  Arm  Signal   Mechanism,  Figs.  447-449. 


Cylinder 

13 

Circuit  Closing  Rod 

25 

Cut-off  Lever  Roller 

Piston 

14 

Circuit  Closing  Rod  Spring 

26 

Clutch  Casting  Latch 

Cylinder  Packing 

15 

Circuit  Closer 

27 

Tank  and  Regulator  Con 

Operating  Rod   {Cylinder  Rod) 

16 

Valve  Magnet  Coils 

28 

Expansion   Chamber  Conn 

Pressure  Gage 

17 

Valve  Magnet  Armature 

29 

Expansion  Chamber 

Regulator 

18 

Valve  Connector 

30 

Cylinder  Connection 

Cut-off  Lever,  L.  H. 

19 

Valve  Lever 

31 

Signal  Rod  Clamp 

Cut-off  Lever,  R.  H. 

20 

Valve  Lever  Adjusting  Link 

32 

Clutch  Casting  Guide  Rod 

Gas  Valve,  L.  H. 

21 

Frame 

33 

Clutch  Casting  Catch 

Gas  Valve,  R,  H. 

22 

Cut-off  Lei'er  Pawl 

34 

Gage  Connection 

Clutch  Lever,  L.  H. 

23 

Clutch  Casting 

35 

Valve  Magnet  Cover 

Clutch  Lever,  R.  H. 

24 

Buffer  Lever  Roller 

36 

Clutch  Lever  Shaft  Suppt 
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Figs.  465-4^ 


465.     The   Blake  Despatcher's 
Signal;   Stop  Position. 


Fig.   466.     Blake  Signal;    Clear  Fig.    467.     Blake    Signal,   with    Oil 

Position.  Lamp. 
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468.      Despatcher's     Desk; 
Signal. 


Blake     Despatcher*s      Fig.  469.     Blake  Signal,  with  Oil  Lamp;  Stop  Position. 


THE  BLAKE   SIGNAL 


5  is  a  non-automatic  signal  appartus  by  which  a  number  of 
at  diflfcrent  points  along  a  railroad  are  made  subject  to  the 
of  the  dcspatcher   at  a  central   point.      He   is  able   to  set   in 

»p  position   a   semaphore  of  standard   size,  and  by  a  selective 

tus  he  controls  a  number  of  signals  by  means  of  a  single  wire. 

stem  is  used  on  electric  railroads  where  cars  are  required  to 
signals,  the  conductor  then  inquiring  by  telephone  for  orders. 

lection  is  obtained  accurately  by  means  of  the  principle  that 

le  of   vibration  of  a  pendulum   varies  with   its  length.  A  No. 

e    iron    wire    is    used    on    a    line   controlling    a    series    of    15 

en  the  despatcher  wishes,  for  example,  to  set  signal  No.  9 
tTts  a  plug  in  hole  No.  0  on  his  desk  and  thereby  releases 
im  No.  9  in  the  desk  and  also  connects  the  line  with  the 
of  the  electric  current.  As  the  pendulum  in  the  despatcher's 
ivings  it   opens  and  closes  the  circuit,  sending  impulses  over 


the  line  synchronous  with  its  vibration.  At  the  end  of  ten  seconds 
the  pendulum  at  signal  No.  9  swings  through  an  arc  wide  enough 
to  trip  a  lock  and  drop  the  semaphore  arm  to  the  stop  position.  (It  is 
turned  upward  to  indicate  proceed).  As  soon  as  the  semaphore 
arm  has  reached  the  horizontal  position  it  throws  an  interrupted 
ground  on  the  line  at  that  point,  which  causes  an  additional  amount 
of  current  to  flow  through  the  relay  on  the  despatcher's  desk,  causing 
it  to  draw  up  in  unison  with  the  swing  of  the  pendulum;  thus  the 
despatcher  receives  a  positive  indication  of  the  semaphore  arm  being 
set  at  "stop.' 

When  the  car  or  train  has  arrived  at  this  point  and  communi- 
cated with  the  despatcher  by  telephone,  the  despatcher  withdraws  his 
plug  and  directs  the  conductor  to  clear  the  signal.  This  the  con- 
ductor does  by  pulling  a  cord;  and  the  signal  arm  on  completing  its 
stroke  is  locked  in  the  clear  position,  subject  to  the  despatcher's 
control  as  before. 


Fig.  470 
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Fig.  470.     Arrangement  of  Circuits  for  Blake  Despatcher's  Signal. 
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Fi^s.  471-473 


Fig.  471.     "United  States"  Electric  Block  Signal. 


Fig.  472. 


'United  States"  Electric  Block  Signal; 
Interior  of  Signal  Box. 


Fig.  473.     Relay    Controlling   "United    States" 
Electric  Block  Signal. 


In  the  L'nittd  States  Company's  system  of  signaling  on  single  track 
ections  of  trolley  roads,  a  signal  box  (Figs.  471-473)  and  an  auto- 
latic  trolley  switch  are  placed  at  each  end  of  the  block.  The  signal 
ox  is  placed  about  100  ft.  in  advance  of  the  trolley  switch  so  as  to 
c  seen  easily  by  the  motorman  as  his  car  passes  under  the  trolley 
K'itch.  A  car  entering  the  block  operates  this  trolley  switch,  light- 
ig  a  white  or  green  signal  in  the  box  directly  in  front  of  it,  and  a 
fd  signal,  in  series  with  it,  in  the  box  at  the  distant  end  of  the 
lock.  A  red  signal  always  shows  an  approaching  car,  a  green  or 
hite  a  receding  one,  while  the  block  is  clear  only  when  the  signal 
bows  a  green  or  white  signal  directly  as  the  car  passes  the  trolley 
Rritch.  This  system  does  not  depend  on  the  continuity  of  a  lamp 
ircuit  for  its  protection  to  cars.  Should  the  lamps  burn  out  after 
eing  lighted,  the  ''semaphores*'  would  still  remain  set,  but  in  case 
o  "semaphores"  were  used  it  would  still  be  impossible  to  get  a  clear 
ignal  to  enter  the  block  in  either  direction  on  account  of  the  relay 
Fig.  473)  being  mechanically  locked.  Failure  of  power  from  the 
rolley  wire  only  puts  out  the  signal  until  its  return. 


The  relay  contacts  are  made  of  spring  phosphor  bronze  and  are 
interchangeable  and  easily  replaced.  The  relay  levers  are  made  of 
aluminum  in  order  to  reduce  the  inertia  of  the  moving  parts.  They 
are  very  light,  yet  strong,  and  require  a  contact  of  less  than  .017 
second  duration  to  operate  them.  The  relay  is  connected  to  the  box 
by  means  of  eight  spring  contacts  located  on  the  under  side  of  the 
relay  base  which  is  one  piece  of  heavy  slate.  These  springs  engage 
with  a  set  of  contact  points  in  the  top  of  the  main  part  of  the  box, 
and  when  the  relay  is  in  place  are  separated  from  each  other  and 
surrounded  by  fiber  barriers.  This  reduces  to  a  minimum  the  lia- 
bility of  lightning  jumping  from  one  terminal  to  another. 

The  relay  magnets  are  large  and  strong.  They  will  operate  on 
any  line  voltage  over  160.  The  cores  and  pole  pieces  are  made  of 
soft  Norway  iron  annealed  and  blued.  All  the  magnet  coils  are 
wound  on  fiber  spools  with  No.  23  double  cotton  covered  wire,  and 
varnished  with  three  coats  of  heavy  shellac,  making  them  practically 
waterproof. 

The  vital  point  in  every  system  of  this  kind  is  that  the  signal. 


Fig.  474 
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Fig.  474.     Diagram  of  Circuits  Used  With  the  "United  States"   Electric  Block  Signal. 


once  having  been  set  in  the  stop  position,  should  remain  so  regard- 
less of  all  other  conditions  until  released  by  a  car  leaving  the  block. 
This  is  accomplished  by  using  a  small  mechanical  lock  which  holds 
the  operating  lever  in  a  closed  position  until  unlocked  by  a  car  leav- 
ing the  block. 

Resistance  tubes  are  used,  the  total  resistance  of  the  box  being 
contained  in  three  or  four  tubes.  Two  of  these  are  used  as  shunts 
for  the  "semaphores"  and  contain  630  ohms  each.  The  others  are 
used  as  terminal  resistances.  These  tubes  are  held  in  place  by  a 
clamp  at  each  end,  and  it  is  only  necessary  to  loosen  two  screws  to 
remove  them  in  case  it  is  necessary  to  make  a  renewal.  By  insulat- 
ing the  parts  by  barriers,  the  effect  of  lightning  and  resultant  arc  of 
the  power  current  has  been  reduced  to  a  minimum.  The  "sema- 
phores" are  housed  in  a  separate  casting  which  is  fastened  to  the 
main  signal  box  by  means  of  two  hinges  on  the  rear  and  a  stop  pin 
and  cotter  on  the  front  edge.  They  are  easily  removed  from  the 
box  by  simply  lifting  off  the  hinges.  The  disk,  which  is  eight  inches 
in  diameter  and  pivoted  horizontally  between  two  glass  windows,  is 
made  of  sheet  metal  painted  and  varnished;  one  red  and  one  green 
or  white.  It  is  operated  by  a  large  magnet  placed  in  the  lower 
part  of  the  housing,  there  being  no  mechanical  connection  between 
them  and  the  main  signal  box.  They  work  independently  of  the 
lights.  The  wire  used  is  No.  12  white  fireproof  covered,  and  is  all 
form  bent.  Five  two  amp.  fuses  mounted  on  two  porcelain  bases  are 
used.  Each  circuit,  with  the  exception  of  the  setting  circuit.  No.  4, 
being  fused.  When  the  signal  circuit  is  in  operation,  it  contains  four 
fuses  in  series,  thus  giving  four- fold  protection  against  bum-outs. 
The  signals  use  the  ordinary  16  c.  p.  110-120  volt  lamp.  The  lenses 
are  five  inches  in  diameter  and  the  glasses  are  "solid  color." 
The   location   of    wires,    contacts    and    fuses    is    shown    in    Fig.    472. 

In  the  diagram  (Fig.  474)  is  shown  the  path  of  the  current  through 


the  magnets  and  signals,  and  the  manner  in  which  the  signal 
and  released.  When  the  car  represented  by  the  trolley  wheel  < 
the  block  it  closed  the  right-hand  contacts  of  the  trolley  switch 
instant,  allowing  the  current  to  flow  over  the  circuit  reprcsen 
heavy  dashes  (4),  through  magnet  A  and  over  line  wire 
through  the  other  signal,  to  the  ground.  The  path  taken  fror 
net  A,  is  shown  by  the  heavy  full  line.  Magnet  A,  upon 
energized,  throws  over  its  contact  lever,  disconnecting  the  i 
at  this,  the  setting  end,  and  cutting  in  a  permanent  feed  fr< 
trolley  wire  to  take  the  place  of  the  switch  contact,  which 
immediately  after  the  car  passes.  This  permanent  feed  also 
the  white  (or  green)  lamp  and  disk  into  the  signaling  circuit, 
is  their  appearance  which  shows  that  the  red  signal  is  displayec 
opposite  end.  The  other  set  of  contacts  closed  by  this  \ 
complete  a  circuit  which  starts  in  the  outside  contacts  o 
trolley  switches.  It  will  be  seen  upon  looking  at  the  diagra 
the  signaling  circuit  leads  through  magnet  B'  at  the  othe 
opening  a  pair  of  contacts  known  as  the  Non-interference  I 
These  contacts  open  the  setting  circuit  from  the  trolley  swit 
prevent  a  car  trying  to  enter  from  the  opposite  end,  locking 
lever  to  magnet  A',  which  would  connect  both  ends  of  the  si| 
circuit  to  the  trolley  wire,  making  a  dead  signal  until  soi 
passed  out  of  the  block.  The  circuit  indicated  by  light  dasb 
is  known  as  the  releasing  circuit.  When  the  car  leaves  the 
going  in  the  direction  shown  by  the  wheel,  it  closses  the 
hand  contacts  in  the  right-hand  switch,  thus  allowing  curt 
flow  through  magnet  C\  which  breaks  the  main  signaling  circt 
also  through  magnet  B,  which  unlocks  the  lever  of  magnet  A 
magnet  A,  now  being  de-energized  and  the  lock  open,  allows  th 
to  fall  back  snd  the  system  is  in  its  normal  position  of  no  car 
block. 
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Figs.  475-478 


Fig.  475.    Signal  Controller  in  Case.     Eureka  Electric 
Signal. 


Fig.  476.     Eureka  Electric  Signal.     The  upper  circular 
opening  is  closed  by  shutters. 


Fig.  477.     Signal  Controller.    Eureka  Electric  Signal.       Fig.    478.     Trolley 


Contact    Maker, 
Signal. 


Eureka    Electric 


THE   EUREKA   ELECTRIC   SIGNAL. 


Two  main  controllers  (Fig.  477)  arc  used  for  each  section  of 
track.  These  do  not  operate  in  synchronism.  When  one  or  more 
cars  enter  a  section  the  controller  at  the  end  entered  operates, 
setting  the  signals  to  stop  and  displaying  red  at  the  other  end.  Cars 
going  through  the  block  in  the  opposite  direction  are  protected  by 
the  operation  of  the  other  controller.  Should  cars  attempt  to  enter 
the  block  at  opposite  ends  at  the  same  time,  both  controllers  would 
operate  to  counteract  each  other  and  thus  lock  at  stop,  the  "home" 
signal.  Fig.  476,  at  each  end  of  the  block.  At  each  end  of  a  block 
the  upper  is  the  "home"  and  the  lower  the  "distant"  signal.  A  block 
is  occupied  when  both  are  clear  at  one  end  and  at  stop  at  the  other, 
the  movement  of  the  car  or  cars  being  toward  the  signal-indicating 
stop.  A  block  is  unoccupied  when  at  both  ends  of  it,  the  upper 
signals  are  at  stop  and  the  lower  clear.  When  the  signals  are  in 
this  position  a  car  may  enter  a  block  at  either  end,  provided  the 
"home"  goes  to  clear  when  the  contact-maker  has  been  passed.  If 
the  "home"  goes  to  clear  the  distant  at  the  far  end  of  the  block  will 
be  displayed  against  approaching  cars,  and  the  "home"  at  that  end  will 
be  locked  at  stop,  so  that  the  car  in  the  block  will  be  protected  by 
two  signals,  blocking  cars  coming  from  the  opposite  direction.     Ad- 
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ditional  cars  may  follow  the  first  car  into  the  block.  In  such  case 
the  signals  will  remain  as  set  by  the  first  car,  but  in  the  "home"  the 
lights  will  change  with  each  car  taking  the  block.  When  two  cars 
attempt  to  enter  a  block  at  opposite  ends  at  the  same  time,  neither 
can  clear  the  "home;"  or  if  there  is  a  difference  in  the  time  of  such 
attempt,  the  first  car  in  the  block  will  set  the  "home"  at  its  end  and 
lock  the  other  "home"  at  stop,  and  at  the  same  time  set  the  "distant" 
at  the  far  end  of  the  block.  Should  a  car  go  into  a  block  against 
stop  signals,  both  "homes"  will  be  set  at  stop  before  the  overrunning 
car  can  pass  that  at  its  end,  and  will  remain  so  until  one  of  the 
cars  backs  out  of  the  block,  when  the  system  will  be  automatically 
set  to  protect  the  car  remaining  in  the  block. 

The  signal  line,  extending  from  end  to  end  of  the  block,  passes 
across  the  base  of  the  controller  through  switches  A,  D,  C  and  F, 
and  not  through  the  magnets.  This  signal  line,  when  the  block  is 
not  occupied,  is  grounded  at  both  ends  through  the  controllers  by 
means  of  switch  D  and  wiring  8  to  the  rail.  Between  each  con- 
troller and  that  ground  the  "distants"  are  placed,  through  the  magnets 
of  which  and  through  the  lamps  therein  the  current  flows  to  set 
these   signals.     By  means  of  switches  A  and  wire  1,  in  which  the 
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Fig.  479.     Signal  Control  Circuits.     Eureka  Automatic  Electric  Signal. 


magnets  operating  the  "homes"  are  placed,  the  signal  line  is  connected 
to  the  source  of  power.  From  the  other  side  of  each  controller  two 
switches,  C  and  1\  one  open  when  the  other  is  closed  in  alternation, 
a  loop  extends  some  distance  into  the  block,  in  each  branch  of 
which  a  lamp  is  wired,  both  located  in  the  "home"  signal,  one  aglow 
when  the  other  is  not  in  alternation,  by  means  of  the  switches  men- 
tioned. When  both  controllers  are  set  to  ground,  switches  I)  being 
closed,  no  current  can  flow  and  there  can  be  no  operation;  and  when 
both  controllers  are  operated  to  connect  the  signal  line  to  the 
source  of  power,  switches  A  being  close  and  D  open,  no  current  can 
flow  and  there  can  be  no  operation.  Only  when  one  controller  is 
operated  to  close  switch  A,  connecting  in  that  controller  the  signal 
circuit  through  wiring  1  to  source  of  power,  leaving  the  ground 
through  the  other  controller  intact,  can  the  "home"  signal,  normally 
at  stop,  be  cleared  and  the  "distant"   put  "on." 

The  diagram  of  wiring  shows  two  contact  makers  (Fig.  478), 
the  simpler  method  of  installation;  but  where  spring  track-switches 
are  used,  which  can  not  be  hand  operated,  it  is  preferable  to  use  four 
contact  makers,  two  at  each  end  of  the  block,  one  placed  over  each 
branch  of  the  siding.  The  use  of  four  contact  makers  will  enable 
operation  of  signals  before  passing  through  the  track  switch,  which  if 
once  passed  requires  the  car  to  back  around  the  turnout  in  case  it 
cannot  go  through  the  block,  as  may  be  necessary  for  various 
reasons.  The  "direction  switches"  are  normally  closed,  the  one 
marked  GHH  when  B  and  G  are  bridged,  and  the  other  marked 
G'B'H'  when  B'  and  IT  are  bridged,  operation  to  bridge  from  B 
to  H  being  effected  by  energizing  of  magnets  MM,  and  from  B'  to  G' 
hy  magnets  M'M'.  When  a  car  enters  a  block  the  trolley  wheel 
makes  contact  so  that  current  flows  from  first  half  of  contact  maker 
through  wire  7  to  fuse  block,  thence  through  closed  "direction 
switch"  from  B'  to  H',  across  base  of  controller  through  block  H 
of  other  "direction  switch,"  thence  through  upper  resistance  and 
magnets  MM  to  ground  through  wire  2.  This  cuts  the  signal  line 
into  feed  connection  and  also  sets  the  "direction  switch"  from  BG 
to  BH,  so  that  when  the  trolley  wheel  reaches  the  second  half  of 
contact  maker,  current  will  flow  through  wire  3  to  fuse  block,  thence 
through  "direction  switch"  from  B  to  H,  and  continue  through 
upper  resistance  and  magnets  MM,  causing  current  to  flow  from 
entire  length  of  contact  maker  through  magnets  MM.  Additional 
cars  going  into  the  block  repeat  this  operation.  When  a  car  has 
passed  through  the  block,  upon  leaving  it  the  trolley  wheel  first 
makes  contact  so  that  current  flows  from  the  "finger  plate"  in  con- 
nection with  wire  3  to  fuse  block,  thence  through  "direction  switch" 
from  B  to  G  and  across  base  of  controller  through  G'  to  lower  re- 
sistance, where  the  current  divides,  a  portion  going  through  that 
resistance  and  magnets  M'M'  to  ground,  across  base  of  controller 
through  wire  2,  thus  setting,  by  means  of  magnets  M'M'  "direction 
switch"  from  B'H'  to  B'G'.  so  that  current,  when  second  half  ot 
contact  maker  is  reached,  will  flow  through  "direction  switch"  from  B' 
to  G'  by  way  of  wire  7  and  fuse  block,  lower  resistance,  and  magnets 
M'M'  to  ground,  the  portion  of  current  from  entire  contact  maker 
diverted  at  lower  resistance,  not  yet  traced,  passing  out  by  wire  fi 
to  other  end  of  block  through  switch  O  of  auxiliary  controller,  and 
in  by  wire  6  to  and  through  lower  resistance  at  that  end;  thence  direct 
through  magnets  M'M'  to  ground,  as  previously  explained,  thus  oper- 
ating magnets  M'M'  to  cut  out  the  signal  line  from  feed  connection. 
This  holds  good  for  cars  passing  through  the  block  from  either  end. 
The  current  coming  in  by  wire  6  cannot  flow  along  the  wire  with 
which  it  connects  at  lower  resistance  because  that  circuit  will  be 
open  at  the  contact  maker. 

W'hen  a  car  has  entered  the  block  and  the  signal  line  has  been 
cut  into  the  feed  connection,  the  current  flowing  through  it  illumi- 
nates the  lamps  and  energizes  magnets  11  of  the  auxiliary  controller 
to  close  switch  O.  This  switch  thus  always  closes  when  cars  enter 
only  at  one  end  of  the  block  and  pass  through  and  out  of  it  at  the 
other  end.  Should  cars  enter  at  both  ends — at  one  end  in  defiance 
of  the  signals  or  by  over-running,  and  thus  connect  the  signal  line 
to  the  source  of  current  at  each  of  its  ends — no  current  can  flow 
through  magnets  11,  and  switch  O  will  be  open.     Thus  when  cars, 


for  any  reason,  enter  at  both  ends  of  the  block,  the  open  « 
as  a  result,  leaves  no  closed  path  from  end  to  end.  and 
car  wrongfully  in  the  block  backs  out  of  it,  current  fror 
maker  at  that  end  can  only  operate  the  nearby  controller 
the  distant  one,  thus  again  establishing  a  ground  connecti* 
flow  of  current  through  the  signal  line.  The  signals  are 
the  red  signal  against  itself,  or.  properly,  for  the  car  comin 
the  block.  But  when  a  car  passes  through  the  block  with' 
interfered  with  by  cars  at  the  end  which  it  approaches,  it  w 
closed  circuit  through  switch  O  back  to  the  controller,  1 
current  to  flow  from  the  contact  maker  it  is  passing  to  re 
operation  and  set  back  that  controller  to  disconnect  the  si 
from  source  of  power  and  connect  it  to  ground. 

The  function  of  magnets  JJ  is  to  hold  switch  O  op 
magnets  11  are  energized  to  close  it,  as  occurs  immediately 
trolley  wheel  makes  contact  with  the  finger  plates  of  the  conts 
and  it  holds  it  open  until  the  trolley  wheel  has  passed  thi 
entire  length  of  the  finger  plates.  These  magnets  JJ  rec 
sufficient  current  through  the  high  resistance  in  scries  witt 
energize  them  to  hold  open  switch  O,  the  current  being  t 
to  operate  the  main  controller  through  which  it  continues  ti 

The    wiring   diagram    shows   all    lamps    with    resistances 
around  them.     Thus  if  a  lamp  burns  out,  the  closed  path 
I)ermits   enough   current   to   flow  to   keep   the   other   lamps 
aglow   and   the   signals   in    proper   operation.      By   use   of    rt 
therefore,  the  operation   of  the  signals   is  independent  of  t 
and  burnt  out  lamps  are  easily  located. 

THE  NACHOD   AUTOMATIC   STGNA 

The  Nachod  Automatic  Signal  made  by  the  United  S 
gineering  Company,  is  intended  for  single  track  electric  re 
ating  cars  in  both  directions  and  having  turnouts  at  meetii 
of  the  through  type  and  not  stub  end;  also  for  double  tr 
having  stretches  of  single  track  where  one  end  of  the  blc 
visible  from  the  other.  Its  object  is  to  prevent  butting 
by  indicating  automatically  both  the  presence  and  direction 
on  a  single  track  block  by  a  system  of  signals  at  the  turnou' 

The  power  to  operate  the  signal  is  taken  from  the  lin- 
operation  is  dependent  on  the  car  in  the  block  having  pass< 
actuating  points.  The  equipment,  in  duplicate  at  each  ei 
block,  consists  of  a  signal  box  containing  lamps  as  indie 
the  intermediate  apparatus  or  relay.  The  actuating  devic 
of  four  overhead  trolley  switches,  one  located  in  each  bran 
wire  at  the  entrance  of  the  block.  If  the  cars  keep  to  th« 
passing  through  the  turnouts,  the  right  hand  switch  at  th« 
end  will  be  an  "on"  switch,  while  the  right  hand  swit< 
leaving  end  will  be  an  "off"  switch.  The  signal  boxes  are 
by  a  single  overhead  wire  running  the  length  of  the  block, 
light  indicates  clear,  and  this  light  is  burning  at  each  sta 
local  circuit  at  all  times  when  the  block  of  single  track  is 
pied.  A  motorman  of  a  car  about  to  enter  the  block  ur 
by  the  green  light  that  the  block  is  clear,  runs  under  the 
trolley  switch,  and  sees  the  green  light  change  to  white.  ' 
him  positive  evidence  that  the  red  light  is  burning  at  the  < 
and  that  he  is  thereby  protected  against  a  car  entering  from 
These  lights  burn  in  series  through  the  signal  line  wire, 
car  leaves  the  block,  in  running  under  the  correspond 
switch  it  clears  the  signals  by  extinguishing  the  red  and  wl 
and  lighting  the  green.  .Another  car  which  may  have  beci 
the  red  light,  may  now  enter  the  block  similarly,  setting  t 
oppositely,  and  passing  out,  will  clear  them  again.  A  mol 
a  following  car  approaching  the  block  before  the  first  hj 
will  see  the  white  light,  which  indicates  that  the  block  is 
but  has  at  least  one  car  on  it  going  in  the  same  direct 
second  car  will  therefore  enter  the  block,  producing  no 
the  signals  except  a  "blinking"  of  the  white  light  as  it  n 
the  trolley  switch,  indicating  registration;  and  so  on  for 
cessive  car  that  follows  into  that  block. 

During  all  the  time  the  block  is  occupied,  the  red  lighl 
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480.     Nachod    Automatic    Signal.     United 
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Fig.   482.     Arrangement   of  Circuits    for    Nachod    Automatic    Signal. 


^c  far  end,  so  that  the  signal  system  maintains  an  absolute  block 
>t  the  red  end,  and  a  permissive  signal  at  the  white  end.  When  these 
^fs  leave  the  block,  one  by  one,  the  lights  are  unchanged  until 
^e  last  one  leaves,  when  the  signals  are  cleared  and  the  green  lights 
•"wppear.  Fifteen  cars  may  enter  the  block  in  succession  and  occupy 
't  at  once,  or  they  may  be  continuously  entering  and  leaving,  and 
^(7  will  all  be  protected.     Hence  the  following  rules: 

1-  The  first  car  must  not  pass  the  signal  box  to  enter  the  block 
unless  the  white  light  is  burning. 

2.  Following  cars  must  not  enter  the  block  unless  the  white  light 
blinks  on  passing  the  switch. 

Just  as  soon  as  the  red  lamp  lights  at  the  distant  station,  the 
"on"  switch  at  that  end  is  "dead/*  or  cut  out  of  operation.  If  the 
notoman  should  enter  the  block  against  this  red  light  and  a 
collision  result  thereby,  the  signals  will  not  have  been  changed, 
and  the  responsibility  for  the  accident  will  be  placed.     The  motor- 

(W) 


man's  knowledge  of  the  fact  that  he  cannot  destroy  the  evidence 
of  his  passing  the  red  light,  will  restrain  him  from  attempting  to 
disobey  the  signal  set.  This  therefore  makes  for  safety;  for,  on 
the  other  hand,  should  he  be  able  to  extinguish  the  signals,  and  an 
accident  result,  the  opportunity  that  would  arise  for  a  dispute  as 
to  which  had  the  right  of  way  might  lead  him  to  take  a  chance. 

Should  two  cars  be  trying  for  the  block  from  opposite  ends  and 
one  of  them  run  under  the  switch  an  instant  before  the  other,  the 
first  motorman,  seeing  the  white  light  appear,  would  go  ahead:  and 
the  second,  seeing  the  red  light  flash  against  him,  not  being  able 
to  stop  before  running  over  the  switch,  would  have  to  pass  it  and 
back  over  it  again  to  wait.  In  doing  this,  that  **on"  switch  being 
dead,  the  second  car  would  not  affect  the  signals  in  any  way.  Should 
two  cars  trying  for  the  block  strike  the  switches  at  the  same 
instant,  the  lights  at  both  ends  would  show  green,  indicating  an 
unset  signal.     Both  cars  would  therefore  back  to  the  trolley  switch 
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Fig.  483.     Home  Signal  Controlled  by  Simple  Alternating  Current  Track   Circuit,  with   Polyphase    Relaj 

Rail  Used  Exclusively  for  Signal  Track  Circuit. 


and  the  first  one  arriving,  would  set  the  signals,  holding  up  the 
other  car  and  cutting  that  **on"  switch  out  of  operation.  If  a 
motorman  should  enter  a  block,  set  the  signals,  and  leave  by  any 
except  the  corresponding  "off"  switch,  he  can  clear  the  signals  by 
opening  and  closing  the  hand  clearing  switch  (not  shown)  installed 
near  the  signal  box,  the  same  number  of  times  he  has  passed  the 
"on"  switch.  Should  the  car  enter  the  block  and  back  off  the  other 
track  without  having  passed  through  the  block,  the  signals  may  be 
automatically  cleared  without  using  the  hand  switch  by  running  a 
second  line  wire  (not  shown)  in  case  the  frequency  of  this  oper- 
ation justifies  the  expense.  No  false  indication  of  safety  can  be 
produced  by  the  burning  out  of  any  signal  lamp,  and  since  they  are 
connected  in  shunt  their  failure  will  not  affect  the  operation  of 
the  relay.  They  act  only  as  indicators  of  the  relay  positions.  The 
signals  may  be  operated  as  a  "closed  block"  system  for  work  cars 
by  the  entering  work  car  leaving  the  hand  clearing  switch  open,  in 
which  condition  the  signals  will  remain  at  green,  and  no  white  light 
can  be  obtained  from  either  end.  The  work  car  must,  however,  back 
out  the  same  end  to  close  the  hand  switch  and  leave  the  signals  for 
normal  operation. 

The  type  of  trolley  switch  used,  Figs.  481a-481c,  has  no  moving- 


le-ld  is  the  revolving  switch,  which  A  opens  and  D  closes  I 
Positions  shown  arc  for  "clear"  block.  In  the  clear  bl< 
ends  of  the  signal  wire  are  grounded  through  a  red  lamp  ( 
4-ground).  In  the  local  circuit  of  the  clearing  coil  (1- 
ground)  is  a  green  light  and  the  revolving  switch  le-ld, 
the  clear  block  is  closed.  In  each  relay  there  is  a  main 
switch,  whose  chief  function  is  to  transfer  that  end  of  tl 
wire,  either  to  trolley  or  ground.  It  is  operated  by  the  set 
S.  which  connects  the  signal  wire  at  the  entering  end  t 
through  a  white  light  as  the  first  car  enters,  and  by  the 
coil  N,  which  transfers  it  to  ground  through  a  red  lamp  ^ 
last  car  leaves. 

The  first  entering  car  at  E  forms  a  temporary  circuit,  1- 
ground,  through  coils  A  and  S.  This  opens  the  local  clearing 
the  revolving  switch  and  at  the  same  time  throws  the  two-w 
to  trolley,  setting  the  signals  and  causing  a  current  to  fl 
the  trolley,  through  the  white  light,  signal  wire,  red  light  s 

end   to   ground,    (l-lg-8-9-10 10'-10a'-5'-4'-groun<J 

opposing  coil  D  is  simultaneously  energized  by  the  two>wa 
through  a  local  circuit  (l-lf-4-ground),  tending  to  close 
volving  switch  again,  but   prevented   therefrom  by  coils   B   ! 
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Fig.  484.     Signals  Controlled  by  Alternating  Current  Track  Circuits;   "Ironless"   Reactance   Bonds;   Botl 

Used  for  Propulsion  Current. 


parts  and  operates  independently  of  the  position  of  the  controller 
handle  on  the  car.  A  light  angle  iron  frame  supports  at  its  ends 
the  insulated  contact  strips  which  are  inclined  to  each  other,  one 
strip  connecting  to  trolley  wire,  the  other  to  signal  box.  The  wheel 
merely  bridges  them,  the  trolley  wire  being  raised  above  its  path. 
The  contact  strips  are  flexible  and  are  formed  so  as  to  receive  the 
trolley  wheel  without  shock. 

The  signal  box,  Fig.  480,  is  a  cast  iron  case,  the  upper  part  con- 
taining the  lamps,  lenses  and  incoming  leads.  The  relay.  Fig.  481, 
and  the  enclosing  oil  tank,  which  forms  the  lower  part,  hang  from 
this  separately,  suspended  by  studs.  The  complete  immersion  of 
the  relay  under  oil  keeps  the  coils  cool,  suppressing  all  arcing  at 
the  contacts,  lubricates  the  moving  parts  continuously,  and  increases 
the  insulation.  The  relay  is  constructed .  for  quick  operation,  an 
extremely  short  time  of  contact  being  sufficient  to  operate  the  signals. 
It  consists  of  four  plungers  operated  by  magnet  coils  carrying  in- 
sulated metal  contacts  to  change  the  connections  between  stationary 
fingers.  Fig.  482  shows  a  simplified  diagram  of  connections.  With 
no  current  in  the  coils,  vertical  armatures  drop  and  horizontal  ones 
remain  as  left.     Coils  D  and  B  are  equal  and  opposite  in  polarity. 


are  excited  when  the  signals  are  set.  When  the  car  h 
block  at  W  it  breaks  the  latter  circuit  at  the  leaving  en 
instant,  permitting  the  opposing  coil  to  act  and  clear  the  : 
follows:  It  makes  a  temporary  circuit  l-lb-2-4-ground  thro 
L  and  S.  The  plunger  of  L,  being  raised,  S  draws  its  ph 
further  than  the  mid-position,  opening  all  its  contacts.  Th 
then  no  current  in  B  B,  D  closes  the  local  clearing  circt 
revolving  switch,  the  clearing  magtiet  N  operating  the 
switch  and  restoring  the  entering  end  of  the  signal  wire  t4 
Both  ends  of  this  wire  are  now  grounded,  the  white  and  1 
extinguished  and  the  green  lights  burning  in  the  local 
circuits. 

The  revolving  or  step  by  step  switch  consists  of  a  fi 
lies  over  a  contact  point  when  the  signals  are  clear.  Bad] 
car  revolves  the  point  one  notch  or  step  ahead,  and  succe 
further  open  the  switch  step  by  step.  Each  leaving  car 
the  finger  one  step,  so  as  to  follow  the  point.  When 
number  of  cars  have  left  as  have  entered — and  not  unl 
finger  and  point  being  in  the  same  relative  position  as  at 
is  in  contact,  the  clearing  circuit  is  closed. 


BLOCK  SIGNALS,  Automatic;  Signals  for  Electric  Roads;  Circuits.     Figs.  485-486 


JulL 


/=bA»)er'Z//7e 


-^ 


j^ 


Fig.  485.    Signals  Controlled  by  A.  C.  Track  Circuits,  Iron  Core  Reactance  Bond;  Both  Rails 

Used  for  Propulsion  Current. 


THE  ALTERNATING  CURRENT  TRACK  CIRCUIT. 


le  signaling  of  roads  employing  steam  as  the  motive  power 
c  circuit  is  comparatively  simple  (Fig.  371).  When,  however, 
5  arc  required  to  carry  the  heavy  currents  called  for  by 
traction,  the  track  circuit  problem  becomes  more  difficult. 

Because  the  rails  must  be  made  electrically  continuous 
)ut  to  serve  as  a  return  for  the  propulsion  current  and  at 
*  time  must  be  divided  into  electrically  insulated  sections  as 
gnaling  current  is  concerned. 

nd:  Because  the  traction  current  flowing  in  the  rails  would 
sely  to  operate  the  track  relays  were  they  of  the  usual  direct 
type;  hence,  the  necessity  of  employing  relays  which  are 
;d  by  the  traction  currents  and  supplying  a  signaling  current 
right  character  to  operate  them  (sec  description  of  Boston 
1  track  circuits.  Figs.  548-553). 

i:  Because  for  traction  purposes  cross-bonding  between 
s  necessary  at  frequent  intervals,  thus  influencing  the  ar- 
nt  of  track  circuits. 

483,  484,  486  and  541  show  three  types  of  track  circuits, 
ulfil  the  requirements  imposed  by  electric  traction.  In  all 
,   alternating  current   is   used    for   signaling  purposes.     The 


On  account  of  the  fact  that  alternating  current  is  used  for  sig- 
naling and  that  either  one  or  both  of  the  rails  may  be  used  for  the 
propulsion  current  return,  the  circuits  are  known  as  "Single  Rail 
A.  C.  Track  Circuits."  or  "Double  Rail  /C.  C.  Track  Circuits." 

Fig.  483  shows  the  "single  rail"  circuit,  which  is  the  simplest 
form  of  A.  C.  track  circuit,  and  is  only  used  where  it  is  permissible 
to  give  up  one  of  the  rails  for  signaling  purposes  only.  It  is  best 
adapted  to  roads  employing  direct  current  for  propulsion.  The  rail 
A  is  continuous  throughout  and  is  used  as  a  return  for  the  traction 
current.  Rail  A'  is  insulated  at  the  joints  J-J,  and  is  used  only  for 
the  signaling  current.  P  is  an  alternating  current  relay  of  the  two- 
phase  type  described  above.  When  both  windings  are  energized  the 
motor  revolves,  and  being  geared  to  the  contact  closes  it,  the  contact 
acting  as  a  stop  to  the  movement  of  the  armature,  which  now  ceases 
to  turn,  but  bears  against  the  contact,  holding  it  closed.  The  signal 
S  (using  current  from  the  transformer  T)  operates  as  already  de- 
scribed in  connection  with  Fig.  371. 

When  a  train  enters  the  track  circuit  the  current  from  trans- 
former T'  is  shunted  out  of  the  relay,  as  already  described  in  the 
ordinary    direct    current    track   circuit    and,    although    current    from 
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Fig.  486.    Same  as  Fig.  484,  Except  that  Current  is  Supplied  to  the  Track  Circuit  in  the  Middle  and 

Two  Track  Relays  are  Used. 


lay  contacts  being  operated  by  a  small  two-phase  induction 
me  winding  of  which  is  energized  through  the  track  rails 
other  winding  direct  from  the  power  line.  This  relay  is  not 
by  direct  current,  no  matter  what  frequency,  within  rea- 
limits,  is  used  for  signaling  and  is  not  affected  by  alternating 
if  a  frequency  distinctively  different  from  that  of  the  trac- 
rent  is  used.      For  in  a   two-phase    induction   motor,  if  the 

one  set  of  field  coils  varies  greatly  from  that  in  the  other, 
>r  will  not  operate.  As  both  sets  of  fields  in  the  two-phase 
I  motor  relay  are  fed  from  transformers  on  the  same  single 
wcr  line,  some  agency  must  be  provided  to  produce  different 
•f  lag  in  the  two  secondary  circuits,  otherwise  the  relay 
ot    act.      Such    agency   exists   in    the   different   apparent   rc- 

of  the  line  circuit  and  the  track  rails.  Also  in  inductive 
eding  effects  of  the  rails  and  bonds.  It  is  not  necessary, 
to  use  two-phase  motor  relays.  Single-phase  induction 
igs.  680-534,  give  good  results.  But  where  the  track  circuit 
ind  leakage  heavy  it  is  better  to  use  two-phase  relays,  as  they 
rood  torque  with  a  small  current  from  the  track.  They  are 
pensive,  however,  than  single-phase  relays  and  add  some 
tion  to  the  wiring. 


the  transformer  T  still  continues  to  flow  through  one  winding,  the 
motor  loses  its  torque,  the  armature  is  revolved  in  reverse  direction 
by  gravity  and  the  relay  contact  opens. 

R  and  R'  are  resistances  so  proportioned  that  the  drop  in  poten- 
tial in  rail  A,  caused  by  the  flow  of  traction  current,  will  not  cause 
injurious  currents  to  flow  through  the  relay  P,  or  the  secondary  at 
the  track  transformer  T'.  (See  Boston  Elevated  description.)  The 
resistance  R'  also  prevents  an  excessive  flow  of  current  from  trans- 
former T',  when  a  train  is  standing  at  the  transformer.  These  re- 
sistances are  of  the  non-inductive  type.  They  are  made  of  cast-iron 
grids  (Figs.  628-529).  It  can  readily  be  seen  from  their  form  that 
current  passing  through  them  produces  no  magnetic  effects.  The 
grids  are  mounted  on  two  or  more  rods,  which  are  provided  with 
the  necessary  insulation  and  can  be  built  up  to  any  desired  re- 
sistance. On  roads  using  direct  current  for  propulsion  where  traflte 
is  heavy  it  has  also  been  found  desirable  to  use  a  small  impedance 
coil  or  "ironless"  reactance  bond  (Figs.  488a  and  527)  connected  in 
multiple  with  the  track  winding  of  the  relay.  This  coil  being  of 
very  low  ohmic  resistance  assists  the  grid  R,  in  keeping  direct  cur- 
rent out  of  the  relay. 

T  and  T'  are  stepdown  transformers,  which  reduce  the  voltage 


Figs.  487-4883    BLOCK  SIGNALS,  Automatic;  Signals  for  Electric  Roads.     Gen'l  Ry.  Sig.  Co. 

Letters  Refer  to  List  of  Names  of  Parts  Below. 


Fig.  487.     Arrangement  of  Circuits  for  Alternating  Current    Automatic    Signals;    Full    Block    Overlap.     Elcc  tr/( 

Zone,    New   York    Central    &   Hudson    River. 


Names  of  Parts  of  Fig.  487. 


B    Reactance  Bond 

C    Centrifugal  Cut-out 

D    Distant  Motor  Control  Relay 

D  C  B     Circuit  Controller  on  Distant  Signal 

D  S    Distant  Slot 

G    Adjustable  Grid  Resistance 

H    Home  Motor  Control  Relay 

H  C  B     Circuit  Controller  on  Home  Signal 

H  S    Home  Slot 


L    Electric  Lights 

L  T    Line  Transformer 

M     Induction   Motor   ("Squirrel  Cage'   Type) 

P    "Polyphase"  Track  Relay 

S    Secondary  Track  Relay 

S  C    Starting  Coil  of  Motor 

T  T     Track   Transformer 

W  C     Working  Coil  of  Motor 

X    Connection  betiveen  Reactance  Coils  for  Cross  Bonding' 


from  the  power  line  to  that  required  for  track  circuit  and  other 
purposes.  Cross-bonding  for  traction  purposes  may  be  made  at  any 
point  on  the  continuous  rail  A. 

Fig.  484  shows  a  type  of  A.  C.  track  circuit  in  which  both  rails 
arc  retained  for  propulsion  purposes  and  which  permits  of  cross- 
bonding  from  one  rail  of  either  track  to  one  rail  of  the  other  track 
at  any  point  desired.  It  is  best  adapted  to  installations  where  the 
track  circuits  are  very  long  and  where  the  traffic  and  consequently 
the  propulsion  current  return  is  light.  It  is  applicable  only  to  roads 
using  direct  currents  for  propulsion.  Rail  A  is  continuous  through- 
out and  rail  A'  is  divided  by  the  insulated  joints  J  J.  Both  rails 
are  available  for  the  propulsion  current;  rail  A,  because  it  is  con- 
tinuous, and  rail  A',  because  it  is  made  continuous  by  the  "trans- 
former bond"  B  and  "reactance  bond"  C,  which  are  ol  very  low 
ohmic  resistance  and  have  a  current  capacity  of  half  that  i>er  track. 


Fig.    4i8a.     Track    Transformer    for    Single    Rail 

Track  Circuits.     Electric  Zone,  New  York 

Central  &  Hudson  River. 


The  "transformer  bond"  B  has  a  secondary  winding,  as  shown, 
which  is  connected  directly  to  and  energizes  one  of  the  windings 
of  relay  P.  If  the  relay  winding  in  question  were  connected  di- 
rectly to  the  rails,  as  shown  in  Fig.  483,  an  excessive  amount  of 
direct  current  would  flow  through  it,  owing  to  the  low  resistance  ot 
the  relay  winding  and  the  drop  of  potential  in  the  main  coil  of  bond 
B,  due  to  the  flow  of  traction  current;  hence,  the  secondary  winding 
on  this  bond.     (See  Boston  Elevated  description.  Fig.  552.) 

Reactance  bond  C.  while  forming  a  path  of  low  resistance  for  the 
propulsion  current,  at  the  same  time  offers  an  impedance  to  the 
passage  of  the  alternating  current  from  rail  to  rail,  due  to  self- 
induction,  whereby  a  portion  of  the  alterjiating  current  is  caused  to 
flow  along  the  rails  and  through  the  transformer  bond  B,  inducing 
sufficient  current  in  the  secondary  coil  of  that  bond  to  operate  the 
relay. 

The  track  relay  P  and  its  operation  is  the  same  as  described 
for  Fig.  483.  and  the  transformers  and  resistance  grids  arc 
of  the  same  general  character.  With  good  rock  ballast  track 
circuits  of  this  type,  up  to  9,000  feet  in  length,  have 
been  operated  satisfactorily.  It  is,  however,  possible  to  operate 
with  equal  satisfaction  track  circuits  of  twice  this  length  by 
the  energy  transformer  T'  at  the  center  of  the  section  and 
transformer  bonds  B  and  track  relays  P  at  both  ends,  the 
control   circuit  being  carried  through  the  contacts,  of  both  of  these 
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Fig.  488a.     Ironless  Reactance  Bond  Used  with  Single* 
Rail  A.  C.  Track  Circuits. 


coppc 


In  Fig.  488a  the  coil  consists  of  135  ft.   (about  92  turns)   of  soft 
)cr,  .025"  X  iVie",  weighing  23  lbs.,  insulated  with  Tarbon  T»aper 

imnreimat^d     9ft#>r     wmHincr         R#>stcianri>       ML     /\K«Ma       ?■■«■■  ■■In  .■  u  . 


cupuci,  .v*o     X  xvie  f  weignmg  i^  ids.,  msuiatea  wiin   larbon  T»aper 
and   impregnated   after    winding.     Resistance   .08   ohms,   impedance. 


.128  apparent  ohms. 
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Fig.  489.     Track  Transformer   Coil  and   Case; 
for  Double   Rail  Track  Circuits. 

VOLTAGES 


WITH  "A"  CONNECTED  TO  "1"  &  50  VOLTS 
ON   PRIMARY.  TRACK  VOLTAGES  WILL  BE 

VOLTAGE 
DESIRED 

CONNECT    ,    CONNECT 
LEAD  "E"  TO'LEAD  "F "  TO 

JUMPER 
FROM            TO 

0.45 

7           1           8 

NONE 

0.90 

9 

12 

8                 10 

1.35 

10 

11 

NONE 

1.85 

11 

12 

NONE 

2.30       1           8 

9 

NONE 

2.75 

7 

9 

NONE 

3.25 

10 

12         1           NONE            1 

3.70 

7 

12 

8  10 

9  10 

4.15 

7 

11 

4.63 

7 

12 

9                11 

5.55 

8 

12 

9                 10 

6.00 

7 

12 

9                 10 

NOTE — ^TO  INCREASE  SECONDARY  VOLT- 
AGES 5  PER  CENT. 

CONNECT  A  TO  2.  TO  INCREASE  10 
PER  CENT. 

CONNECT  A  TO  3. 

ALWAYS  CONNECT  "B"  TO  4.  "C"  TO 
5  AND  "D"  TO  6. 

"I'able   of  Voltages   for  Track  Transformer,   Figs.  489- 
491,    Showing    Connection    Necessary    to    Obtain 
Various   Voltages   as   Required   by    Local 
Conditions. 


Fig.  492.     Line  Transformer  in   Case;  Junction   Boxes 
at  Right.  Electric  Zone,  New  York  Central 
&   Hudson    River. 
(99) 


Fig.     490.      Track     Transformer    with     Cover 
Removed;  for  Double  Rail  Track  Circuits. 


L/'/ie 


Fig.  491.     Wiring  Diagram  of  Track  Transformer 
Figs.  489-490. 

relays  in  series,  as  shown  in  Fig.  486.  If  cross-bonding  is  required 
to  the  insulated  rail  at  the  center  of  the  section,  a  reactance  bond  C 
would  be  connected  across  the  rails  as  shown. 

Fig.  485  shows  another  type  of  A.  C.  track  circuit,  in  which  both 
rails  are  retained  for  propulsion  purposes,  but  in  which  cross-bonding 
to  adjacent  tracks  can  occur  only  at  the  ends  of  track  circuits.  This 
type  of  track  circuit  is  especially  adapted  to  roads  where  the  traffic 
is  very  heavy  and  the  blocks  of  medium  lengths ;  and  is  applicable 
to  either  A.  C  or  1).  C.  traction.  As  shown,  both  rails  are  insulated 
at  the  signal  locations  by  the  points  J  and  are  made  continuous  as 
concerns  the  traction  current  by  the  iron  core  reactance  bonds  B. 
The  bonds  (Figs.  494.  495,  510,  511  and  547)  consist  of  a  few  turns 
of  very  heavy  copper,  wound  around  a  laminated  iron  core  and  so 
connected  to  the  rails  that  the  traction  current  in  each  rail  flows 
through  one-half  the  bond  in  such  manner  as  to  have  no  magnetic 
effect  unless  more  current  is  flowing  in  one  rail  than  the  other,  in 
which  case  there  would  be  a  tendency  to  saturate  the  iron  core  and 
thus  reduce  the  reactance  of  the  bond.  This  tendency  is,  however, 
limited  by  an  air  gap  in  the  magnetic  circuit.  This  difference  of 
current  is  called  unbalancing.  This  can  be  better  understood  if  it 
is  noted  that  propulsion  current  flows  in  the  same  direction  in  each 
rail.  Therefore  the  bond  is  in  effect  two  electro-magnets  ©f  equal 
strength  wound  on  the  same  cores  in  opposition.  Thus  the  mag- 
netic  effects  due  to  direct  current  in  one  winding  will  neutralize 
that  in  the  other  unless  more  current  should  flow  in  one  rail  than 
in  the  other.  If  the  iron  core  were  continuous  the  effect  of  an 
unbalanced  propulsion  current  would  be  to  shift  the  neutral  mag- 
netic point  along  the  core  a  distance  proportional  to  the  amount 
of  unbalancing.  For  this  reason  the  air  gap  is  introduced  in  the 
magnetic  circuit,  and  the  wider  the  gap  the  less  the  neutral  point 
will  shift  for  a  given  amount  of  unbalancing  because  air  is  a  poor 
conductor  of  magnetic  lines  of  force  compared  with  iron.  But  the 
wider  the  air  gap  is  made  the  lower  becomes  the  inductive  effects 
of  the  iron  (which  is  a  maximum  when  the  core  is  continuous),  and 
the  greater  the  leakage  of  alternating  current  across  the  rails,  due 
to  the  impaired  reactance. 

This  type  of  reactance  bond  does  not  require  the  use  of  a  secon- 
dary coil  for  energizing  the  relay,  as  in  the  case  of  the  transformer 


Figs.  493-495     BLOCK  SIGNALS,  Automatic;  Signals  for  Electric  Roads.    Gen1  Ry.  Sig.  C 


bond  B,  Fig.  484,  since  in  the  iron  pore  reactance  bond  the  voltage 
drop  in  one-half  of  the  coil  neutralizes  that  in  the  other.  Therefore, 
the  relay  can  be  connected  directly  to  the  rails,  as  shown  in  Fig. 
485,  without  the  chance  of  having  excessive  amounts  of  propulsion 
current  flow  through  it.  In  the  case  of  traction  cross-bonding  to 
adjacent  tracks  the  connection  for  such  bond  to  the  rails  may  be 
made  only  at  the  point  between  bonds  as  shown  at  X,  Fig.  487,  and, 
therefore,  the  permissible  length  of  such  track  circuits  will  be  lim- 
ited by  the  required  frequency  of  cross-bonding.  The  sire  of  the 
bond,  for  a  given  reactance,  is  dependent  upon  the  amount  of 
traction  current  to  be  carried  and  the  amount  of  unbalancing  to  be 
taken  care  of. 

Track  circuits,  as  shown  by  Fig.  485,  may  be  satisfactorily  oper- 
ated to  a  length  of  about  2,500  ft.  and  to  a  length  of  5.000  ft.  by 
applying  the  energy  at  the  center  of  the  section  substantially  as  shown 
by  Fig.  486.  The  track  relay  is  the  same  as  described,  and  the 
transformers  and  resistance  grids  of  the  same  general  character. 

Aside  from  the  track  circuit,  above  described,  the  other  devices 
incident  to  a  complete  signal  system,  such  as  the  signals,  signal 
operating  batteries,  line  relays,  method  of  control,  etc.,  need  be  no 
different  for  electrified  roads  from  those  used  on  steam  roads;  but 
when  it  is  considered  that  a  power  line  must  be  strung  the  entire 
length  of  the  system  to  supply  the  track  circuits  with  energy,  it  be- 
comes unnecessary  to  continue  the  use  of  batteries  and  other  kinds 
of  power,  in  addition,  when  the  signal  movements,  line  relays,  lights, 
etc.,  can  as  well  be  designed  to  operate  from  alternating  current, 
and  thus  have  a  system  in  which  but  one  kind  of  power  is  used  for 
all  purposes,  requiring  but  one  set  of  generating  apparatus  and  one 
power  distribution  system. 

Such  a  system  has  been  designed  by  the  General  Railway  Signal 
Company  and   installed  at  the  New   York   City  terminal  of  the   New 


Fig.   493.     Reactance    Bonds    in   Place.     Electrii 
New  York  Central  &  Hudson  River. 


Fig.  494.     Reactance  Bond  Complete  (except  Oil);  Cover  of  Case   Removed. 


Fig.  495.     Reactance   Bond  Removed  from  Case. 


York  Central  &  Hudson  River  Railroad,  the  lines  being  designated 
as  the  "Electric  Zone." 

The  following  is  a  description  of  this  system,  which  will  serve 
as  an  illustration  of  an  automatic  electric  block  signal  system  for  a 
direct  current  electric  road,  in  which  alternating  current  is  em- 
ployed for  the  operation  of  the  track  circuits  and  all  the  signal 
devices. 

The  signals  are  of  the  two-arm,  two  position,  semaphore  type, 
with  a  full  block  overlap  arranged  on  the  normal  clear  principle,  as 
shown  by  the  circuit  plan  Fig.  487.  The  signals  are  spaced  from 
800  ft.  to  3,200  ft.  upart  to  conform  to  the  condition  of  the  grades, 
the  allowable  speeds  at  different  points  and  the  safe  braking  distance. 

Twenty-five  cycle,  single-phase  alternating  current  is  used  for  the 
operation  of  the  entire  block  signal  system.  It  is  normally  obtained 
from  the  railroad  company's  11,000-volt,  85-cycle  bus-bars  and 
stepped  down,  by  means  of  static  transformers,  to  2,200  volts  for 
distribution.  As  a  reserve,  in  case  of  failure  of  the  11,000-volt 
power,  motor  generators  are  installed  taking  power  from  the  railroad 


company's  650-volt  storage  battery.  The  switchboard  circtai 
ranged  so  that  the  transformer  and  motor  generator  cai 
singly  or  in  multiple,  as  desired. 

There  are  eight  substations  arranged  six  miles  apart  v 
capacity  from  60  to  100  k.w.  In  addition  to  the  power  re<; 
the  block  system,  these  substations  also  supply  the  power  f< 
ing  the  battery,  charging  motor  generator  sets,  signal  Isfl 
cators,  relays,  etc.,  employed  in  the  interlocking  plant 
Electric  Zone. 

The  transmission  line  is  interrupted  midway  between 
substations  so  that  normally  each  substation  feeds  both  wi 
independent  of  its  neighbor;  this  to  avoid  the  need  of  kee] 
in  synchronism.  In  case  of  emergency,  however,  the  tra 
lines  can  be  connected  at  the  center  and  be  supplied  fn 
substation.  The  transmission  line  is  partly  aerial  and  pari 
ground.  The  aerial  line  consists  of  No.  0  hard  drawn  co 
strung  on  the  railroad  company's  transmission  line  poles  c 
side  pins  of  the  lower  cross  arm.     The  underground  line  c 
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Fig.  496.     Polyphase  Track   Relay. 


Fig.   497.     Alternating   Current   Tractive   Split-phase 
Line  Relay. 


twin  conductor   lead  covered  cable   run   in   tile  ducts  or  iron 
IS  required. 

lall  2,200  to  55-volt  line  transformers,  from  1  to  5  k.w.  capa- 
are  suitably  located  near  each  group  of  signals  or  other 
ed  centers  of  distribution,  as  shown  at  L  T,  Fig.  487.  They 
mnected  to  the  aerial  lines  by  plug  cutouts  so  designed  that  a 
ormcr  may  be  disconnected  without  danger.  They  are  con- 
I  to  the  cable  lines  by  combined  fuse  and  junction  boxes  (Figs, 
id  514).  Cartridge  fuses  arc  supported  on  porcelain  insulators 
lounted  in  separate  slate  compartments,  and  the  cables  termi- 
m  binding  posts  so  that  cither  cable  may  be  disconnected  with- 
isturhing  the  other.  Fig.  492  shows  one  of  these  junction 
together  with  a  line  transformer  and  its  housing  as  it  ap- 
in    certain    locations.      The    55-volt    line    transformer    secon- 


daries are  protected  from  the  2,200-volt  primary  in  case  of  insulation 
failure  by  a  grounded  shield   (shown  in   Fig.  487). 

Double  rail  A.  C.  track  circuits  with  iron  core  reactance  bonds 
(Fig.  485)  are  employed.  Each  reactance  bond  is  wound  with  eight 
turns  of  copper,  having  a  sectional  area  of  one  square  inch,  with  a 
continuous  carrying  capacity  per  track  of  5,000  amperes,  a  short-time 
overload  of  10,000  amperes  and  an  unbalancing  capacity  of  over 
1,000  amperes,  the  latter  without  varying  the  reactance  over  6  per 
cent.  The  apparent  resistance  of  the  bond  to  alternating  current  is 
approximately  five-one  hundredths  of  an  ohm. 

The  bonds  are  provided  with  an  adjustable  air  gap  in  the  mag- 
netic circuit  to  limit  the  eflFect  of  unbalancing,  as  explained  above,  so 
that  the  reactance  or  unbalancing  capacity  can  be  varied  as  required 
to  suit  local  conditions.  The  bonds  are  put  up  in  pairs  (Figs.  494- 
495),  and  mounted  in  iron  cases  (Figs.  493-494).  They  arc  set  be- 
tween or  outside  of  tracks,  as  shown  by  Fig.  493.  A  connecting 
chamber  is  provided  in  the  case  between  the  coils,  in  which  all  coil 
ends  terminate  and  where  all  connections  to  the  rails,  transformers. 


.  498.     Track  Boxes  Containing  Track  Transformers 
and  Track  Relays;  also  Grid  Box. 
New  York  Central. 


Fig.  499.     Relay  Box. 


Note. — In  Fig.  498,  the  b  »x  to  the  left  and  resistance  grid  mounted  above  it  are  for  use  on  a  "single  rail"  track  circuit,  and 
one  shown  closed,  on  the  right,  is  for  a  "double  rail"  circuit.  The  resistance  grid  for  the  double  rail  circuit  is  smaller  than  the  one 
vn  and  is  placed  in  the  same  box  with  the  relay. 

) 


Figs.  500-501    BLOCK  SIGNALS,  Automatic;  Signals  for  Electric  Roads.    Gcn'l  Ry.  Sig.  Co. 
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Fig.  .'i'n^     Four-track   Signal  Bridge.     Electric  Zone,  Xew  York  Central  &  Hudson  River. 


relays  and  cross  IkmhIs.  arc  made  and   then  concealed  by  a  suitalile 
cover. 

The  copper  connectinns  after  leaving  the  bond  terminals  go 
downward  and  underKiomul  to  the  rails,  where,  after  parsing  for 
a  short  distance  alxive  gnunid  tu  iiistire  flexibility,  they  are  c^n- 
nected  to  the  raiK.  'J'his  onstmetion  leaves  the  space  between  the 
ties  ami    rails   free   fmrn   Mb.^tructi-m    (thus    facilitating    the   repair   of 


Fig.  r>nl.      Alternating      Current      Semaphore       Signal 
Meclianism. 


the  tracks),  and  also  conceals  the  copper  as  much  a5  possib 
ing  to  prevent  theft.  The  bond  connections  to  rails  consis 
5ou,()(M»  circular  mil  flexible  cables  in  multiple.  The  coils 
mersetl  in  transformer  oil. 

The  track  circuits  and  relay  Incal  phases  arc  suppli 
energy  from  small  track  transformers  shown  in  Figs.  489- 
at  TT.  I'ig.  4«7.  The  transformers  are  woun<l  for  a  primar> 
of  .'».'>,  a  track,  secontlary  voltage,  variable  by  means  of  tai 
2  to  a,  and  a  relay  sectmdary  giving  two  volts.  Fig.  491.  Tl 
formers  have  a  closed  magnetic  circuit  and  are  provided  w 
terminal  boards  having  a  binding  po:»t  for  each  terminal 
They  are  oil  coole<l,  and  are  kept  in  waterproof  iron  cz\ 
\idid  \^ith  >ix  outgoing  flexible  leads  as  shown  in   Fig.   408. 

The  track  relays  at  present  employed  on  the  Electric  4 
of  the  single  contact  polvphase  type,  as  shown  by  Fig,  496 
Fig.  4S7.  (The  relay  in  Fig.  41»ti  has  four  contacts,  however 
are  used  as  primary  relays  to  operate  seconilary  or  repeal 
relays,  which  in  turn  are  eiptippid  with  a  suitable  number 
tacts  for  the  control  of  the  variims  circuits.  These  secondai 
are  shown  in  Fig.  4!>7  and  at  S,  Fig.  487,  and  will  be  i 
later.  The  vari«ms  moving  contacts  of  the  track  relays  <F 
are  numnted  on  a  horizontal  wooden  bar  to  which  motioi 
parted  by  means  of  the  small  two-phase  induction  motor  as 
lUscribed.  (">ne  phase  is  connected  to  the  rails  and  the  otht 
tr.nck  transf(»rmer.  as  shown  at  I*,  Fig.  4S7.  Of  the  energ; 
two  relay  windings,  that  snpjiliid  by  the  trajisformer  dire 
far  the  greater.  This  retpiirc'S  but  a  small  amount  of  encr 
the  track  :o  give  positive  actitm  on  the  contacts  and  as 
ci-mparatively  Inng  track  circuits  can  Ik*  operated  with  a  f 
«if  energy.  The  relay  i-  immune  to  the  etTects  of  direct 
and  can  be  ma«le  immune  to  the  effects  of  .V.  C.  traction 
by  employing  a  distinrtivi  ly  tlitTerent  fre<|u?ncy  for  sign 
formerly  described,  it  being  api»arent  that  the  relay  cannot 
unless  the  fre«|U'.ncv  in  the  track  and  !•  cal  pha.^es  is  in  »ync 
.\11  contacts  and  oth.'r  wi irking  parts  are  visible  through  gl 
ereil  <»penings.  Kubber  gaskets  make  the  relay  water-tigh 
relays  give  a  rubbing  pressure  bvtwcH'n  the  contacts  in  clo! 
are  wide  opening  when  deenergi/eil.  Contacts  can  be  proT 
to  a  maximum  «»f  four  finnt  ami  fnur  back,  per  relay.  1 
insulated  to  stand  a  breakdown  pre-^^ure  of  3,800  volts  alt 
potential. 

The  secondary  track  relays  as  mentiiuied  above  and  a' 
control  relays  are  of  the  A.  C.  tractive  type  shown  in  l 
The  secondary  track  relay>  are  alsn  shown  at  .S  and  tl 
ami  distant  motor  contml  relays  at  II  and  1),  resfiective 
4S7.  These  relays  are  e'|ui|»n.«l  with  a  three-legged  \i 
magnet  having  coil>  «if  «lilYerent  reactance  whereby  a  phas- 
enee  between  the  twn  coiN  is  pn.dnceil.  the  combination  1 
in  a  uniform  magnetic  pull  when  the  relay  is  energized  bi 
phase  alternating  current.  The  relay  has  a  capacity  of  foi 
and  four  back  cont.icts  and  is  wound  to  operate  on  5.'!  volt 
glass  enclosed  and  made  water-tight  by  gaskets.     The  track  « 


BLOCK  SIGNALS,  Automatic;  Signals  for  Electric  Roads.     Gen'l  Ry.  Sig.  Co.     Figs.  502-505 


Fig.   502.     A.    C.    Semaphore    Signal    Mechanism; 
Signal  in  Stop  Position. 


Fig.   503.     A.    C.    Semaphore   Signal    Mechanism; 
Motor  Starter  and  Slot   Engaged. 
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504.     A.   C.   Semaphore   Signal    ^fechanism; 
Signal  in  Clear  Position. 


Fig.    505.     A.  C.   Semaphore   Signal   Mechanism; 

Slot   Disengaged;   Signal    About   to   Go   to 

Stop  Position. 


Figs.  506-508     BLOCK  SIGNALS,  Automatic;  Signals  for  Electric  Roads.   Gen'l  Ry.  S\\ 


Fig.    50(>.      Tunnel    Signal;    Lights 
Only;  Front  View. 


Fig.    507.     Tunnel    Signal;    Lights 

Only;   Rear  View,  with   Doors 

Open. 


Fig.    508.     Tunnel     Sign 
Only;   Rear   View,  wit 
Closed. 


relays    are    equipped    with     platinum    to    graphite    contacts    and    the 
motor  control  relays  with  heavy  carbon  to  carbon  contacts. 

The  signal  mechanism,  Figs.  501-505,  is  designed  for  heavy  duty, 
high  speed  service,  it  being  necessary  to  clear  the  signals  in  two 
seconds.  On  account  of  the  heavy  spectacle  used,  the  upward  thrust 
on  the  operating  rod  is  over  200  lbs.  The  mechanism  is  operated  by 
a  V4  h.  p.  single-phase  induction  motor  having  starting  and  working 
coils,  as  shown  at  S  C  and  VV  C,  respectively,  Fig.  487.  An  auto- 
matic centrifugal  switch,  C,  Fig.  487,  is  used  to  open  the  starting 
coil  as  the  motor  speeds  up.  The  motor  revolves  in  one  direction 
in  clearing  the  home  arm  and  in  the  other  direction  in  clearing  the 
distant  arm,  a  ratchet  arrangement,  A,  Fig.  501,  being  provided 
for  this  purpose.  .Motion  is  imparted  to  the  signal  operating  rods 
by  slot  wheels  TJ.  l*rojecting  from  the  sides  of  the  slot  wheels  arc 
pins  C  which,  as  the  wheel  revolves,  engage  the  slot  dogs  D  in  such 
a  manner  as  to  char  the  signal  when  the  slot  magnet  E  is  ener- 
gized. When  the  signal  arm  has  reached  the  clear  position  (Fig. 
604),  circuit  breaker  V  snaps  over  and  the  motor  stops.  The  move- 
ment of  the  signal  is  limited  by  the  stop  arm  G,  this  arm  becoming 
effective  only  when  the  slot  E  is  energized,  and  is  so  arranged  that 
a  stop  is  moved  into  the  path  of  one  of  the  pins  C  at  the  right 
time  which  limits  the  forward  movement  of  wheel  B,  bringing  the 
signal  arm  to  the  proper  position  regardless  of  the  speed  of  clearing. 
The  pawl  II  falls  in  behind  the  pin  in^  question  and  prevents  the 
slot  wheel  from  moving  backward.  The  slot  is  of  the  three-leg 
type  as  shown  at  E  and  is  designed  to  give  a  uniform  pull,  without 
noise  or  vibration,  when  energized  by  alternating  current  at  25 
cycles.  It  has  a  high  drop-away  point.  The  circuit  breaker  con- 
tacts are  enclosed  in  a  dust  proof  case  with  a  glass  front,  mounted 
at  the  top  of  the  mechanism  as  shown  at  F.  The  dashpots  I  are 
of  the   buffer  type  allowing  a   free   initial   movement   of   the  arm   in 


returning   to    the   stop   position.     A   slate   terminal   boar 
505),   is   provided    with    binding   posts   for   all  incoming 
posts   being   connected   to    the   various   electrical   parts 
anism  by  formed  cables. 

Fig.  500  shows  a  typical  four-track  bridge  equipped 
Relay  boxes  are  located  at  each  end  of  the  bridge  d 
transformer  being  located  on  the  deck  at  the  right, 
boxes"  which  hold  the  track  relay,  track  transformer  ai 
arc  shown  located  on  the  ground  near  each  corner  of  th 

Fig.  499  shows  a  typical  relay  box,  with  the  fi 
arrester  and  terminal  board  mounted  at  the  top  and  wi 
on  th2  shelves  beneath,  an  additional  terminal  board  !> 
with  each.  Fig.  498  shows  a  typical  iron  "track  box" 
mounted  the  track  transformer  and  track  relay  with  a  1 
board  to  which  all  incoming  wires  are  brought  and 
binding  posts  as  shown.  The  track  relay  is  enclosed  i 
wooden  box.  .\bove  the  track  box  is  shown  the  *'| 
which  is  mounted  the  cast  iron  resistance  grids  used 
the  flow  of  current  as  already  explained.  This  grid  is  5 
G,   Fig.   487. 

Fig.  4S7  shows  a  complete  typical  block  signal 
signals  being  illustrated  to  show  all  the  circuit  combi 
clear  to  stop.  In  connection  with  signals  1  and  7,  th 
of  the  signal  mechanisms  are  shown;  signal  1  being  cle 
7  in  the  stop  position.  To  avoid  confusion,  the  mecli 
for  signals  3  and  5  is  not  shown,  the  control  wires  r 
to  the  arms,  it  being  understood  that  when  current  is 
control  wire,  the  arm  in  question  will  clear.  The  va 
represented  in  Fig.  487  have  been  described,  and  the 
these  circuits  will  be  self-evident  without  further  expla 
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Letters  Refer  to  List  of  Names  of  Parts  Below. 


Fig.  509.     Diagram  of  Block  Signal  Circuits.     Hudson  &  Manhattan  Railroad. 


Names  of  Parts  of  Fig.  509. 

Resistance  Coil  D  S    Distant  Signal  L  T    Line  and  Track  Transformer 

Iron  Core  Reactance  Bond  G    Resistance  Grid,  Adjustable  R    Reactance  Coil 

Contact  Closed  by  Automatic  Train  Stop      H  S    Home  Signal  T  R    Polyphase  Track  Relay 


AUTOMATIC  BLOCK  SIGNALS.    HUDSON  &  MANHATTAN  RAILROAD. 


^n  the  Hudson  &  Manhattan  Railroad  signals  are  controlled  by 
rail  A.  C.  track  circuits  with  iron  core  reactance  bonds.     There 

double  overlap  so  that  a  train  is  always  protected  by  three 
?   and  four  distant  signals.     The   signals   are  of   the   illuminated 

type,  having  no  arms  and  giving  indications  by  colored  lights 
A   front   view  of  the  mechanism   is  shown  in   Fig.   516  and  a 

view  in  Fig.   517.     It  consists  of  a  two-phase  induction  motor 

ated    in    a    suitable    case.      The    shaft    is    connected    through    a 

and    pinion    to   a   vane    which    passes    in    front   of   two    electric 

s    connected    in    parallel.      This    motor    is    constructed    like    the 

r    shown    in    Figs.    496    and    522.     The    lights   burn   continuously 

behind  each  one  is  a  mirror  placed  at  an  angle  of  45°  to  the 
t  of  the  case,  so  that  should  one  light  be  extinguished  the 
aination    from  the  other  will  be  reflected  out  of  the  opening  by 

two    mirrors.      The    signal    consists    of    an    iron    case    shown    in 


Figs.  518-519.  The  lenses  set  into  the  case  are  colored,  the  one  on 
the  right  is  red  and  the  one  on  the  left  green.  The  mechaniams 
are  set  on  shelves  in  the  case,  the  home  above  and  the  distant  below. 
The  home  mechanism  is  equipped  with  contact  arms  like  a  relay. 
These  arms  are  used  to  control  circuits  (Fig.  509).  The  reactance 
bonds  are  made  in  separate  sections  (Figs.  510  and  511)  and  con- 
nected by  heavy  copper  bonds.  Relays  are  mounted  in  iron  boxes 
the  bases  of  which  contain  the  train  stop  control  apparatus  (Fig. 
515).  Only  one  transforiher  (Fig.  512)  is  used  at  each  signal 
location.  Suitable  secondary  connections  are  provided  (Fig.  509) 
for  the  different  circuits.  Junction  boxes  are  shown  in  Figs  513-514. 
The  resistance  grid  may  be  seen  on  top  of  the  relay  box  (Fig.  516). 
The  train  stop  apparatus  is  operated  by  a  motor,  the  control  circuits 
for  same  being  omitted  from  Fig.  509  to  avoid  confusion. 


ig.  510.     Reactance  Bond,  for  Hudson  &  Manhattan 
Railroad. 


Fig.  oil.    Reactance  Bond,  Coils  and  Core. 
Manhattan  Railroad. 


Hudson  & 


«) 


Figs.  512-515         BLOCK  SIGNALS,  Automatic;  Signals  for  Electric  Roads.     Gen'l  Ry.  Sig 


Fig.  512.     Transformer. 


Fig.  513.     Low  Potential  Junction  Box. 
&   Manhattan    Railroad. 


Hudson 


Fig.  514.     High  Potential  Junction  Box. 


Fig.  515.    Relay  Box;  Train  Stop  Control 

Apparatus  in   Bottom   Compartment. 

Hudson  &  Manhattan  Railroad. 


BLOCK  SIGNALS,  Automatic;  Signals  for  Electric  Roads.     Gen'l  Ry.  Sig.  Co.    Figs.  516-519 


Fig.    516.      Front    View    of    Tunnel    Signal 

Mechanism.     Hudson  &  Manhattan 

Railroad. 


Fig.  517.   Rear  View  of  Tunnel  Signal  Mechanism. 
Hudson  &  Manhattan  Railroad. 


Fig.  518.     Front  View  of  Tunnel 
Signal.    Hudson  &  Manhattan 
Railroad. 


Fig.  51.0.     Rear  View  of  Tunnel  Signal, 

with  Door  of  Case  Open.    Hudson  & 

Manhattan   Railroad. 


AUTOMATIC  BLOCK  SIGNALS  OX  THE  PH1LADELPHL\  &  WESTERN'  RAILROAD 


This  road  is  a  double  track,  high  speed,  direct  current  electric 
***»c,  and  is  equipped  with  automatic  block  signals,  the  csHcntial  fea- 
^rcs  of  which  are  as  follows: 

First:  The  retention  of  both  rails  of  each  track  for  the  return 
^f  the  propulsion  current. 

Second:  Cross-bonding  facilities  between  all  rails  of  both  tracks 
*t  the  ends  of  all  track  circuits  and  between  one  rail  of  each  track 
intermediate  between  the  ends  of  said  sections,  wherever  desired. 

Third:    The    use    of    ironlcss    reactance    bonds,    permitting    very 
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long  track  circuits  to  be  operated  with  a  small  expenditure  of  energy. 

Fourth:  The  use  of  alternating  currents  only  for  the  track  cir- 
cuits and  the  operation  of  all  the  devices  connected  with  the  system, 
thus  doing  away  with  all  batteries  and  the  expense  incident  to  their 
maintenance. 

Single  arm,  two-position  home  signals  arranged  on  the  normally 
clear  principle  are  employed  with  an  overlap.  Between  Philadelphia 
and  Beechwood  Park  the  signals  average  about  3,300  ft.  apart  and  a 
full    block   overlap    is   employed,   permitting   a    two-nxva\3A«.  VjA.'^'i:^ vj . 


Figs.  520-522     BLOCK  SIGNALS,  Automatic;  Signals  for  Electric  Roads.   Gen'l  Ry.  Sig.  Co. 


Fig.  520.     Automatic  Signal,  Reactance  Bonds,  Transformer,   Relay   Box   and   Grid   Box. 

Philadelphia  &  Western   Railroad. 


Fig.  .V20a.      Ironless  Reactance  Bonds.     Philadelphia  &  Western  Railroad. 


Fig.     521.     Polyphase     Track     Relay,     with 

Heavy   Current   Contacts,   for   Conirol 

of  Track  Circuit. 


Fig.  522.     Back  View  of  Polyphase  Track 
Relay. 
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BLOCK  SIGNALS,  Automatic ;  Signals  for  Electric  Roads.  GenU  Ry.  Sig.  Co.      Figs.  523-524 


Fig.  523.     Signal  Mechanism  in  Case.     Philadelphia  &  Western  Railroad. 


t 
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Names  of  Parts  of  Fig.  524. 

A  Single  Coil  Reactance  Bond 

B  Double  Coil  Reactance  Bond 

C  Signal  Lights 

D  Polyphase   Track  Relay 

E  Track  Circuit  Control  Relay 

F  Motor  Control  Relay 

G  Resistance  Grid 

H  Line  Transformer 

K  Diagonal  Bond 


Fig.  524.    Automatic  Block  Signal  Circuits.     Philadelphia  &  Western   Railroad. 


^^  «;st  of  the  Park  the  signal  spacing  averages  one  and  one-half  miles 
^^■th  a  uniform  overlap  of  about  3,700  feet,  allowing  a  headway  of 
**I>roxiraately  five  minutes. 

Twenty-five  cycle  single  phase  alternating  current  is  used  for  the 

**^ration    of    the    entire    signal    system.     It    is    obtained    from    the 

^^^ondaries  of  the  railroad  company's  power  transformers  located  in 

^^ir  main  power  house.     The  transmission  line  consists  of  two  No. 

B.  &   S..   hard   drawn   bare  copi>er   wires  strung  on  separate  cross 

'"His  on  the  railroad  company's  high  tension  pole  line.     The  line  is 

'^^'otected  at   intervals   by   suitable   lightning  arresters. 

Line  transformers  are  installed  at  all  signal  and  overlap  locations. 

*  Hey  step  down  directly  from  the  transmission  line  voltage  of  2,300 

^'^    the  various  voltages  required  for  the  signal  system.     These  trans- 

^rmers  arc  protected  on  the  primary  side  by  suitable  cartridge  fuses 

'^^^iunted  in  water-tight  cast-iron  boxes  and   so  arranged   that  a   fuse 

^^n  be  replaced  without  danger.     The  secondary  windings  are  three 

***   number,  a  55-volt  winding  for  the  operation  of  the  signal  motors, 

*^^ht5  and  line  relays,  and  provided  with  a  tap  for  the  local  phases 

^f  all  polyphase   relays  and  two   windings   for  supplying  energy  to 

^hc  track  circuits,  taps  being  provided  on  these  windings  so  that  the 

Voltage  can  be  varied  from  2^4  to  15,  as  required  for  track  circuits 

Qf  different  length.     A  copper  shield  is  placed  between  the  primary 
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and  secondary  windings  and  connected  to  ground,  affording  protec> 
.tion  in  case  of  a  breakdown  in  insulation. 

Both  rails  of  each  track  are  made  available  for  the  propulsion 
current  by  the  use  of  ironless  reactance  bonds  (Fig.  520a)  connected 
to  the  rails  as  shown  at  A  and  B  on  the  circuit  plan.  Fig.  524,  and 
operating  as  explained  in  connection  with  Fig.  484.  It  is  to  be 
noted  that  alternate  rails  in  adjacent  track  circuits  are  connected  by 
heavy  diagonal  bonds,  K,  so  arranged  that  the  breaking  down  of  any 
insulated  rail  joint  will  short  circuit  either  the  relay  or  transformer 
and  prevent  the  giving  of  a  false  clear  indication.  Cross-bonding  be- 
tween tracks  may  be  effected  by  making  connection,  at  any  point  de- 
sired, to  the  rails  which  are  made  continuous  by  the  diagonal  bonds  K, 
The  bonds  in  question  are  made  up  of  flat  copper  strips  of  large 
cross  section  wound  in  the  form  of  a  spiral,  the  turns  being  suitably 
insulated  from  each  other.  These  coils  are  assembled  in  pairs  in  flat 
iron  cases  and  mounted  on  extended  ties  as  shown  in  Fig.  620.  A 
connecting  chamber  is  provided  in  the  case  between  the  coils  in 
which  all  the  coil  ends  terminate  and  where  all  connections  to  the 
rails,  relays  and  transformers  are  made  and  then  concealed  by  a 
suitable  cover.  The  copper  connections  to  the  rails  after  leaving  the 
bonds  go  directly  downward  and  under  ground  to  the  rails  where, 
after  passing  for  a  short  distance  above  ground  to  insure  flexibility, 
are  connected  to  the  rails.     Energy  is  supplied  to  the  track  circuits 


Figs.  525-526        BLOCK  SIGNALS,  Automatic ;  Signals  for  Electric  Roada      U.  S.  &  S.  Co. 
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COMMON 

SKNUGE  UTJiKf  ^^^^  ^^  ^"^"^  ^'9'^'^  and  sfops  nofshoMtn  ,„^  ^^ 

Fig.  525.    Diagram  of  Signal  Control  Circuits.     Interborough  Rapid  Transit  Company. 


directly  from  the  low  voltage  high  current  windings  on  the  line  trans- 
former, as  shown  on  the  circuit  plan,  Fig.  524.  through  adjustable 
cast  iron  resistance  girds  which  limit  the  current  flow  when  a  train 
is  standing  at  the  transformer. 

The  track  relays,  as  shown  at  D,  Fig.  524,  are  of  the  General 
Railway  Signal  Company's  polyphase  construction.  The  track 
circuit  control  relays,  as  shown  by  Fig.  522  and  at  E,  Fig.  524,  are 
for  the  purpose  of  holding  a  given  signal  at  stop  until  the  train  is 
out  of  the  overlap  beyond  the  next  signal  in  advance.  The  method 
by  which  this  control  of  the  signals  is  effected  will  be  evident  by  ref- 
erence to  the  circuit  plan.  Fig.  524.  It  will  be  noted  that  these 
relays  must  be  able  to  carry  continuously  and  break  the  entire  cur- 
rent flowing  to  the  track  circuit  at  the  rear  of  a  signal,  and,  of 
course,  must  continue  to  do  so  without  injury.  The  construction 
and  operation  of  these  relays  is  similar  to  that  of  the  track  relays 
except  that  the  contacts  are  made  very  much  heavier  and  the  neces- 
sary  phase   displacement    to   produce   rotation    is   effected   by   a    small 


reactance  coil,  placed  in  series  with  one  of  the  relay  windings.  The 
motor  control  relay  is  shown  in  Fig.  497  and  also  at  F,  Fig.  524. 
It  is  controlled  by  the  two-track  circuits  in  advance  of  a  given  signal 
in  such  manner  that  it  cannot  close  until  the  train  is  out  of  the 
overlap,  as  shown  by  the  circuit  plan.  This  relay  directly  controls 
the  clearing  of  the  signal.  The  signal  mechanism  employed  is 
shown  in  Fig.  523.  All  signals  are  lighted  by  two  4-c.p.  50-volt 
lamps  in  multiple. 

All  relays  are  housed  in  wooden  boxes  which  in  turn  are  en- 
closed in  cast-iron  boxes,  as  shown  in  Fig.  598.  In  the  lower  part 
of  the  iron  boxes  are  mounted  the  terminal  boards  where  all  out- 
going wires  terminate  on  suitable  binding  posts  and  to  which  all  ap- 
•  paratus  within  the  boxes  themselves  are  connected  by  flexible  leads^ 
All  transformer  secondary  fuses  are  also  mounted  on  this  board. 
The  relay  boxes,  grid  boxes  and  line  transformers  are  mounted  one 
above  the  other  on  suitable  poles  provided  for  the  purpose  as  shows 
in    Fig.   520. 


Fi^r.  526.    Track  Transformer  Coils  and  Core.    The  Union  Switch  &  Signal  Company. 
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Fig.  527.     Impedance  Coil  Used  on   Singler 
Rail  Alternating  Current  Track  Circuit. 

TOMATIC  BLOCK  SIGNALS  ON  THE  INTER- 
BOROUGH    RAPID  TRANSIT   COMPANY'S 
SUBWAY  DIVISION. 

The  arrangement  of  block  signals  installed  on  the  Subway  Di- 
li of  the  Interborough  Rapid  Transit  Company  consists  of  the 
matic  overlapping  system  shown  in  Fig.  536,  applied  to  the  two 
lie  express  tracks  and  to  the  third  track  on  the  west  side  branch, 
third  track  is  placed  between  the  two  local  tracks,  and  is  used 
express  traffic  in  both  directions.  The  apparatus  used  differs 
:  in  general  principle  from  that  employed  in  earlier  automatic 
ems  of  block  signaling,  the  substitution  of  alternating  current  in 
e  of  battery  current  for  the  track  circuit,  and  the  necessary  alter- 
ig  current  auxiliary  apparatus,  constituting  the  principal  change. 
Ictail  of  application  to  the  peculiar  requirements  under  subway 
litions,  however,  the  system  embodies  many  radical  features, 
n  Fig.  52.5  is  shown  a  diagram  of  the  block  signal  and  auto- 
c  train  stop  circuits  as  used  in  connection  with  the  overlapping 
ure  of  this  system. 
In    this    system    of    signaling   one    of   the    running   rails    of   each 


track  is  insulated  from  the  propulsion-current  return  system 
and  is  devoted  to  signal  purposes.  Thus,  the  other  rail  performs 
the  function  of  serving  simultaneously  as  conductor  for  the  direct- 
current  return  for  the  propulsion  system,  as  well  as  that  of  one  of 
the  conductors  for  the  alternating-current  track  circuit  for  con- 
trolling the  signals.  The  current  is  fed  into  each  block  at  the  end 
from  which  the  passing  train  leaves  it,  the  connections  to  the  signal- 
control  apparatus  being  made  from  the  opposite,  or  entering,  end 
of  the  block,  as  shown  in  the  circuit  diagram.  The  track  connections 
at  the  signal  end  of  the  block  lead  from  the  track  circuit  to  the 
alternating-current  signal-control  relay,  which  operates  secondary 
connections  in  the  various^  circuits  of  the  signaling  system.  This 
relay  operates  double  contacts^  so  that  when  the  block  is  clear  and 
current  is  thus  passing  through  it,  two  separate  circuits  are  closed; 
one  of  these  is  the  circuit  leading  to  the  automatic  train  stop  at  the 
entrance  to  the  block  in  the  rear. 

The  distant,  or  caution  signals  are  operated  by  an  auxiliary  cir- 
cuit as  the  result  of  the  setting  of  the  home  signal.  When  the  home 
signal  of  a  block  is  clear,  current  passes  through  the  cdtitrol  mech- 
anism of  the  distant  signal  of  the  preceding  block  thus  holding  it  clear 
also.  When  the  home  signal  is  changed  to  the  stop  position  the 
current  flowing  in  the  auxiliary  circuit  is  interrupted  by  a  circuit 
controller  on  the  home  signal,  which  causes  the  distant  signal  to  in- 
dicate caution. 

The  alternating-current  for  the  track  circuits  is  supplied  by 
high-voltage  alternating-current  mains  which  run  the  entire  length 
of  the  tunnel.  These  deliver  current  to  the  signal  blocks  at  600 
volts  potential,  from  which  it  is  stepped  down  at  each  block  by  a 
double-secondary  oil  transformer^  one  coil  of  which  feeds  the  track 
circuit  and  the  other  the  signal-lamp  circuit.  The  magnet-control 
apparatus,  which  is  used  for  operating  the  controlling  air  valves  for 
the  signal  cylinders,  receive  current  from  a  storage-battery  main 
which  also  runs  the  length  of  the  subway.  This  main  is  fed  by 
several  sets  of  16- volt  storage  batteries  in  duplicate,  which  batteries 
are  located  at  the  various  interlocking  towers  and  are  charged  by 
motor  generators. 

In  Fig.  535  is  shown  the  arrangement  of  the  apparatus  installed 
at  a  block-signal  location.  It  consists  of  the  block  signal,  the  trans- 
former, a  case  for  the  track-circuit  instruments  and  the  automatic 
stop  valve  box.  The  transformer  takes  current  from  the  600-volt 
main  through  3-amp.  enclosed  fuses  to  the  primary  coil;  its  sec- 
ondary contains  two  coils,  one  of  which  delivers  current  at  50  volts 
for  use  in  the  4  c.p.  incandescent  lamps  used  in  the  signal,  while 
the  other  coil  delivers  current  at  the  lower  voltage  (10  volts)  for 
use  in  the  track  circuit.  The  leads  to  the  track  circuits  pass  down 
the  instrument  case  and  thence  to  the  rail  connections  at  the  exit 
end  of  the  block;  in  the  instrument  case  they  pass  through  non- 
inductive  grid-resistances  of  1  ohm,  which  serve  to  prevent  any  large 
amount  of  current  from  flowing  through  these  circuits  in  case  of 
abnormal  disturbing  conditions  in  the  propulsion  return  current, 
and  also  prevent  an  excessive  alternating  current  passing  from  the 
transformer  when  short-circuited  by  the  presence  of  a  train  in  the 
track   circuit   which    it    feeds. 

The  alternating-current  track  relay  is  shown  in  Figs.  530-584. 
The  principle  of  operation  involved  is  that  of  the  action  of  an 
alternating-current  field  upon  a  slotted  metallic  (non-magnetic)  vane. 
which  is  caused  to  move  in  such  a  way  as  to  close  the  two  circuit 
contacts.     The  alternating-current  field   is  supplied  by  a  magnet  of 
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Figs.  528-529.    Non-inductive  Resistance  Grids  Used  in  A.   C.  Track  Circuits. 
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Figs.  531-534.    Details  of  Single  Phase  A.  C.  Track  Relay. 
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Fig.  535.    Automatic   Signal,  Transformer.  Instrument  Case  and  Automatic  Train  Stop. 
Interborough   Rapid  Transit  Company, 
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ig.  536.  Diagram  of  Overlapping  Block  Signal  System.     Interborough  Rapid  Transit  Company. 
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SECTION  G-H. 


MAGNET. 
CIRCUIT  BREAKER. 


Figs.     537-638.     Sectional     View    of    Electro-Pneumatic 

Slide  Signal  Mechanism  and  Case.     Interborough 

Rapid  Transit   Company. 


laminated  field-core  construction,  with  the  field  coils  arranged  very 
close  to  the  pole  faces.  The  vane,  which  is  of  aluminum,  is  pivoted 
in  a  vertical  position  on  jewel  bearings.  The  upper  half  of  each 
pole  piece  is  enclosed  by  a  copper  ferrule  set  into  a  notch.  The 
ferrule  is  so  arranged  that  half  the  lines  of  force  in  the  field  must 
pass    through    it.      Any    change    in    the    number    of    lines    of    force 

■  through  the  ferrule  will  set  up  an  electromotive  force  in  the  ferrule 
acting  to  produce  a  current.  The  direction  of  this  current  will  be 
opposite  to  that  producing  the  charge  in  the  field  and  will  itself 
tend  to  produce  lines  of  force  in  opposition  to  the  field.  In  other 
words,  change  from  zero  lines  of  force  to  maximum  and  back  to 
zero  will  be  retarded  in  the  "shaded"  or  ferrule-enclosed  half  of 
the  field.  This  will  cause  the  magnetic  flux  to  shift  from  the  lower 
to  the  upper  portion  of  the  field  at  each  reversal  of  polarity.  Now 
currents  arc  generated  about  the  slots  in  the  vane  by  the  field  flux 

•the  same  as  in  the  ferrule.  These  currents  will  produce  fields  of  their 
own  opposite  to  the  main  field,  and  will  act  against  the  main  field 
and  be  repelled  by  it  in  the  same  manner  as  like  magnetic  poles. 
But  the  sifting  flux  in  the  main  field  due  to  the  ferrules  is  con- 
stantly moving  upward.  Therefore  the  vane  is  raised.  The  action 
is   similar   to    that   between    fields   and    squirrel-cage   armature    in    a 

poljrpbase  induction  motor. 


Fig.    539.     Alternating    Current    Relay,    Wire 
Armature.     West  Jersey  &  Seashore  Raili 


The  track  relay  and  associated  apparatus  are  housed 
iron  instrument  case  of  water-tight  construction,  as  sho^ 
635.  This  consists  of  two  sections,  the  lower  part  cont 
relay  and  connections,  and  the  upper  part  the  grid  resista 
628,  529,  which  are  connected,  one  in  series  with  the  ti 
supplying  alternating  current  to  the  track  circuit,  and  th 
scries  with  the  track  relay. 

The  impedance  coil.  Fig.  527,  is  connected  in  multipl 
track  relay  and  shunts  out  any  propulsion  current  that  r 
a  tendency  to  pass  through  it. 

A  seven-conductor  cable  leads  to  the  signal  neai 
another  seven-conductor  cable  leads  to  a  junction  box  fi 
connections  are  made  to  the  distant  signal  mechanism  ii 
ceding  block  and  to  the  automatic  stop,  as  well  as  to  tl 
battery  mains  for  the  direct-current  supply  for  the  sig 
anism.  Four  conductors  lead  out  to  make  the  necessary  c 
with  the  rails  on  each  side  of  the  insulated  joints. 

The  signal  (Figs.  537-538  and  540-541)  consists  of  a  vc 
case  fitted  with  two  white  lenses,  the  upper  being  the  he 
and  the  lower  the  distant.  Suitable  colored  glasses  are  m 
slides,  which  are  operated  by  pneumatic  cylinders.  Home  sif 
a  red  light  for  the  stop  indication.  Distant  signals  show 
light  for  the  caution  indication.  All  signals  show  a  grreen 
the  "proceed"  or  clear  indication.  A  positive  indication  has 
vided  for,  as  an  auxiliary  to  the  color  indications,  in  the  1 
small  arm  immediate  beneath  the  lenses.  The  small  arm  api 
horizontal  position  when  a  stop  or  caution  signal  is  display* 
an  inclination  of  GO  dcgs.  when  clear,  this  being  provided  ii 
to  the  color  indications  for  use  in  case  of  failure  of  the 
the  color  indications.  The  blade  has  a  crank  extending  v 
case  and  ending  in  a  pin  which  plays  in  an  inclined  groov 
a  way  as  to  turn  the  blade  through  an  angle  of  60  deg 
slide  passes  from  upper  to  lower  position.  The  signal  c* 
two  sections;  the  upper  and  rear  portion  contains  the  1< 
position  indicator  for  the  home  signal.  The  front  and  I 
tion  of  the  case  contains  th«  distant  signal  mechanism.  Ei 
constantly  lighted  by  two  4-cp.  incandescent  lamps  at 
the  two  lamps  being  connected  in  parallel  in  order  that 
be  always  lighted  even  if  the  other  burns  out.  The  i 
cylinders,  which  operate  the  heavy  vertical  sliding  frames 
the  colored  glass  for  the  signal  indications,  are  located  in 
of  the  case.  The  slides  exhibit  the  green  color  for  the  c 
cation  only  when  held  in  its  upper  position  by  the  pneum; 
der;  in  this  way  any  accident  to  the  apparatus,  cutting  off 
pressed  air,  will  permit  the  slides  to  drop  and  indicat 
stop.  The  signals  which  are  used  on  the  exterior  elevated 
of  the  system  are  of  the  semaphore  type,  although  operated 
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Figs.  540-541.     Double  Electro-pneumatic  Slide  Signal.     Interborough  Rapid  Transit  Company. 
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542.     Diagram  of  Transformer  and   Single   Phase 
'rack  Relay  Connections,  as  Used  in  the  East 
Boston  Tunnel.    Both  Running  Rails  Used 
for  Propulsion  Current  Return. 


to  those  in  the  subway  sections  and  by  a  similar  construction  of 
mechanism. 

Automatic  train  stops  are  provided  and  arranged  so  as  to  act 
at  the  second  stop  signal  in  rear  (see  Figs.  625  and  536).  That  is 
to  say,  the  train  stop  docs  not  operate  as  soon  as  the  signal,  at 
which  it  is  situated,  goes  to  the  stop  position,  but  stays  down 
until  the  train  enters  the  overlap  section,  when  it  comes  up  in 
place  to  "trip"  a  train,  should  one  run  past  the  red  signal.  This 
arrangement  is  necessary  in  order  to  permit  every  car  of  a  train 
to  be  fitted  with  the  automatic  brake  valve,  and  at  the  same  time 
not  be  "tripped"  by  the  forward  portion  of  the  train  entering  the 
block.  The  signals  are  so  placed  that,  at  maximum  speed,  a  train 
would  be  brought  to  a  stop  by  the  automatic  application  of  the  brakes 
before  it  could  reach  a  preceding  train. 

This  arrangement  of  apparatus,  but  without  the  overlap  and 
train  stops,  was  first  used  on  the  North  Shore  Railroad  of 
California. 
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Fig.      543.      Back      View, 
Cover  Removed. 


Fig.  544.     Side  View,  Sec- 
tion A-B. 


Fig.  545.     Front  View. 
Figs.  543-545.     Double  Electric  Light  Subway  Signals.     Long  Island  Railroad. 


AUTOMATIC  BLOCK  SIGNALS  ON  THE  ELECTRIFIED  LINES  OF  THE 

LONG  ISLAND  RAILROAD 


In  the  electrification  of  this  road  a  third  rail  is  used  for  de* 
livery  of  the  propulsion  current  and  both  of  the  running  rails  for  its 
return.  Direct  current  is  used  for  propulsion  and  alternating  cur- 
rent for  signal  track  circuits,  with  inductive  rail  bonds,  Fig.  547, 
installed  at  the  insulated  joints  separating  different  track  sections, 
which  give  a  free  path  for  the  propulsion  current.  Automatic  sig- 
nals are  of  the  motor  type  (Fig.  427),  with  the  exception  of  the 
two  subways,  where  an  electric  light  signal  is  used  (Figs.  543-645). 
The  lights  in  this  signal  are  controlled  by  alternating-current  line 
relays,  which  in  turn  are  controlled  by  the  track  relays  (Figs. 
580-534). 

On  seven  miles  of  double  track,  which  has  also  been  equipped 
with  alterfiating-current  track  circuits  for  the  signals,  the  inductive 
rail  bond  is  not  used,  as  this  part  of  the  road  is  not  worked  by  elec- 
tric traction.     The  alternating-current  track  circuit,  nevertheless,  was 


installed  here  for  the  operation  of  the  existing  system  of  aut 
signals  in  this  territory,  on  account  of  a  third  track  on  this  di 
which  is  electrified,  and  runs  parallel  with  the  two  main  tracl 

The  length  of  the  sections  ranges  from  1,000  to*  1,200  ft 
the  transformers  (Fig.  526)  connected  at  one  end  of  the  scctii 
from  1,300  ft.  to  2,800  ft.  with  the  transformers  connected  ir 
mediate  positions. 

The  motor  signals  used  are  of  the  Union  Switch  &  Signs 
standard  style  B  type  (Fig.  427).  Current  for  the  motors  a 
line  relays  is  taken  from  two  sets  of  storage  batteries  insta 
every  pair  of  signals  and  so  arranged  that  one  set  is  being  c 
while  the  other  set  is  discharging.  The  charging  current  is 
from  the  third  rail  at  650  volts  through  a  high  resistance  so  | 
tioned  that  just  the  necessary  current  flows  into  the  batteri 
100-kilowatt    transformer    supplies   the    high-tension   mains   wi 
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Fig.  546.    Diagram  of  Transformer  and  Track  Circuit  Connections.     West  Jersey  &  Seashore  Railroad, 
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Fig.  547.     Inductive  Bond  in  Place.     Long  Island   Railroad. 


at  a  potential  of  2,200  volts  and  a  frequency  of   25  cycles. 

esc  mains  arc  carried  underground  in  a  lead  cable  for  about 

tiles,  and   on   the   high-tension   transmission   pule   line   for   the 

the    system.      From    the    alternating-current    main    taps   are 

into  the  primary  transformers  where  the  potential  is  reduced 

olts.     This  is  in  turn  reduced  in  another  set  of  transformers, 


called  track  transformers,  to  from  two  to  six  volts  as  the  conditions 
of  the  different  track  sections  require.  In  the  subways  the  lights  in 
the  signals  and  all  line  relays  are  also  supplied  from  the  55- volt  side 
of   the   primary   transformers. 

In    the   subway   and   on   the  elevated  structure,   full   block  over- 
laps  are   used. 


AUTOMATIC  BLOCK  SIGNALS  ON  THE  WEST  JERSEY 
&  SEASHORE  RAILROAD 


automatic  electro-pneumatic  sigpials  are  controlled  by  alter- 
urrent  track  circuits  flowing  through  the  running  rails, 
Iso  convey  the  return  direct  current  of  the  propulsion  sys- 
id  the  air  compressors  are  run  by  electric  motors  supplied 
'rent  from  the  third   rail. 

546  is  a  diagram  of  a  typical  track  circuit.  In  consequence 
iifficulty  of  conveying  alternating  current  through  the  rails 
rack  under  the  existing  conditions,  the  track  circuit  is  con- 
rom  the  transformer  to  the  rails  in  the  middle  of  the  block 
as  shown.  Thus,  in  a  signal  section  4,000  ft.  long  the  cur- 
!  to  pass  through  only  2.000  ft.  of  track.  The  track  relay 
9)  is  controlled  not  only  by  the  track  circuit,  but  also  by  the 
through   the   line   wires,   as   shown   in  the   lower   part  of  the 

he  West  Jersey  &  Seashore  the  propulsion  current  conditions 
follows:  Maximum  capacity  of  each  sub-station  in  amperes, 
'  7,000.  ultimate;  normal  average  output  of  each  sub-station 
res,  1.500;  number  of  amperes  to  start  trains  on  a  level,  500 
amperes  per  car;  number  of  cars  per  train,  six. 
inductive  bonds  and  their  connections  which  have  been  put 
cet  these  conditions  introduce  in  each  rail  a  resistance  per 
luivalcnt  to  only  about  40  ft.  of  100-lb.  rail,  so  that  in  the 
blocks    the   increase    in    the   resistance   of    that    part    of   the 


propulsion  return  system  formed  by  the  rails  is  only  1  per  cent. 
The  relays  are  of  the  motor  type,  the  armature  and  the  field  both 
having  coils  which  are  energized  when  the  current  flows.  The  field 
is  supplied  by  the  25-cycle  current  taken  from  the  rails  at  the  enter- 
ing end  of  the  block.  The  armature  is  supplied  by  the  current  from 
the  leaving  end  of  the  block  and  the  current,  which  is  taken  from 
the  rails  at  the  leaving  end.  is  stepped  up  for  transmission  by  a 
6-watt  transformer.  The  transformers  are  not  injuriously  affected 
by  being  short  circuited  by  trains  standing  opposite  them.  Their 
primaries  are  fed  by  the  1,100-volt,  25-cycle  signal  mains  run- 
ning from  the  sub-stations.  At  each  sub-station  there  is  a  switch- 
board for  handling  the  signaling  current,  which  is  stepped  down  to 
the  signal  line  voltage  from  one  leg  of  the  propulsion  mains.  The 
switchboard  is  supplied  with  indicating  instruments  for  showing  the 
voltage  of  the  signal  mains  and  of  the  current  going  in  either  direc- 
tion. Recording  watt-meters  are  provided  to  determine  how  much 
power  is  used  by  the  track  circuits.  The  arrangement  of  oil 
switches  is  such  that  the  signal  mains  can  be  disconnected  on  either 
side  of  the  sub-station,  or  made  continuous  and  disconnected  from 
the    sub-station. 

Oil  line  switches  are  fixed  in  the  signal  mains  midway  between 
the  sub-stations,  so  that  in  case  of  line  trouble  a  maintainer  can.  with- 
out risk  to  himself,  open  the  line  and  limit  the  trouble  to  the  ter- 
ritory  in  which   it  exists. 


ALTERNATING   CURRENT  AUTOMATIC   BLOCK  SIGNALS  ON 
THE  NEW  YORK.  NEW  HAVEN  &  HARTFORD 


548-549  show  the  type  of  automatic  signals  installed 
l.'nion  Switch  &  Signal  Company  on  a  section  of 
ff  York,  New  Haven  &  Hartford  Railroad.  This  sec- 
used  both  for  steam  and  electric  traction,  the  electric  cars 
irect  current  from  an  overhead  trolley  wire.  Through  the 
jngth  of  the  signaled  section  there  is  a  10,000-volt,  three' 
0-cycle  commercial  line  giving  a  reliable  24-hour  service, 
is  supply  current  is  procured  for  the  signal  system,  the  con 
being  made  through  step-down  transformers.  The  trans 
are  connected  to  one  phase  of  the  high  potential  line,  step- 


ping the  current  down  from  10,000-volt  to  2,200-volt  and  connecting 
through  oil  switches  to  the  signal  transmission  lines  which  extend 
the  entire  length  of  the  signal  system.  From  this  2,200-volt,  60- 
cycle  line,  current  is  obtained  through  transformers  for  the  various 
signal  requirements.  The  automatic  signals  have  home  and  distant 
arms,  pivoted  near  the  center  and  mounted  upon  the  same 
post.  The  eastbound  and  the  westbound  signals  are  placed 
nearly  opposite  each  other,  but  are  staggered  sufficiently  to 
avoid   putting  a   signal    where   a  trolley   pole   will    hide  it   tvo«k.  vVw*. 


Figs.  548-549     BLOCK  SIGNALS,  Automatic ;  Signals  for  Electric  Roads.     U.  S.  &  S.  Co. 
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Fig.   548.    Arrangement   of   Control   Circuits  for   Normal   Clear   Alternating   Current    Automatic    Block 

New  York,  New  Haven  &  Hartford. 


Fig.   549.     Alternating   Current   Signal   Mechanism   and 
Relays  in  Case.     New  York,  New  Haven  & 
Hartford. 


engineman.  The  blade  grip  castings  are  designed  to  perm 
to  extend  to  the  left  of  the  post  for  the  reason  that  ' 
poles  would  obstruct  the  view  of  the  signal  if  it  extend 
the   right. 

The  motor  signals  have  double-case  bases  and  rest  o 
foundations.  The  upper  case  contains  the  signal  mechar 
is  operated  by  a  110-voIt  single-phase  induction  motor, 
has  sufficient  torque  at  starting  to  start  under  load  from 
in  the  arc  through  which  the  signal  travels.  The  time  i 
clear  both  the  home  and  the  distant  arms  is  five  seconds, 
case  contains  track  relays,  line  relays,  controlling  switc 
and  lightning  arresters.  Duplicate  two-candle  power  in 
electric  lights  are  used  in  the  lanterns.     Oil  founts  are  als4 

At  each  signal  there  is  a  transformer  stepping  down 
2,200  volt  line  to  110  volts  to  supply  current  for  the  lo 
and  the  control  circuits  for  the  next  signals  in  the  rear, 
control  line  extends  the  entire  length  of  the  block  sccti 
energy  at  the  outgoing  end  and  looping  through  the  track 
switch  instruments. 

The  track  circuit  equipment  installed  is  designed  to  be 
a  propulsion  current  either  direct  or  alternating;  eithe 
direct  or  11, 000- volt  25-cycle  single-phase  alternating.  T 
railway  company  required  that  the  tracks  be  cross  bondc 
every  3,000  ft.,  thus  making  necessary  a  cut  section  in  < 
Energy  is  supplied  to  the  tracks  by  a  transformer  situa 
middle  of  a  track  circuit  section.  The  track  circuit  has 
each  end.  These  are  "frequency"  relays,  that  is  to  say,  re 
respond  only  to  alternating  currents  of  a  given  frequen 
control  the  signal  circuits.  At  each  end  of  the  track  cii 
is  also  an  inductance  bond,  the  terminals  of  which  are 
to  the  rails,  and  the  center  of  which  is  connected  to  the 
the  bond  of  the  next  track  circuit,  thus  forming  a  metal 
tion  around  the  insulated  rail  joints  for  the  return 
current.  This  center  connection  may  also  be  used  for  t 
connection  to  the  other  track. 

The  inductance  bonds  were  designed  to  carry  the  hea' 
necessary  with  direct-current  propulsion  and  also  were  b 
offer  the  least  possible  impedance  to  an  alternating  propi 
rent.  In  fact,  if  the  external  track  return  is  perfectl; 
the  only  impedance  of  the  bonds  may  be  said  to  be  oh 
frequency  relays  are  of  the  vane  type  and  are  immune  t 
current  or  to  alternating  current  of  25  cycles,  having  beei 
to  operate  at  60  cycles.  The  unbalancing  of  the  track, 
even  if  sufficient  to  throw  a  heavy  current  through  the 
relays,  would  not  result  in  a  false  clear  signal  indication, 
tem  will,  of  course,  not  be  affected  by  any  foreign  trolle 
To  connect  up  an  inductance  bond  to  a  track  with  "b 
"staggered"  joints,  it  is  necessary  either  to  cut  one  rail  of 
so  as  to  have  the  insulated  joint  near  the  bond,  or  to 
conductor  from  the  bond  to  connect  with  the  track  beyo 
sulated  joint.  In  this  case  use  is  made  of  a  piece  of  old 
15  ft.  long.  The  piece  of  steel  rail  is  better  than  copper 
costs  less  and  is  not  liable  to  be  stolen;  and  besides  thL 
nating  current  is  used  for  propulsion,  the  iron  serves 
the  balance  of  the  inductance  of  the  two  lines  of  rails,  ' 
one  side  15  ft.  shorter  than  the  other,  would  be  unbalanc 

Fig.    548    shows    a    diagram     of    typical    circuits    use 
installation. 
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Figs.  550-551.     Arrangement  of  Automatic  Signal  and  Train-Stop  Apparatus  on  Structure. 

Boston   Elevated  Railroad. 
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\-  552.     Diagram    Showing    Potential  at   Terminals   of  a    Track    Relay,    Due    to    Return    Propulsion    Current. 

(Reproduced   from    Proceedings   of   the   American   Institute   of  Electrical   Engineers.     Copyrighted  1907.) 

AUTOMATIC  BLOCK  SIGNALS  ON  THE  BOSTON  ELEVATED  RAILROAD 


Pigs.  550-558  illustrate  the  automatic  block  signal  circuits  and 
'ratus  used  on  the  rapid  transit  lines  of  the  Boston  Elevated  Rail- 
On  this  road  the  propulsion  system  uses  direct  current  de- 
ed by  a  third  rail  and  returning  by  one  of  the  running  rails 
h  is  grounded  to  the  elevated  structure,  the  negative  terminals 
ie  propulsion  generators  being  connected  to  the  grounded  rail, 
other  running  rail,  designated  as  the  "block  rail"  in  Fig.  553, 
iren  up  exclusively  to  signaling  purposes.  It  is  divided  into  see- 
by  insulated  joints,  each  section  constituting  one  side  of  a 
:1c  rail"  track  circuit,  the  grounded  rail  being  a  common  con- 
r  for  both  signal  and  propulsion  current, 
lis  being  the  first  installation   where  it   was  attempted   to   use 

) 


signa!  track  circuits  together  with  propulsion  current  return  on  the 
running  rails,  it  may  be  well  to  consider  the  feature  known  as  "drop 
in  potential"  along  the  common  rail,  caused  by  the  presence  of  the 
propulsion  current. 

Fig.  552  illustrates  how  the  presence  of  two  trains  might  cause  a 
difference  of  potential  across  the  relay  terminals.  When  current  is 
flowing  in  any  conductor  there  is  always  a  diflference  of  potential 
between  any  two  points  on  that  conductor  due  to  its  resistance.  V 
represents  a  voltmeter  so  connected  as  to  measure  the  potential  dlie 
to  the  flow  of  return  propulsion  current  over  the  continuous  rail. 
With  one  train  at  the  leaving  end  of  the  block  and  another  approach- 
ing,  the   relay   has   the   same   potential   across   its  t&tT\vcv'«\.<^  -«&  *CcaX 


Figs.  553-555     BLOCK  SIGNALS,  Automatic ;  Signals  for  Electric  Roads.    U.  S.  &  S.  Co. 
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Fig.  553.     Diagram  of  Automatic  Signal  Circuits  and  Apparatus.     Boston  Elevated  Railroad. 


measured  by  the  voltmeter,  for  wire  a  connects  on  side  at  the  same 
point  as  the  positive  lead  of  the  meter,  and  wire  b,  the  insulated 
rail,  and  the  wheels  and  axles  of  the  train  at  the  right,  connect  the 
other  side  to  the  same  point  as  the  negative  lead  of  the  meter. 
Whether  or  not  an  ordinary  type  of  relay  will  close  its  contacts 
under  these  conditions  depends  on  whether  or  not  the  voltage  at 
which  it  is  adjusted  to  operate  is  greater  than  the  drop  of  potential 
caused  by  the  return  of  power  current  over  the  length  of  rail  meas- 
ured by  the  length  of  the  block. 

However,  in  the  case  of  the  Boston  Elevated  Railroad,  the  blocks 
are  short  and  the  common  return  rail  is  grounded  at  close  intervals 
to  the  structure  which  has  a  copper  equivalent  of  14,000,000  cir- 
cular mils.  These  conditions  make  it  permissible  to  use  a  relay 
whose  voltage  adjustment  provides  against  any  "return  drop"  which 
may  occur. 

The  signals  are  of  the  electro-pneumatic  type  made  by  the 
Union  Switch  &  Signal  Company,  and  operate  "normally  clear." 
Current  is  supplied  to  the  signal  system  from  100-volt  generators  by 
the  main  "block  feed  wire"  (Fig.  553)  with  the  grounded  rail  of  the 
tracks  as  a  return.  It  is  to  be  noted  that  the  negative  terminals 
of  the  signal  generators  are  connected  to  the  feed  wire  and  the 
positive  terminals  to  the  gn"ounded  rail.  An  adjustable  resistance 
is  introduced  between  the  feed  wire  and  the  block  rail  of  each  track 
circuit,  which  limits  the  flow  of  current  while  the  block  is  occupied 
and  prevents  the  shunting  of  one  track  circuit  from  affecting  any  of 
the  others.  The  track  relay  is  one  of  the  notable  features  of  this 
installation,  being  quite  a  departure  from  ordinary  practice  in  signal 
work.  Figs.  556-557  show  this  relay  mounted  in  the  mechanism 
case   of  a   signal,   and   also   the  adjustable   resistance   tubes   for   the 


track  circuit  in  rear.  The  electro-pneumatic  valve  and  cylin< 
which  operates  the  signal  are  placed  on  the  back  side  of  the  pa 
tion,  as  shown  in  Fig.  550. 

The  relay  (Fig.  554)  is  operated  by  direct  current,  requirinf 
potential  of  five  volts  at  its  terminals  to  "pick  up/*  and  is  polaruM 
its  magnet  is  wound  to  50  ohms  resistance.  The  horisontal  ara 
ture  at  the  base  is  raised  by  the  large  50-ohra  magnet,  when  en 
gized,  irrespective  of  the  direction  of  the  current.  The  link  extei 
ing  upward  connects  this  horizontal  armature  to  a  phosphor>brof 
contact  plate  carrying  two  heavy  carbon  blocks,  one  at  e^h  ei 
which  lie  under  contact  points  of  the  same  substance  mounted  abc 
them  and  properly  insulated.  The  contact  plate  is  rigidly  secured 
the  upper  pole-piece  of  a  pair  of  smaller  magnets  mounted  trai 
versely  to  the  one  first  mentioned  and  pivoted  on  tunnions  forni 
upon  the  ends  of  the  upper  pole-piece.  The  lower  ends  of  th< 
swinging  magnets  are  joined  by  the  lower  pole-piece  which  haa 
between  the  extended  cores  of  the  larger  magnet,  and  is  attract 
by  one  or  the  other  according  to  its  polarity.  The  swinging  magn> 
are  wound  to  produce  like  poles  at  the  same  ends,  hence  the  t 
pole-pieces  joining  them  actually  constitute  the  poles  of  one  doul 
magnet.  The  coils  of  the  50-ohm  magnet  arc  wound  in  the  ust 
manner  and  included  in  the  track  circuit,  being  energ^ized  (when  t 
block  is  unoccupied)  by  current  from  the  signal  generator.  1 
right-hand  contact  is  operated  by  motion  of  the  swinging  magnets 

Sftppose  the  relay  to  be  de-encrgizcd  by  the  presence  of  a  tr. 
in  the  block,  the  sequence  of  operation  in  closing  the  relay  conta 
is  as  follows:  As  soon  as  the  train  passes  out  of  the  block  curr 
flows  from  the  positive  terminal  of  the  signal  generator  along 
grounded  rail  through  the  50-ohm  coil  of  the  relay  at  the  signal 
the  right  (Fig.  553)  along  the  block  rail,  through  the  rcsista 
tube  at  the  signal  on  the  left  and  back  over  the  main  feed  wire 
the  negative  terminal  of  the  generator.  This  picks  up  the  armat 
at  the  base  of  the  relay,  closes  the  left-hand  contact,  and  tends  ' 
chanically  to  move  the  lower  pole  of  the  swinging  magnet  to 
left.  IJut  as  soon  as  the  left-hand  contact  is  closed,  current  pas 
from  the  grounded  rail  through  the  resistance  lamp  and  the  swing 
coils  to  the  feed  wire.  This  circuit,  energizing  these  magn 
causes  their  lower  pole-piece  to  swing  to  the  right,  bending  the  c 
tact  plate  and  closing  the  right-hand  contact;  this  latter  contact  c 
pletes  the  circuit  through  the  signal  control  magnet  and  clears 
signal.  It  will  be  seen  that  there  is  a  mechanical  counter  ef 
of  the  swinging  magnet  upon  the  work  performed  by  the  neu 
armature  which  will  cause  the  latter  to  drop  in  response  to  a  ^ 
slight  reduction  in  current. 

When  a  train  again  enters  the  block  it  shunts  the  50-ohm  c 
causing  the  lower  armature  to  drop  and  open  both  contacts, 
now,  while  the  train  is  in  the  block,  the  wheels  should  make  1 
contact  on  the  grounded  rail  (on  account  of  the  presence  of  s 
or  ice,  or  for  any  other  reason)  propulsion  current  might  flow  f 
the  wheels  to  the  block  rail  and  through  the  relay  to  the  grou« 
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Fig.  554.     Polarized  Track   Relay. 
Railroad. 
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Fig.    555.     Circuits    for    Control    of    Distant    Sign: 
Boston   Elevated   Railroad. 
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?'ig.   556.     Relay,    Resistance    Tubes    and    Lamp    in      Fig.    557.     Diagram    of    Signal    Control    Apparatus. 
Signal  Case.     Boston  Elevated  Railroad.  Boston   Elevated   Railroad. 


Fig.  558.     Tunnel  Signal  and  Automatic  Train  Stop.     Boston  Elevated  Railroad. 

*"•  This  would  pick  up  the  neutral  armature,  but  in  this  case 
**  polarity  of  the  current  and  consequently  that  of  the  magnet  is 
^^  reversed,  and  as  soon  as  the  left-hand  contact  closes  permitting 
•^rrent  to  pass  through  the  swinging  coils,  they  are  held  over  to  the 
ift  preventing  the  right-hand  contact  from  closing,  and  keeping  the 
■pial  in  the  stop  position.  The  swinging  coil  being  in  series  with  the 
'PWl  magnet,  any  interruption  in  the  circuit  which  might  tend  to  depa- 
'rize  the  relay  would  also  result  in  the  signal  going  to  the  stop  position. 


Fig.  555  shows  the  circuit  used  for  control  of  a  distant  signal. 

Figs.  650-551  shows  how  the  signal  is  set  in  relation  to  the  track 
on  the  elevated  structure,  and  also  illustrates  one  method  of  con- 
necting the  automatic  train  stop,  which  is  a  feature  of  this  installa- 
tion. Fig.  558  gives  a  view  of  the  tunnel  signal  and  train-stop  used 
in  the  subway.  This  signal  has  no  blade,  the  light  being  its  only 
indication.  The  train-stop  is  operated  by  a  separate  cylinder  instead 
of  by  a  rocker-shaft  as  on  the  structure. 


Ill) 
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Fig.  559.     Circuit  Diagram  for     Solenoid    Signal.       Interborough 
Rapid  Transit  Company,  Elevated  Lines. 


The  Interborough  Rapid  Transit  Company  has  in  service  on  the  ele- 
vated lines  semaphore  block  signals,  operated  by  solenoids  energired 
by  current  taken  from  the  third  rail.  The  current  for  the  track 
circuit  is  also  obtained  from  the  third  rail.  The  apparatus  and  cir- 
cuits for  a  typical  block  section  are  shown  diagrammatically  in  Fig. 
559.  Only  one  of  the  track  rails  is  insulated  for  the  block  section, 
which  varies  in  length  for  the  different  locations  where  the  signals 
are  used.  At  the  outgoing  end  of  the  block  the  third  rail  is  con- 
nected through  a  fuse  to  a  resistance  plate  having  two  taps  at  the 
upper  end,  one  of  which  is  connected  to  the  insulated  track  rail 
and  the  other  to  the  opposite  or  common  track  rail,  which  is  grounded 
for  the  return  power  circuit.  The  resistance  is  adjusted  to  give  a 
difference  of  potential  between  the  two-track  rails  of  10  volts.  At 
the  entering  end  of  the  block  the  two-track  rails  are  connected  to- 
gether through  a  two-point  track  relay,  which  is  wound  to  pick  up 
at  three  volts.  The  normal  difference  of  potential  of  10  volts  is  suffi- 
cient to  care  for  the  widest  variations  in  voltage  of  the  third  rail 
current  passing  through  the  resistance  plate. 

At  the  signal,  a  tap  from  the  third  rail  connects  to  a  bus  bar  on 


which  are  three  snap  switches,  one  in  the  solenoid 
one  in  the  main  signal  «oIenoid  circuit,  and  one  in  tl 
circuit.  When  no  train  is  in  the  block  the  track  rela 
and  its  two  contacts  are  closed.  Current  from  the  th 
through  switch  1,  resistance,  track  relay  armature,  sole 
and  thence  to  common  rail  or  ground.  Current  also 
switch  2,  armature  of  solenoid  relay  and  resistance  < 
to  solenoid  coil  and  thence  to  ground,  holding  the 
proceed  position. 

When  a  train  enters  the  block  the  track  relay  o\ 
the  spring-actuated  quick-break  solenoid  relay,  whose 
trols  600  volts.  This  breaks  the  solenoid  circuit  an 
signal  arm  to  go  to  stop  by  gravity.  An  oil  dash  p 
to  cushion  the  shock  of  the  moving  arm.  When  th 
out  of  the  block  the  track  relay  picks  up  causing  the 
in  turn  to  pick  up.  Current  from  the  third  rail  (at 
tential)  then  flows  through  the  solenoid  relay  armatur 
cuit  breaker  which  is  closed.  This  gives  a  powerful 
signal  solenoid  to  move  the  signal  down,  but  as  soc 
reaches  the  proceed  position  the  circuit  breaker  opens, 
high  resistance  and  allowing  only  a  small  current,  e 
the  signal  in  the  clear  position,  to  flow  through  the  sc 

Fig.   561   shows   the   signal   mechanism   enclosed   in 
at   the    foot   of   the   i)Ost.      The   solenoid   plunger   is    c 
pivoted  lever   to   which   the   dash    pot   is    fastened   at 
The   up  and   down   rod   is   fastened  about   midway  bet 
noid   plunger   and  the   dash   pot.      Resistance   tubes  ar 
one  side  of  the  case  and  the  circuit  breaker  attached 
down   rod  can   be   seen  just  above  the  dash  pot.     In  1 
of  the  case  are  the  two  relays  and  the  snap  switches, 
have  been  obtained  from  the  sfiecial  track  relays  emplo 
made   with   carbon   points   on   the   springs   bearing   on 
pedestals.      The   quick-break    solenoid    relays,    controlli 
have    also    proved    satisfactory.      Pittsburg    insulated 
latest  pattern  are  used  in  the  track  and  are  said  to  t 
well   under  the   heavy   traffic   which   passes   over  them, 
and  relays  were  made  by  The   Union  Switch  &  Signal 


Fig.      560.      Solenoid      Semaphore 

Signal.     Interborough   Rapid 

Transit  Company. 


Fig.  561.    View  of  Mechanism  of  Solonoid  Semapho 
Interborough  Rapid  Transit  Company. 


BLOCK  SIGNALS,  Automatic;  Signals  for  Electric  Roads.     British.     Figs.  562-564 


Letters  Refer  to  List  of  Names  of  Parts  Below. 


Figs.  562-564.     Sykes  Electric  Tunnel  Signal.    Waterloo  &  City  Electrical  Railway,  London,  England. 


Names  of  Parts  of  Sykes  Tunnel  Signal;  Figs.  562-564. 


A  Operating  Magnet 

B  Electric  Light 

C  Electric  Light 

D  Upper  Stop  for  Frame 

E  Loiter  Stop  for  Frame 

P  Fuse 


G  Fuse 

G*  Green  Glass 

H  Armature 

J  Screiv 

K  Count  crtvcight 

L  Contact  Arm 


M  Opening  for  Indicator 

N  Indicator  Disk 

O  Binding  Post 

P  Binding  Post 

Q  Wire  Conduit 

R  Red  Glass 


SYKES  ELECTRIC  TUNNEL  SIGNAL 


Figures  562-564  illustrate  a  simple  form  of  signal  electrically 
rated  and  electrically  lighted  as  used  in  a  Sykes  installation  on 
DOble-track  tunnel  line  on  the  Waterloo  &  City  Electrical  Railway. 
tlie  figures,  A  A  are  two  coils  of  an  electro-magnet  with  a 
taped  rotating  armature,  to  which  is  attached  a  frame  extending 
tnd  and  in  front  of  two  white  electric  lights  and  supporting  a 
and  a  green  glass  between  the  lights  and  the  signal  lens;  the 
fceing  above  the  green.     When  the  magnets  are  de-energized  by 


a  train  in  the  block  ahead  or  for  any  other  reason,  the  frame  carry- 
ing the  glasses  drops  by  gravity,  bringing  the  red  glass  in  front  of 
the  lights  and  displaying  a  stop  indication.  When  the  track  circuit 
is  unoccupied  and  the  track  relay  picked  up,  the  magnets  A  A  are 
energized  and  the  armature  rotates,  raising  the  frame  so  as  to 
bring  the  green  glass  in  front  of  the  lamps  and  display  a  clear 
signal.  K  is  a  counterweight  carrying  an  indicator  repeating  the 
position  of  the  signal  at  the  side  of  the  case. 


») 


Figs.  565-567 


HIGHWAY  CROSSING  SIGNALS,  BeUs  and  Signs. 


DAW    GER 


Fig.   565.     Crossing   Bell,    Relay 

Box  and  Battery  Case,  with 

Wooden  Post.     The  Union 

Switch    &    Signal 

Company. 


Fig.  5(50.     Crossing  Bell  and  Re- 
lay Box  on  Iron  Post,  with 
Crossing  Sign.     Bryant 
Zinc   Company. 


Fig.   5(j7.     Crossing    Bell,    Ri 

Box  and  Battery  Case,  wil 

Iron  Pipe  Post  and  Cross 

ing  Sign.     The  Union 

Switch    &   Signal 

Company. 


HIGHWAY  CROSSING  SIGNALS.  BeUs  and  Signs. 


Figs.  568-570 


LDDK5 


S  OUT 
^CARS 


568.    Crossing     Bell     and 
ay    Box    on    Iron    Post, 
ith  Sign.     Bryant  Zinc 
Company. 


Fig.   569.    Bell  and   Relay   Box 

on  Iron   Post,  with  Sign. 

Bryant  Zinc  Company. 


Fig.  570.     Crossing  Bell  and  Re- 
lay  Box  on   Channel   Iron 
Post,  with  Sign.    Railroad 
Supply  Company. 


Figs.  571-579 


HIGHWAY  CROSSING  SIGNALS,  Bells. 


Fig.    572.     Cast   Iron    Bell    Case 

and  Cover.   The  Union  Switch 

&.  Signal   Company. 


Fig.    571.      Iron    Crossing    SijL^n 

and  Instrument  Case.     Bryant 

Zinc  Company. 


Fig.   573.     Cast   Iron    Bell   Case 

and  Cover.  The  Union  Switch 

&  Signal  Company. 


Fig.     574.     Bell    Armature    and 

Contacts.     The    Railroad 

Supply  Company. 


Fig.  575.     Bell  Mounted  in  Cast 

Iron  Case.     The  Railroad 

Supply  Company. 


Fig.    576.    Skeleton  Frame  Be  1 
with  12-in.  Gong.    The  Rail- 
road Supply  Company. 


Fig.    577.      Crossing    Bell,    with 

12-in.  Steel  Gong,  Enclosed 

Mechanism,  for  Use  on  Iron 

Pipe   Post.     The   Union 

Switch   &  Signal 

Company. 


Fig.  578.     Bell,  with  12-in.  Steel 

Gong.    The  Union  Switch 

&  Signal  Company. 


Fig.  579.     Bell,  with  10-in.  Steel 


Gong.    The  Union  Switch 
&  Signal  Company. 


HIGHWAY  CROSSING  SIGNALS,  Bells  and  Lamps.     Railroad  Supply  Co.  Figs.  580-585 


Figs.  580.     Combination  Bell  and  Relay  Box.       Railroad  Supply  Company. 


Fig.  582. 


Fig.  583. 


Figs.  582-583.     Electric  Lamp  and  Casing,  for  Use  with  Highway  Crossing  Bell. 
This   lamp   lights  on  about   8   volts.     It   is  connected   in    multiple    with   the  bell,   thus   giving  a  visual  indication. 


Fig.  584.    Double  Gong  Bell. 


Fig.  585.    Double  Gong  Bell. 


Figs.  586-587     HIGHWAY  CROSSING  SIGNALS,  Bells  and  Lamps.      Railroad  Supply  Co. 


Fgi.  586.     Interlocking  Relay,  Normally   Energized.       Railroad  Supply  Company. 


Fig.  587.     Interlocking  Relay,   Normally  De-energized. 


Fig.  686  represents  an  interlocking  relay  manufactured  by  the 
Railroad  Supply  Company.  The  armatures  are  equipped  with  right- 
angled  fingers,  as  shown.  On  the  end  of  each  finger  is  a  flexible  strip 
of  metal  which  will  make  electrical  contact  with  the  rod  on  the  up- 
right when  the  magnet  is  de-energized.  The  metal  strips  are  fastened 
to  the  fingers  some  distance  back  so  that  they  can  easily  bend  up- 
ward, but  not  downward.  Therefore  if  the  right-hand  magnet  is  de- 
energized  the  strip  on  its  armature  finger  will  make  contact  with  the 
Tod;  if  now  the  left-hand  magnet  becomes  de-energized  the  strip  on 


its  armature  finger  will  rest  on  top  of  right-hand  strip.  The  Htt 
of  right-hand  finger  will  now  raise  both  strips  from  contact  inth  r 
The  same  action  would  take  place,  but  in  reverse  order,  if  the  h 
hand  magnet  had  been  de-energized  first.  Front  contacts  can  a 
be   furnished  with  this   relay   if  desired. 

The  relay  shown  in  Fig.  587  operates  in  a  similar  manner,  exc 
that  it  is  normally  de-energized  and  closes  the  contacts  if  eit 
magnet  is  energized. 


O 


HIGHWAY  CROSSING  SIGNALS.  Relays.  U.  S.  &  S.  Co.  Figs.  588-589 


Fig.  588.     Slate  Base  Interlocking  Relay.     The  Union  Switch  &  Signal  Company. 


V\x.   ."h^JK     Enclosed   Universal    Interlocking    Relay. 


'ig.  589  shows  the  enclosed  "rniversal"  interlocking  relay  inadi.- 
The   Union  Switch  &   Signal  Company,     It  consists  essentially   of 

ordinary  relays  mounted  on  one  base.  In  this  instrument,  how- 
,  the  contact  points  project  beyond  the  hinged  side  of  the 
I'.ure.  thus  the  back  contacts  are  above  and  the  front  contacts 
w-      The    interlocking  device  consists  of   two  arms,  one  project- 

from  each  armature,  which  strike  against  a  pivoted  pawl.  All 
able  parts  arc  enclosed  in  a  dust-proof  case,  forming  the  base 
he  relay. 

») 


Fig.  588  shows  the  slate  base  interlocking  relay  made  by  The 
Union  Switch  &  Signal  Company.  The  magnets  arc  inverted  so  tfaftt 
the  armature  is  above  the  pole  pieces.  Counterweights  arc  pro- 
vided to  insure  raising  of  the  armature  and  opening  of  the  contacts 
ty  gravity  when  the  magnets  arc  de-energized.  The  contact-fingers 
hang  vertically,  this  form  of  construction  being  adopted  to  prevent 
foreign  substances  from  lodging  in  them  and  interfering  with  the 
circuits.  Interlocking  between  the  armatures  is  accomplished  in 
the  same  manner  as  in  the  enclosed  relay. 


Figs.  590-594^       HIGHWAY  CROSSING  SIGNALS,  Relays.    U.  S.  &  S.  Co. 
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Fig.  594. 
Figs.  590-594.     Diagrams   Showing  Operation  of  Locking  Pawl  in  Interlocking  Rel^y. 


Figs.  590-M4r  illustrate  the  method  of  interlocking  employed  in 
The  Union  Switch  &  Signal  Company's  relays.  To  apply  this  to 
Fig.  589  it  is  necessary  to  consider  the  pawl  inverted  and  the 
armatures  hinged  on  the  opposite  sides  at  the  pole  pieces.  If  the 
drawing  be  inverted  it  will  represent  the  operation  of  the  slate  base 
relay,  Fig.  688. 

Fig.  690  illustrates  the  normal  condition  of  the  relay,  coils  ener- 
gized and  armatures  picked  up.  The  swinging  pawl  F  is  held  in  place 
by  the  weight  at  its  lower  end.  In  Fig.  591  a  train  has  entered  the 
section   at   A.      Arm   H   has  dropped  on   pawl    F,    causing  it  to   tilt 


slightly  to  the  left;  .contact  fktmiur  E  cklies  circuit  thfbugh  M  t^ 
ring  the  bell.  Fig.  592  shows  the  condition  of  the  apparatus  wher^ 
a  train  is  partly  in  each  section.  Both  magnets  are  de-energize<l# 
but  end  of  arm  I  drops  into  notch  of  pawl  F.  This  prevents  G  froB* 
making  contact  at  N. 

In  Fig.  693  the  train  has  passed  into  the  second  section.  Magnef 
K  has  picked  up  its  armature  and  contacts,  but  L  is  still  de-energiied 
and  I  is  held  by  notch  in  F.  so  that  the  bell  has  stopped  ringing- 
After  the  train  has  passed  C  (Fig.  594),  the  armature  J  picks  up  and 
the  apparatus  returns  to  its  normal  position. 


(MO) 


HIGHWAY  CROSSING  SIGNALS,  Relays. 


^igs.  595-596 


'■'■'1 


Fig.  595.     Enclosed  Interlocking  Relay.     Hall   Signal   Company. 


Fig.  596.     Enclosed  Interlocking  Relay.     Bryant  Zinc  Company. 


595  shows  the  interlocking  relay  made  by  the  Hall  Signal 
^  It  consists  of  two  ordinary  track  relays  mounted  on  the 
se  facing  each  other.     Each  armature  carries  fi  projection  to 

fastened  a  lug  carrying  a  roller.  Two  pawls,  G  and  H,  are 
rd  between  the  projections.  These  pawls  are  pivoted  and 
terweightcd   as   to   stand    normally    with    their   straight   sides 

In  the  figure  the  left-hand  armature.  B.  is  shown  released, 
position  its  roller  bears  against  pawl  G,  forcing  its  upper 
y  under  projection  on  armature  E.  If  the  magnet  D  should 
lergized  E  cannot  drop  because  it  will  rest  on  G,  and  if  A 
energized,  raising  B,  E  will  still  be  held  up  by  the  pawl  G, 
the  friction  between  the  projection  and  the  dog  is  sufficient 


to  overcome  the  effect  of  the  counterweight.  When  D  is  again 
energized  the  weight  of  E  is  removed  from  G,  which  at  once 
assumes  its  normal  position.  Pawl  H  acts  in  like  manner  on 
armature  B.  Each  armature  is  fitted  with  four  front  and  four  back 
contacts. 

The  relay  shown  in  Fig.  596  accomplishes  the  same  results  as  those 
already  described,  but  in  a  different  manner.  The  two  arms  extend 
diagonally  from  the  armatures,  and  meeting  in  the  center  are  so 
arranged  to  interlock  with  each  other  that  when  one  armature  rings 
the  bell  the  other  is  not  permitted  to  do  so,  until  both  are  restored 
to  their  normal  position.  This  relay  is  fitted  with  three  front  and 
three  back  contacts  in  addition  to  the  one  that  rings  the  bell. 


Figs.  597-599. 


HIGHWAY  CROSSING  SIGNALS,  Relays. 


Fig.  oU7.     Slate  Base  Interlocking  Relay.      Bryant  Zinc  Company. 

This    relay   operates   on   the   same   principle   as   the   one   illustrated  in  Fig.   596.     A   distinctive   feature  is  the  C-shapcd  magnets,  having 

but  one  coil   on  each. 


3~"  a    3 


Fig.  598.     Escapement   Relay,   May  be  Set  to   Keep 

Bell    Ringing    Any    Length    of    Time,    from    20 

Seconds  to  3  Minutes.     Railroad  Supply 

Company. 


Fig.     599.     The     O'Neil     "Register,"     a     Clockwork 

Mechanism.  Performing  the  Same  Kind  of  Work 

as  the  Relay  Shown  in  Fig.  598.     Railroad 

Supply   Company. 


In  Figs.  598  and  599  the  clock  work  mechanism  is  actuated  by  crossing.  The  connection  between  the  starting  point  and  the  relay 
the  train  passing  over  a  short  track  circuit  or  a  track  instrument  or  "register"  is  made  by  line  wires,  and  the  instrviment  is  set  s*> 
<scc  Circuit    Controllers)    situated    at    a    suitable    distance    from    the        as  to  keep  the  bell  circuit  closed  a  predetermined  length  of  time. 


(i«) 


HIGHWAY  CROSSING  SIGNALS,  Circuits. 


Figs.  600-602 
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Arrangement  of  Apparatus 


for  Double  Track  Highway  Crossing   Bell. 
Company. 


The  Union  Switch  &  Signal. 


linary  bell  installation  for  a  double  track  grade  crossing  at 
highway  is  shown  by  Fig.  600.  A  bonded  section  of  track, 
I  one-half  mile  or  more,  is  used  on  each  track  in  the  direc- 
which  trains  approach.  Insulations  arc  used  at  the  end 
.>ctions  as  shown  at  A,  B  and  C.  An  interlocking  relay 
locking  pawl  removed)  is  used  to  control  the  local  bell 
wo  ordinary  relays  would  answer  as  well,  but  it  is  some- 
able  to  maintain  the  interlocking  type  as  a  standard  for 


bell  work,  and  it  requires  somewhat  less  space.  A  train  entering 
the  ringing  sections  at  A  or  C  will  short  circuit  the  coils  D  or  E, 
respectively,  and  drop  an  armature.  These  armatures  carry  contact 
springs  that  close  a  local  bell  circuit  on  a  back  contact  so  that  the 
bell  G  will  ring  as  long  as  the  circuit  of  battery  F  is  closed,  that  is, 
until  the  armatures  of  both  D  and  E  are  "picked  up,"  which  occurs 
when  the  train  passes  out  of  the  sections  A  to  B  or  C  to  B.  The  no- 
tations on  the  cut  are  self-explanatory. 
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Arrangement  of  Apparatus  for  Single  Track   Highway    Crossing   Bell. 

Company. 


The   Union   Switch   &   Signal 


SINGLE  TRACK  CROSSING   BELL   LAYOUTS. 


J  track  crossing  bell  layout  is  shown  in  Fig.  601.  As  stated 
:ription  of  Fig.  600,  the  track  is  bonded  for  1,500  ft.  to 
Ic  or  more  on  each  side  of  the  crossing  from  A  to  B  and 
\a  a  train  enters  from  either  end,  the  interlocking  relay 
c  contact  on  one  or  the  other  of  the  contact  fingers  at- 
he  armatures  D  and  E,  which  completes  the  local  bell  cir- 
cry  F.     As  it  is  desired  to  stop  the  bill  as  soon  as  a  train 


has  passed  over  the  crossing,  after  entering  the  ringing  section,  a 
means  must  be  provided  to  prevent  the  armature  of  that  part  of  the 
relay  controlled  from  the  section  beyond  the  crossing  from  dropping 
far  enough  to  make  back  contact  when  a  train  passes  the  crossing. 
The  locking  pawl  H  is  provided  for  this  purpose,  as  explained  in 
connection  with  Figs.  588-594.  Thus,  the  bell  will  ring  from  the 
time  a  train  enters  the  section  until  it  passes  over  the  crossing. 


Fig.  602.    Special  Crossing  Bell  Layout. 


I  will  serve  to  illustrate  a  number  of  special  conditions 
:h  it  is  advisable  to  use  special  keys  in  addition  to  the 
yout,  in  order  to  stop  and  start  a  crossing  bell  in  connec- 
:ertain   train   movements   as   a   means   of   preventing   false 

I  continuous  ringing.  The  additional  apparatus  required 
relay  at  the  crossing  and  two  keys  located  so  that  they 
venicnt  to  trainmen  or  operators.  The  momentary  closing 
ey  contact  cuts  the  bell  out  or  in.  it  not  being  necessary 
le  finger  on  the  key  for  more  than  an  instant.  In  con- 
h  this  feature  it  should  be  understood  that  only  when  a 
the  track  section  approaching  the  crossing  can  the  bell  be 

ut  out.  It  may  again  be  cut  in,  when  it  will  ring  until 
asses  over  the  highway;  or  should  the  operator  neglect  to 

II  in,  the  train  will  automatically  perform  this  operation 
out  of  the  bonded  sections,  and  restore  the  instruments  to 
al  positions  so  that  the  bell  will  again  ring  for  the  next 
I  train.  The  following  examples  will  illustrate  a  few  of  the 
met  in  actual  practice  and  will  give  an  idea  of  the  many 
ihere  a  highway  crossing  btU  can  be  used  successfully 
antage  at  points  where  the  track  layout  or  switching  con- 

scmewhat  complicated: 

If  an  approaching  train  enters  the  bonded  section  at  A 
t  .Station  F  the  bell  E  at  the  highway  would  ordinarily  ring 
time  that  stop  is  made  and  until  the  train  again  proceeds  and 


passes  beyond  the  crossing.  In  consequence,  the  bell  is  ringing  dur- 
ing the  time  that  train  is  at  a  stop,  and  the  street  is  open  to  the 
safe  passage  of  the  public.  If  such  a  condition  is  allowed  to  con- 
tinue, the  bell  ceases  to  become  a  warning  and  is  locally  classed  as 
a  public  nuisance.  A  stop  and  start  key  is  installed  in  the  station. 
Under  these  conditions  the  agent  presses  the  stop  key  when  the  train 
slows  down  and  the  bell  consequently  ceases  to  ring.  If  the  crossing 
is  very  close  to  the  station  no  starting  key  is  required,  for  the  train 
may  proceed  slowly  over  the  crossing  with  the  engine  bell  ringing, 
and  in  passing  beyond  the  bonded  sections  will  automatically  restore 
the  instruments,  as  before  stated.  Should  the  crossing  be  some  dis- 
tance from  the  station,  however,  the  agent  may  press  a  starting  key 
when  the  train  is  ready  to  proceed,  and  give  the  proper  warning  at 
the  highway.  In  this  latter  instance  of  course  the  bell  will  stop 
ringing  when  the  entire  train  has  passed  over  the  crossing. 

Case  2.  Referring  to. the  same  layout,  should  F  be  a  day  station 
only,  or  for  any  reason  should  it  be  undesirable  for  the  agent  to 
handle  operating  keys,  the  same  results  may  be  obtained  as  outlined 
in  Case  1,  by  inserting  short  one-rail  sections  in  the  track  circuit 
approaching  the  crossing  in  lieu  of  the  keys,  and  thereby  make  the 
cut-in  and  cut-out  feature  dependent  entirely  on  the  location  of  the 
engine  relative  to  the  crossing;  or  a  train  in  coming  to  a  stop  at  the 
station  passes  onto  a  stop  section  and  automatically  cuts  the  bell  out 
of  circuit.     When  the  same  train  again  proceeds  the  engine  enters 


Figs.  603-^8 


HIGHWAY  CROSSING  SIGNALS,  Circuits. 


a  Starting  section  located  at  a  specified  distance  from  the  crossing 
and  be]l  again  jing^  it  being  understood  that  the  stop  and  start  sec- 
tions "are  such  a  sh^rt  distance  apart  that  a  through  train  approach- 
ing -tGe  cressinip  at^-speed  will  give  practically  a  continuous  warning, 
as  its  effect  in  passing  over  the  cut-out  and  cut-in  section  will  cause 
no  noticeable  interruption  to  the  bell  circuit. 

Case  3.  Should  the  approach  section  to  a  bell  include  a  switch 
as  shown  at  C  (Fig.  602),  it  is  advisable  to  provide  a  stop  and  a 
start  key  at  such  a  switching  point  for  the  convenience  of  trainmen 
in  controlling  the  ringing  of  the  bell  while  switch  is  being  used  and 
cars  are  being  switched  on  and  off  the  bonded  section.  The  keys 
are  usually  placed  in  a  shelter  and  mounted  upon  a  post  adjacent 
to  the  switchstand.     Keys  at  C  and  F,  or  at  a  nuinber  of  different 
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Fig.    603.     Crossing    Bell    Circuits,    Double    Track. 
Railroad  Supply  Company. 
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Fig.    605.     Crossing    Bell    Circuits,   Two   Single 
Tracks.     Railroad  Supply  Company. 


Fig.    607.     Crossing    Bell     Circuits,    Single    Track, 

Automatic  Starting  Section,  with  "Cut-out**  and 

"Cut-in"  Keys.     Railroad  Supply 

Company. 

Fig.  603  shows  the  circuits  for  a  double  track  crossing  bell,  using 
the  relay  shown  in  Fig.  586,  but  with  fingers  so  arranged  as  not  to 
interlock.  A  train  in  either  section  shunts  the  relay  magnet,  allow- 
ing its  finger  to  make  contact  with  back  point,  thereby  establishing 
a  circuit  through  the  bell. 

Fig.  004  shows  the  circuits  for  a  single  track  crossing  bell,  using 
the  relay  shown  in  Fig.  586.  A  train  in  either  section  affects  the 
relay  as  in  Fig.  608,  but  when  it  passes  from  one  section  to  the 
other,  the  magnet  of  the  first  section  picks  up,  raising  both  metal 
strips  and  thereby  stopping  bell. 

Fig.  605  shows  two  single  track  installations  operating  one  bell 
in  common.     The  circuit  arrangement  is  an  adaptation  of  Fig.  604. 

Fig.  606  shows  a  device  for  stopping  the  bell  while  a  train  is  in 
the  initial  section  and  for  starting  it  again  if  so  desired.  The  relays 
are  similar  to  the  one  shown  in  Fig.  586.  A  train  in  either  section 
de-energizes  one  or  the  other  of  the  magnets  of  upper  relay  com- 


points   may  be  used  to   control   the   same  bell   without  in  any 
,  conflicting  with  its  operation. 

*  Case  4.  Should  C  (Fig.  603)  be  a  switch  leading  to  a  pa 
siding  or  at  the  end  of  a  double  track,  it  may  be  readily  seen  t 
train  coming  on  to  main  line  at  C  and  proceeding  toward  D 
give  a  false  alarm  at  the  crossing  during  the  time  that  section  < 
occupied.  This  situation  can  be  properly  protected  so  that  bell  wi 
ring  for  a  train  entering  CD  from  the  siding,  provided  the 
proceeds  in  a  direction  away  from  the  crossing.  Should,  hoM 
a  train  clear  the  switch  and  run  toward  the  highway  a  sufi 
warning  will  be  given. 

Figs.  600-607  illustrate  circuits  used  to  cover  some  of  the  < 
tions  mentioned  above. 
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Fig.    IJ04.     Crossing    Bell    Circuits,    Single    Trai 
Railroad   Supply   Company. 
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Fig.  606.     Crossing  Bell  Circuits,  Single  Track,  v 
"Cut-out"  and  "Cut-in"  Keys.     Railroad 
Supply  Company. 
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Fig.  608.     Single  Track  Crossing  Bell  Circuits,  W 
out  Interlocking  Relay.     Delaware,   Lackawann 
&  Western. 

pleting  a  circuit  from  the  top  cell  of  battery  through  the  back 
of  the  left-hand  side  of  the  lower  relay,  bell,  back  point  of 
relay,  finger,  back  right-hand  point  and  finger  of  lower 
back  to  battery.  The  lower  relay  is  normally  de-energized 
is  not  interlocked.  If  desired  to  stop  the  bell,  the  upper  k 
pressed  down.  This  completes  a  circuit  from  battery,  through 
left-hand  magnet  of  lower  relay,  back  point  and  finger  of  1 
relay,  back  point  and  finger  of  right-hand  magnet  of  lower  rel 
battery.  This  energizes  the  left-hand  magnet  of  the  lower 
which  picks  up  its  armature  and  breaks  the  bell  circuit.  At  the 
time  it  establishes  a  "stick**  circuit  through  its  front  point,  tij 
keeping  itself  energized  while  the  train  remains  in  the  section 
start  bell  again,  the  lower  key  is  pressed  which  energizes  right 
magnet  of  the  lower  relay  opening  the  "stick"  circuit  and  de^eo 
ing  the  left-hand  coil.  Relea'^ing  the  lower  key  restores  the 
relay  to  its  normal  condition,  and  the  bell  rings  until  the  trai 
passed  out   of  the    section,   as   in    Fig.   604.      The   "stick"  cin 


HIGHWAY  CROSSING  SIGNALS,   Circuits,     Hall  Signal  Co.        Figs.  609-611 


broken  in  any  event  when  the  train  leaves  section.  This  arrange- 
ment is  used  where  much  switching  is  to  be  done  on  the  track  circuit. 

Fig.  6Q7  5hows  circuit  to  accomplish  same  results  as  Fig.  606,  ex- 
cept that  the  bell  starts  automatically  when  train  reaches  the  short 
independent  track  circuit.  The  "stick"  relay  is  energized  by  press- 
ing the  lower  key,  and  de-energized  by  pressing  the  upper  key»  or 
by  the  opening  of  the  track  relay  in  the  short  section.  This  relay 
also  breaks  the  circuit  for  the  bell  track  section  proper,  thereby  as- 
suring continuous  ringing  under  normal  operation.  This  arrange- 
ment is  used  where  trains  make  a  station  stop  on  a  crossing  bell 
track  circuit. 

Fig.  608  shows  how  a  single  track  crossing  bell  may  be  operated 
without  an  interlocking  relay.  Suppose  a  train  enters  the  section  at 
twittery  A'.,  Relay  A  will  be  de-energired  and  cause  the  bell  to  ring 
through  a  circuit  from  battery  D,  through  bell,  middle  back  contact 
of   relay  A,   back  contact  of  relay   B,   to  battery.     When  the  train 


enters  the  short  middle  section  relay,  B  picks  up  and  opens  the  bell 
circuit.  Relay  A  also  picks  up  when  train  has  left  its  section.  Re- 
lay  B  is  a  "stick"  relay  and,  when  energized,  closes  its  own  circuit 
from  battery  B'  through  front  point  and  coil  of  relay  B,  back  to 
battery  B',  when  either  A  or  C  are  de-energixed.  When  the  train 
enters  the  section  C,  the  bell  does  not  ring  as  its  circuit  remains 
broken  by  relay  B.  When  the  train  passes  battery  C,  relay  C  picks 
up  and  shunts  relay  B  by  a  short  circuit  from  battery  B',  through 
front  point  of  relay  B,  front  points  of  relays  A  and  C  to  battery  B'. 
This  de-energizes  relay  B  and  restores  the  apparatus  to  its  normal 
condition.  Suppose  while  the  first  train  was  in  track  circuit  C  a 
second  train  should  enter  track  circuit  A.  Relays  A  and  C  would 
both  be  de-energized  and  relay  B  energized.  The  bell  would  ring 
for  the  second  train  by  a  circuit  from  battery  D,  through  the  lower 
bell,  lower  back  contact  of  relay  C,  lower  back  contact  of  relay  A, 
back  to  battery  D. 


Fig.   609.     Normally   Closed    Line    Circuits    for   Double  Track  Crossing  Bell,  with  Track  Instruments. 
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Fig.  610.     Normally  Open  Line  Circuits  for  Single  Track  Crossing  Bell,  with  Track  Instruments. 


Fig.  611.     Normally  Closed  Line  Circuits  for  Single  Track  Crossing  Bell,  with  Track  Instruments. 


Rg.  609  shows  double  track  crossing^  bell  circuits  using  track  in- 
struments or  "trips."  A  train  passing  over  either  instrument 
marked  "start**  will  open  the  circuit  of  the  500-ohm  relay  with 
which  it  is  connected,  de-energizing  the  relay  and  closing  the  bell 
circuit.  The  relay  breaks  its  own  circuit  ana  the  bell  continues  to 
rin^  until  instrument  marked  "stop"  is  depressed,  when  the  relay  is 
again  energized  and  completes  the  original  "stick  circuit  through  its 
<mn  armature  and  the  starting  instrument. 

Fig.  010  shows  single  track  crossing  bell  circuits  using  track  in- 
•tmmeiits  with  relays  normally  de-energized.  The  depression  of  a 
•tarttng  instrument  energizes  left-hand  relay,  which  closes  its  own 
circuit  throush  one  front  point  and  the  bell  circuit  through  the 
Other.  The  '^tick*'  circuit  holds  until  the  train  reaches  the  crossing. 
Dcprcsaing  the  stopping  instrument  energizes  the  right-hand  relay 
which  brtaiks  the  circuit  for  the  first  relay,  stopping  the  bell,  and 

<iw) 


closes  its  own  circuit  through  a  front  point.  Now  depressing  either 
starting  instrument  has  no  effect,  but  depressing  either  "stop  re- 
lease" instrument  shunts  the  right-hand  relay  and  restores  the  ap- 
paratus to  its  normal  condition. 

Fig.  611  shows  single  track  crossing  bell  circuits  using  track  in- 
struments, with  control  relays  normally  energized.  Dej)ression  of 
either  starting  instrument  breaks  "stick**  circuit  of  middle  relay, 
which  rings  the  bell  through  its  back  contact.  Depressing  the  "stop* 
instrument  picks  up  the  left-hand  relay.  This  relay  "sticks**  through 
one  front  point  and  closes  the  circuit  for  middle  relay  through  tine 
other  two.  Depressing  either  starting  instrument  will  now  have  no 
effect,  as  they  are  both  shunted  out,  but  depressing  either  "stop 
release"  instrument  momentarily  breaks  the  circuit  of  right-hand  re- 
lay, which  opens  the  circuit  of  the  left-hand  relay,  thereby  restoring 
the  apparatus  to  its  normal  condition. 


Figs.  612-615 INTERLOCKING,  Typical  Track  and  Signal  Layouts. 
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Fig.  G14.     Locking  Sheet. 


Fig.  615.    "Saxby  &  Farm 
Chart. 


Fig.  613.    "Standard"  Dog  Chart. 

Figs.  612-Glo.     Interlocking  Plan,  Locking  Sheet  and  Dog  Charts;  Single  Track  and  Turnou 

INTERLOCKING 


The  concentration  of  a  considerable  number  of  switch  or  signal 
levers  in  the  hands  of  one  man  would  naturally  result  in  the 
operator  at  some  time  mistaking  the  lever  which  he  was  to  throw. 
Through  such  an  trror  a  train  migh:  be  derailed  or  diverted  from  its 
proper  course,  or  a  signal  permitting  a  certain  movement  might  be 
displayed  at  the  same  time  another  signal  permitting  a  conflicting 
movement  was  given.  To  prevent  occurrences  of  this  kind  the 
various  levers  operating  a  number  of  switches  and  signals  placed 
together  in  one  bank  or  stand  are  so  interconnected  that  only  proper 
and  non-conflicting  movements  can  be  made.  This  interconnecting 
of  devices  used  to  operate  switches  or  signals  so  that  their  move- 
ments can  only  occur  in  predetermined  sequence  is  called  "Inter- 
locking," and  the  assemblage  of  the  necessary  stands,  levers  and 
connections  between  the  levers  is  called  an  "interlocking  machine." 

The  manner  in  which  the  interlocking  of  the  levers  is  accom- 
plished may  be  understood  by  reference  to  Figs.  612-G15,  which  show 
a  track  layout  and  the  locking  sheet  and  dog  charts.  The  dog  cliart 
is  the  working  drawing  by  which  the  locking  is  laid  out  and  is  a 
miniature  diagram  of  the  locking  as   it  appears  in  the    machine. 

The  interlocking  plan  illustrated  in  Figs.  <n 2-010  shows  a  single- 
track  layout,  with  one  siding.  A  derail  is  placed  at  the  fouling  point 
on  the  siding  to  prevent  a  car  or  train  on  the  siding  from  coming 
out  where  it  would  collide  with  a  train  on  the  main  line.  The  derail 
and  the  switch  are  operated  by  one  lever.  No.  .5.  A  dwarf  signal  is 
located  approximately  55  feet  back  of  the  derail  to  control  move- 
ments from  the  siding.  Home  signal  2,  which  is  located  at  the  foul- 
ing point  of  the  two  tracks,  protects  movements  over  switch  5.  It  is 
placed  so  as  to  permit  a  movement  to  or  from  the  siding  while  a 
train  is  standing  at  (in  the  rear  of)  it.  No.  1  is  a  distant  signal 
for  home  signal  2  and  is  located  a  suflicient  distance  in  the  rear  of 
2  to  enable  an  engineman  to  get  his  train  under  control  before  he 
reaches  the  home  signal,  if  the  distant  signal  should  indicate  "cau- 
tion" when  he  passed  it.  Levers  0  and  7  control  a  two-arm  home 
signal  placed  about  55  feet  back  of  the  switch  point.  Lever  7  oper- 
ates the  top  arm  which  governs  movements  on  the  main  line,  and 
lever  0  the  lower  arm  for  movements  from  the  main  track  to  the 
siding.        No.  8  is  the  distant  signal  for  home  signal  7. 

The  difl^erent  functions  are  so  connected  that  when  the  signal- 
man is  operating  levers  at  one  end  of  the  machine,  the  signals,  etc  , 
operated  will  be  located  at  the  corresponding  end  of  the  interlocking 
plant.  The  heavy  black  line  in  the  tower  designates  the  position  of 
the  machine  and  the  dot  represents  the  signalman.  These  positions 
should  be  determined  before  proceeding  ti  allot  numbers  to  the 
levers  controlling  the  various  functions.  When  numbering  a  sig- 
naled layout,  such  as  shown  in  Fig.  612,  it  is  the  practice  first  to 
number  the  high  signals,  then  the  dwarf  signals,  for  movements  in 
one  direction;  then  part  of  the  spare  spaces  or  levers,  if  any;  then 
the  switches,  derails  and  facing  point  locks;  then  the  remaining  spare 
spaces  or  levers;  and,  finally,  the  signals  for  movements  in  the 
opposite  direction. 

In  Fig.  014  is  shown  a  locking  sheet  for  the  interlocking 
plant  illustrated  in  Fig.  612.  Before  proceeding  to  make  this  locking 
sheet,  the  routine  of  the  various  signals  should  be  determined. 
When  an  engineman  i>asses  a  clear  distant  signal  it  indicates  a  clear 
route  through  the  interlocking.  Therefore,  the  reversal  of  lever  1 
controlling  the  distant  signal  should  lock  home  signal  lever  2  re- 
versed and  2  reversed  should  lock  switch  and  derail  lever  5  normal, 
so  that  switch  5  and  home  signal  2  will  be  in  their  correct  positions 
for  a  through  movement  from  distant  signal  1.  Home  signal  lever 
2  reversed  should  also  lock  home  signal   lever  7  normal  to  prevent 


the  clearing  of  the  two  conflicting  home  signals.  2  and 
same  time.  Dwarf  signal  lever  3  reversed  should  lock  s 
derail  lever  5  reversed,  as  the  derail  should  be  closed  and 
reversed  before  a  train  is  allowed  to  proceed  over  ther 
signal  3  reversed  should  also  lock  home  signal  lever  6 
prevent  dwarf  signal  3  and  home  signal  6  from  being  b< 
clear  position  at  the  same  time.  Home  signal  lever  € 
should  lock  5  reversed  so  that  switch  and  derail  controlle* 
5  will  be  in  the  correct  position  for  a  movement  from  the 
to  the  siding.  Home  signal  lever  7  reversed  should  lock  s 
derail  lever  5  normal,  so  that  the  derail  will  be  open  and 
in  the  correct  position  for  a  movement  on  the  main  line, 
reversed  should  lock  lever  7  reversed,  which  lever  control; 
speed  arm  of  the  two-arm  home  signal,  so  that  when  dist 
8  is  in  the  clear  position,  derail  5  will  be  open,  switch  5  ^ 
for  the  main  line  and  home  signal  7  will  be  in  the  cleai 
thereby  setting  up  a  clear  route  from  the  distant  signal  th 
interlocking.  With  all  signals  normal,  lever  5  may  stand 
reversed,  the  position  of  switch  and  derail  controlled  by 
being,  under  these  conditions,  immaterial.  It  is  apparent  t 
of  the  signals  are  in  the  clear  position  it  would  be  imp 
reverse  lever  5,  because  it  would  be  locked  in  one  positi 
other  by  the  reversal  of  the  signal  lever.  If  a  train  is 
movement  on  the  main  line,  another  train  cannot  leave  t 
as  5  would  be  locked  normal  by  2  or  7  reversed,  it  being 
for  the  signalman  to  reverse  lever  3  unless  5  is  rcversc< 
if  a  train  is  making  a  movement  to  or  from  the  siding, 
possible  to  reverse  lever  2  and  give  a  clear  home  signal,  as 
calls  for  5  in  the  normal  position  and  lever  5  would  nccess 
to  be  reversed   for  the  movement  to  or   from  the   siding. 

The  locking  sheet  shows  that  2  reversed  locks  7  normal 
the  same  as  7  reversed  locks  2  normal  (see  dog  chart,  '. 
This  condition  prevails  in  all  cases  where  one  lever  reve; 
another  lever  normal,  the  first  lever  that  is  reversed  locks 
lever  in  the  normal  position. 

Before  proceeding  to  make  a  d^g  chart  it  is  necessary  tc 
from  the  locking  sheet  whether  or  not  any  two  or  more  h 
any  other  lever  or  levers  in  certain  positions.  Very  frequ 
may  be  grouped  together  on  one  locking  bar,  thereby  ec 
space  and  material,  and  it  is  very  often  possible,  by  means 
to  avoid  duplication  of  locking  bars  for  the  reason  ths 
were  not  done  two  sets  of  dogs  performing  exactly  the  Si 
tions.  but  using  two  separate  bars  and  occupying  two  spac 
I'jcking  frame,  would  be  required,  I'or  instance,  2  and  7 
li»ck  5  normal.  This  is  also  true  of  levers  3  and  6  wh: 
reversed,  lock  5  reversed,  but  it  is  inadvisable  to  follow 
method  in  this  particular  case,  as  the  butt  would  have  to 
between  dogs  on  either  side  of  tappet  5,  as  shown  dotte 
fourth  space,  and  this  would  leave  a  very  short  piece  0 
the  double  dog  to  the  right  of  tappet  o,  which  would  be 
twist  to  one  side  and  make  the  butt  ineffective.  Of  c 
cramped  for  space  in  a  machine,  the  short  bar  referred  1 
extended  to  the  right  and  a  guide  dog  fastened  to  its  c 
construction   would   make   such  an  arrangement  satisfactory 

In  the  locking  sheet  lever  No.  5  is  shown  as  pcrformini 
ing  function,  but  an  inspection  of  the  sheet  shows  that 
occurs  in  four  combinations,  namely  2,  3,  6  and  7  and,  i 
desirable,  it  could  be  stated  in  the  sheet  that  lever  6  revei 
2  normal  and  7  normal;  also  when  a  is  normal  it  locks 
normal;  but  this  is  not  done  as  it  would  be  merely  a  rcsta 


INTERLOCKING,  Typical  Track  and  Signal  Layouts. 


Figs.  616-62Z 


iY¥t 


Tft 


IT 


Fig.   616.     Interlocking  Plan;   Single  Track,   Two   Turnouts. 
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Fig.   617.     Dog   Chart   for    Fig.   616;  Saxby    &    Farmer 
Machine. 
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Fig.  619.     Locking 
Sheet  for  Fig.  616. 


Fig.  618.     Dog  Chart  for  Fig.  G16;  Standard  Machine. 


Figs.  620-621.     Details 
of  Locking;  Stand- 
ard Machine. 


*hai  is  already  shown.  In  the  same  manner  it  might  be  said  in  the 
locking  sheet  that  lever  7  reversed  locks  lever  2  normal.  The  locking 
shftt  is  made  up  as  a  guide  to  the  preparation  of  the  dog  chart,  and 
everything  that  appears  in  the  locking  sheet  should  appear  in  the 
'iog  chart.  If  the  repetitions  as  above  stated  should  appear  in  the 
locking  sheet,  they  would  appear  in  the  dog  chart  as  unnecessary  or 
overlooks.     They  are,  therefore,  omitted. 

Interlocking  plan  shown  in  Fig.  610  differs  from  that  illus- 
^fited  in  Fig.  612  only  to  the  extent  of  an  additional  siding  connect- 
ing with  the  main  line.  The  signaling  necessary  to  cover  this  addi- 
^on  is  worked  out  on  the  same  basis  as  the  scheme  employed  for  the 
Single  turnout,  with  the  exception  of  the  facing  point  locks,  which 
wve  been  substituted  for  switch  and  lock  movements.  This  necessi- 
ties a  sHght  variation  in  locking  because  the  facing  point  lock 
'evers,  when  reversed,  lock  the  switches  either  normal  or  reversed. 
If  is  necessary  with  this  arrangement  of  tracks  to  make  the  home 
signal  2-3  a  two-arm  signal.  The  top  arm  2  governs  movements  on 
">«  main  line,  over  switches  8  and  10  normal,  the  lower  arm  3,  move- 
"•^ts  to  the  siding,  over  8  normal  and   1()  reversed. 

Notice  should  be  given  to  the  method  of  numbering  the  facing 
P<^«nt  locks,  derails  and  switches.  First  is  facing  point  lock  7,  lock- 
ing derail  8;  then  facing  point  lock  9,  locking  switches  8  and  10; 
*ni  finally,  facing  point  lock  11,  locking  derail  10.  This  arrange- 
nient  of  levers  insures  a  good  run  of  the  connections  operating 
^e  facing  point  locks,  switches  and  derails.  It  also  brings  next  to 
^o«  another  the  levers  which  are  to  be  operated  consecutively;  for 
'n»tance.  when  a  signalman  throws  switch  8  or  10,  he  must  then 
«row  facing  point  lock  lever  9  to  lock  it.  Furthermore,  it  simpli- 
"«8,  to  a  certain  extent,  the  arrangement  of  the  locking  on  th2  dog 
<^nart. 

As  shown  on  the  plan,  derail  and  switch  8  are  operated  by  one 
*^er,  as  it  is  always  necessary  to  have  both  either  normal  or  re- 
)^rsed  at  the  same  time.  Lever  10,  controlling  switch  and  derail. 
^  a  similar  instance.  As  it  is  always  necessary  to  use  9  when  either 
'  or  11  is  being  used,  it  is  possible  to  operate  either  7  and  9,  or  9 
^^^  11,  with  one  lever;  but  this  is  not  advisable.  With  the  ar- 
^gement  as  shown  it  is  impossible  to  reverse  7  unless  8  is  reversed, 
''his  is  also  the  case  with  11  and  10.  Therefore,  if  7  and  9  were 
^^rated  by  one  lever,  it  would  be  necessary  to  hnrk  both  the  derail 
^Dd  switch  S  in  both  normal  and  reversed  positions,  with  this  lever. 

(W7) 


The  undesirable  feature  is  this:  If  the  signalman  started  to  reverse 
switch  and  derail  8,  and  the  connections  between  the  lever  and  de« 
rail  should  become  disconnected  before  the  derail  had  started  to 
move,  he  might  complete  the  reverse  movement  of  lever  8  and  leave 
the  derail  open  without  knowing  it.  He  could  then  reverse  7  (the 
plunger  returning  into  the  same  hole  in  the  derail  lock  rod  from 
which  he  had  just  withdrawn  it)  which  would  permit  him  to  clear 
signal  4.  A  train  from  the  siding  would  then  proceed  and  be  de- 
railed-. One  spare  space.  5,  and  two  spare  levers,  6  and  12,  have 
been  provided  to  take  care  of  future  changes. 

Such  points  in  the  locking  sheet  (Fig.  619)  as  differ  from  lock- 
ing sheet.  Fig.  014,  will  be  now  explained.  Lever  2  reversed  locks 
8  and  10  normal;  it  also  locks  9  reversed,  which  in  its  turn  locks 
8  and  10  in  their  normal  and  reversed  positions,  both  in  the  locking 
in  the  machine  and  on  the  ground.  Lever  3  reversed  does  not  lock 
10  reversed  direct,  but  10  is  locked  reversed  by  11  reversed,  which 
in  its  turn  is  locked  by  3  reversed.  Lever  4  reversed  locks  7  re- 
versed, which  in  turn  locks  8  reversed;  therefore,  it  is  not  neces- 
sary for  4  reversed  to  lock  8  reversed  direct  as  it  does  this  indi- 
rectly through  7. 

As  it  is  possible  to  make  a  movement  from  signal  4  to  either 
the  main  line  or  opposite  siding,  a  special  condition  arises  in  con- 
nection with  the  locking.  It  is  evident  that  the  only  time  that  11 
should  be  reversed  is  when  a  movement  is  to  be  made  over  10  re- 
versed; therefore  the  locking  would  read  "4  reversed,  when  10  is 
reversed,  locks  11  reversed."  (See  dog  chart.  Fig.  618,  which  illus- 
trates this  and  also  shows  that  11  would  remain  unlocked  with  4 
reversed  if  10  were  normal.) 

When  making  dog  charts  it  is  not  the  practice  to  indicate  in  full 
the  tappet  pieces  (numbers  OA,  etc.,  Figs,  720-770),  as  the  front  dogs 
used  in  connection  with  them  indicate  which  tappet  pieces  are  em- 
ployed. The  special  on  lever  13  in  connection  with  levers  7  and  8,  is 
similar  to  the  special  on  lever  4.  Lever  14  reversed  does  not  lock  8 
reversed  direct,  as  8  is  locked  reversed  by  7  reversed,  which  is  in 
turn  locked  by  14  reversed.  If  the  locking  sheet  had  shown  14  re- 
versed locking  8  reversed,  it  would  have  been  called  an  "overlock." 
This  is  a  duplication  of  locking  already  accomplished. 

It  will  be  noticed  that  in  the  Standard*  dog  chart  (Fig.  618),  levers 


•See    definition    of    Standard    Interlocking    Machine.      This    ma- 
chine is  referred  to  in  this  manner  throughout  this  description. 


Figs.  622-627 


INTERLOCKING,  Typical  Track  and  Signal  LayouU. 
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Figs.   622-625.    Typical   Interlocking   Plan   and    Locking    Sheet;    Single   Track    Crossing, 

Showing   the    Use    of  Crossing  Bars. 


* 

,.- 

1* 

^Cl 

$ 

>    <5,     - 

1* 

•gi^ 

•         il-«H7 

n 

p__ 

•S-ffNr 

1* 

»= 

Figs.   626-627. 


Typical    Interlocking   Plan   and    Locking  Sheet;   Single  Track   (with  Turnout) 
Crossing  Double   Track. 


2,  8,  4,  13.  14  and  15  lock  9  reversed,  tising  only  one  bar.  When 
combinations  of  this  description  are  possible  they  simplify  the  lock* 
ing  by  eliminating  a  number  of  dogs  and  bars  that  otherwise  would 
be  necessary.  If  one  lever  reversed  locks  another  lever  normal  and 
reversed;  for  instance,  9  reversed  locks  8  normal  and  reversed,  the 
locking  should  be  arranged  as  shown  in  the  dog  chart  and  not  sep- 
arated, as  shown  in  Figs.  620-621.  The  latter  arrangement  would 
make  it  impossible  to  reverse  9  whether  8  were  normal  or  reversed. 
Regarding  the  arrangement  of  back  locking  in  the  third  space  of 
dog  chart.  Fig.  618,  it  will  be  seen  that  2  reversed  locks  8  and  10 


normal.     The  bar  then  butts  against  the  top  bar  to  the  right  of  ^ 
consequently  holding  the  dog  in  the  notch  of  tappet  16  and  theret'^ 
locking  it  normal.     Furthermore,   when   16  is  reversed  it  locks  ^' 
and  8  normal,  as  the  first  and  second  bars  are  both  fastened  to  tt' 
same  dog. 

The  combinations  of  locking  used  in  making  the  Saxby  &  Farm^^ 
dog  chart  (Fig.  617)  as  shown  are  considerably  different  from  thof^ 
found  to  give  the  best  results  with  the  Standard,  this  being  doc  t^ 
the  different  construction  of  the  locking.  When  preparing  to  lay  o«^ 
a  Saxby  &  Farmer  dog  chart  for  the  locking  sheet  shown  in  the  figoie^ 

(1M> 


INTERLOCKING,  Typical  Track  and  Signal  Layouts. 


Figs.  628-630 


MACHINE 


13  LCVCRS  FM  D  SI6NAL8 


mam 

LOCKS 

inne 

ucn 

1 

<2> 

19 

KK&.eo^ 

t 

^»«-«' 

CO 

s 

S55<8)-3o 

ei 

"^® 

♦ 

tt 

17 

s 

@K^s 

w 

n  X  I* 

6 

{^i^id-c'-so 

0 

eo.17 

W 

n  x^ 

w 

W  X    I* 

W 

dxg 

M 

d 

7 

3H®-» 

25 

WMii««r 

e 

aMKlAB 

es 

MMttna 

9 

aiMiU»n 

£7 

»<» 

10 

® 

w 

»x® 

II 

•  I*- 17 

w®x(^        1 

tt 

(» 

tB 

(^<d 

a 

tO-17 

C9 

® 

w 

I6X    I* 

SO 

» 

w 

IS  X  @ 

15 

(^--Kft 

w 

®x§ 

W 

3.  (gHi^        1 

17 

» 

3C 

«> 

« 

f> 

Figs.  628-629.    Interlocking  Plan  and  Locking   Sheet;  Single  Track  Crossing  Double  Track, 

with  Connecting  Track  and  Crossover. 
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Fig.  aSO.     Saxby  &  Farmer  Dog  Chart  for  Figs.  628-629. 


**  best  method  of  procedure,  after  becoming  familiar  with  the  lock- 
^i  sheet,  is  first  to  lay  out  the  locking  for  the  levers  on  which 
P^cials  occur.  Reference  to  the  locking  sheet  will  show  that  lever 
^  reversed  when  10  is  reversed  locks  11  reversed.  Therefore,  it  is 
wivisable  to  place  the  driver  operated  by  lever  4  on  one  of  the  bars 
***'  the  top  of  the  chart;  next  in  order  should  come  driver  for 
'ever  10;  then  for  11.  After  the  drivers  have  been  located  for  levers 
^  tnd  18,  the  special  locking  for  these  levers  should  be  laid  out. 
^Ws  will  then  give  an  idea  of  where  the  rest  of  the  drivers  should 
^  located  to  give  the  best  results. 

(139) 


Figs.  636-637  show  typical  signaling  for  the  control  of  a  double 
track  drawbridge.  The  derails  for  high  speed  movements  are  placed 
about  500  ft.  from  the  draw  and  those  for  reverse  movements  about 
300  ft.  It  is  advisable,  at  drawbridges,  to  control  the  facing  point 
locks  and  the  derails  each  with  a  separate  lever,  as  it  insures  easier 
and  somewhat  safer  operation.  It  is  apparent  that  when  the  draw  is 
opened  the  connections  which  operate  the  various  functions  must  be 
disconnected  to  allow  the  bridge  to  swing.  This  is  accomplished  by 
couplers  operated  by  lever  11  which,  when  reversed,  make  a  through 
connection  from  the  levers  to  the  functions.     The  rail  locks,  operated 


Figs.  631-635 


INTERLOCKING,  Typical  Track  and  Signal  Layouts. 
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Fig.  r>31.     Standard  Dog  Chart  for  Figs.  G28-020. 
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by  lever  10,  are  arrangements  which  require  the  rails  to  be  in  a 
correct  position  for  a  movement  over  them,  before  the  lever  oper- 
ating the  rail  locks  can  be  reversed,  which,  indirectly,  allows  the 
derails  to  be  closed.  "Starting"  or  bridge  locking  lever  12  is  so 
interlocked  with  the  operating  mechanism  of  the  drawbridge  that  it 
is  impossible  to  operate  the  draw  until  12  is  reversed,  and  lever  12 
cannot  be  returned  to  its  normal  position  until  the  drawbridge  is 
closed.  The  action  of  reversing  12  indirectly  locks  all  the  derails 
in  their  normal  positions.  The  derail  levers  7,  9,  13  and  15  cannot 
be  reversed  until  11  is  reversed,  as  lever  11  couples  the  connections 
operating  the  apparatus,  as  explained.  It  is  apparent  that  these  con- 
nections should  not  be  coupled  until  the  rails  are  locked  in  the 
proper  position  for  a  movement  over  them.    Therefore,  11  reversed 


locks  10  reversed  which,  in  its  turn,  locks  12  normal,  preventing  the 
opening  of  the  drawbridge.  Should  a  movement  be  made  from 
signal  2,  over  the  drawbridge,  the  following  procedure  would  be 
necessary  on  the  part  of  the  signalman.  He  would  first  ascertais 
that  12  was  in  the  normal  position  to  insure  that  the  draw  wts 
locked.  This  would  allow  him  to  reverse  10,  thereby  locking  the 
rails.  He  could  then  reverse  11,  which  would  couple  the  connec- 
tions and  unlock  derails  7  and  13.  which  he  could  then  reverse: 
next  would  follow  the  reversal  of  6  to  lock  7  and  of  14  to  loA  If. 
and,  finally,  the  clearing  of  signal  2.  In  the  figure  illustrated,  tke 
tower  is  placed  on  the  drawbridge,  although  this  is  not  necessary,  is 
it  may  be  located  wherever  desired. 
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Figs.  G36-637.     Interlocking  Plan  and  Locking  Sheet,  Double  Track  Drawbridge. 
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Figs.  640-fi41.     Interlocking  Plan  and  Locking  Sheet,  Crossovers  on  Four-Track  Road. 


1     peculiar     situations     are     illustrated     in     Figs.     644-651. 

to  Figs.  644-645  shows  that  five  dwarf  signals,  controlling 
5  from  tracks  1  to  5,  inclusive,  are  operated  by  one  lever. 
ections  which  operate  these  signals  are  so  "selected" 
vitchcs  2,  3,  4  and  5,  that  it  is  possible  to  clear  only  one 
e  signals  at  one  time.  (See  Figs.  1482-1483).  For  in- 
licn    the    switches    are    set    in    the    correct    position    for    a 

from    one   of   these    tracks,    then    the    reversal   of   lever   1 

signal  governing  movements  from  this  track.  The  other 
Is  remain  in  the  stop  position.    Fig.  644  shows  the  switches 

correct  position  for  a  movement  from  track  5.  If  lever 
rscd  the  signal  controlling  movements  from  track  5  will 
I.  .As  the  various  signals  operated  by  lever  1  govern 
$  over  switches  2.  3.  4  and  5,  in  their  normal  and  re- 
iitions,  it  is  necessary  for  lever  1  reversed  to  lock  these 
1  both  their  normal  and  reversed  positions.     It  is  apparent, 

that  if  the  switches  were  in  the  position  shown,  the  re- 
lever  1  would  clear  the  signal  governing  movements  from 
id    lock   switch    5    in    the   normal   position.      It   would   also 


lock  switches   2,  3  and  4  in  whichever  position*  they   were  when  the 
lever  was  reversed. 

There  are  two  methods  of  arranging  the  locking  for  signal  6; 
both  are  shown  on  the  locking  sheet,  one  beneath  the  other. 
The  first  method  requires  that  switches  4,  3  and  2  be  locked  through 
a  series  of  specials,  the  second  method  that  they  be  locked  direct. 
It  is  evident  that  when  the  first  method  is  used  the  switches  over 
which  the  train  is  to  move  are  locked  when  lever  6  is  reversed.  For 
instance,  if  a  train  is  to  make  a  movement  from  signal  6  to  track  5, 
then  switch  5  only  would  be  locked  with  6  reversed,  thereby  allowing 
the  signalman  to  arrange  switches  2,  3  and  4  in  position  for  another 
movement.  When  the  second  method  is  employed  the  locking  is 
simplified  by  elimination  of  the  specials,  but  the  action  of  reversing 
lever  6  locks  all  switches  in  whatever  position  they  may  then  be ; 
and  consequently  makes  it  impossible  for  the  signalman  to  alter 
the  position  of  any  of  the  switches  preparatory  to  setting  up  another 
route  while  lever  6  is  reversed.  The  point  in  favor  of  the  first 
method  is  that  the  operation  of  the  machine  is  facilitated  to  a  certain 
extent,  while  with  the  second  the  locking  is  considerably  simplified. 


Figs.  642-651 


INTERLOCKING,  Typical  Track  and  Signal  Layouts. 
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Figs.  642-643.     Interlocking  Plan  and  Locking  Sheet,  Crossovers  on  Four-Track  Road,  Using  Double  Slip  SwitcFi 

with    Movable  Point  Frogs. 
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Figs.  644-645. 
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Figs.  646-647. 
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Figs.  648-649. 


Figs.  650-651. 


Figs.  644-651.     Interlocking  Plans  and  Locking  Sheets  Illustrating  Special  Conditions. 


The  layout  and  locking  shown  in  Figs.  648-649  is  illustrated  that 
it  may  be  compared  with  Figs.  646-651.  The  locking  necessary  to 
be  explained  in  connection  with  these  figures  is  that  occurring 
between  signals  1  and  5  (Figs.  646-647)  and  between  sigrnals  1  and 
6  (Figs.  65U-651).  In  Figs.  646-647  lever  1  should  not  lock  5 
normal  direct,  as  it  is  possible  to  make  a  movement  from  signal  1 
to  signal  2,.  or  from  signal  1  over  switch  3,  reversed  at  the  same 
time  that  a  train  is  moving  from  signal   5  over  switch  4   reversed. 


Therefore,  1  reversed  should  lock  5  normal  only  when  4  is  normal 
Fig.  650  is  similar,  except  that  dwarf  signal  5  is  added.  This  sigo^ 
makes  it  possible  for  a  train  to  move  from  signal  6  to  signal  5  wbue 
a  movement  is  being  made  from  signal  1  over  8  reversed,  and  ne 
cessitates  the  following  special  locking  between  levers  1  and  •:  '^ 
reversed  when  3  and  4  are  normal  locks  6  normal,**  it  being  «P" 
parent  from  the  explanation  given  that  if  3  and  4  are  reversed' 
two  movements  could  be  made  at  the  same  time. 
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INTERLOCKING,  Typical  Track  and  Signal  Layouts. 


Figs.  652-657 
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Figs.  652-655.     Interlocking  Plan,  Locking  Sheet  and  Dog  Charts;  Crossover  on  Double  Track. 
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Fig.  656.    Typical  Tower  Plan  and  Manipulation  Chart. 
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10    Levers  for  10  Signals. 

6    Levers    for   6    Signals 
16     Working  Levers 


I.  657.     Standard  Interlocking  Plan  for  Single  Track  Crossing  Double  Track  at  Grade.     New  York 

Central  &  Hudson  River. 


Figs.  658-660 


INTERLOCKING,  Typical  Track  and  Signal  Layouts. 
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INTERLOCKING,  Mechanical  Machines;  Saxby  &  Farmer.  Figs.  661-665 


Numbers  Refer  to  List  of  Names  of  Parts  on  Opposite  Page. 

n 


*Figs.  661-662.     Saxby  &  Farmer  Interlocking  Machine  Arranged  for  Vertical  Lcadout. 


Figs.    663-664.     Saxby    &    Farmer    Interlocking 
Machine — Details  of  Latch  Rod  Foot. 


Fig.  665.     Detail  of  Saxby  &  Farmer  Locking. 


THE  SAXBY  &  FARMER  IXTERLOCKING   MACHINE. 


Figs.  661-664  and  717-721  illustrate  a  Saxby  &  Farmer  inter- 
ring machine  assembled.  Figs.  665-716  show  various  details  of 
f  machine.  In  the  following  description  the  numbers  refer  to 
Ks.   661-665.      The    latch   handle   2    is   pivoted   on   the   lever    1    and 

connected  to  the  latch  rod  thimble  3.  This,  therefore,  imparts 
^tJon,  when  operated,  to  the  latch  rod  4  and  the  rocker  die  5. 
'<^  latch  rod  thimble  3  is  used  to  adjust  the  length  of  the  latch 
^  4.  The  rocker  die  5  makes  the  connection  between  the  latch 
^  and  the  rocker.  The  latch  spring  6  is  compressed  when  the 
^h  handle  2  is  raised.  Upon  releasing  the  latch  handle,  it  is  re- 
"'^d  to  its  normal  position  by  the  spring  6,  unless  the  lever  is 
^'ecn  the  normal  and  reverse  positions  and,  in  consequence,  the 
'^  of  the  latch   rod  4    (see  detail  Figs.  663-664)   is  held  on   top  of 

<luadrant  9.  The  latch  shoe  7  holds  the  spring  6  and  the  latch 
'  4  in  position.  It  also  acts  as  a  guide  for  the  rocker.  The 
*cr  8  i-  pivoted  at  the  center  of  the  quadrant  9.  The  quadrant 
^  acts  L  a  guide  for  the  lever  1.  To  the  lever  is  bolted  the 
^    shoe    10    which,    in    its   turn,    is    pivoted   on    a   pin    resting   on 

bottom  girder  14.  The  back  and  front  tail  levers,"  12  and  13, 
Used  to  connect  the  levers  to  the  apparatus  controlled.  The 
^om  girder  14  is  used  to  support  the  levers.  Cap  15,  for  the 
toin  girder  14,  holds  in  position  the  pin  on  which  lever  shoe  10 
pivoted.  The  top  plate  16  carries  the  quadrants  9  which  are 
ted  to  it.  Slots  are  cored  in  this  plate  to  allow  the  levers  to 
'^d  through  it.     The  locking  bearing  17  supports  the  front  rails 

%nd  back  rails  22,  which,  in  turn,  act  as  bearings  for  the  locking 
^ft  25,  and  as  supports  for  the  locking  brackets  23  (see  detail 
Z'  665).  The  universal  link  18  connects  the  rocker  8  to  the  lock- 
S  shaft  crank  19;  this  crank  is  rigidly  attached  to  the  locking  shaft 


25.  The  locking  bar  driver  20  is  fastened  to  the  locking  shaft  25. 
When  operated  it  drives  the  longitudinal  locking  27.  The  locking 
brackets  23  support  the  longitudinal  locking  27  and  the  cross  lock- 
ing 26  (Fig.  665).  The  locking  bracket  caps  24  are  used  to  hold  the 
locking  26  and  27  in  position  (.see  detail  Figs.  666-668).  The  lock- 
ing shaft  25  makes'  the  connection  between  the  crank  19  and  the 
locking  bar  driver  20.  Fig.  605  shows  a  perspective  view  of  cross 
locking  26  and  longitudinal  locking  27.  A  number  plate  28  is 
placed  on  each  lever,  levers  being  numbered  consecutively  from  left 
to  right.  The  levers  as  shown  in  the  machine  are  said  to  be  in 
the  normal  position.  When  in  the  opposite  position,  they  arc  said 
to  be  reversed.  The  locking  shafts  25,  when  operated,  turn  in 
bearings  on  the  rails  21  and  22. 

To  convey  a  clear  idea  of  the  operation  of  the  locking  in  an 
interlocking  machine,  it  will  be  necessary  to  give  an  explanation  of 
preliminary  latch  locking.  A  lever  in  a  machine  is  held  in  position 
until  the  latch  rod  foot  (Figs.  663-664)  has  been  raised  above  the 
<iuadrant,  by  the  raising  of  the  latch  handle.  Through  the  rocker 
and  locking  shaft,  this  movement  of  the  latch  handle  imparts  one- 
half  of  the  full  throw  to  the  longitudinal  locking.  This,  in  turn, 
actuates  the  cross  locking  and  locks  all  conflicting  levers  that  before 
this  action  were  unlocked.  It  keeps  locked  all  levers  that  should 
remain  locked,  until  the  lever  is  moved  to  its  opposite  position  and 
the  latch  rod  foot  has,  by  the  lowering  of  the  latch  handle,  engaged 
with  the  stop  on  the  quadrant.  This  holds  the  lever  in  position  and 
completes  the  throw  of  the  longitudinal  locking.  When  a  signalman 
desires  to  operate  a  lever,  he  raises  the  latch  handle.  This  imparts 
an  upward  motion  to  the  latch  rod  and  rocker  die  and  gives  the 
rocker  one-half  of  its  full  throw.     The  rocker  transmits  an  upward 


Figs.  666-668 


INTERLOCKING,  Mechanical  Machines;  Saxby  &  Farmer. 


Numbers  Refer  to  List  of  Names  of  Parts  Below. 
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Figs.    G66-6G8.     Saxby    &    Farmer    Locking. 
XoTE.--In    Figs.   666   and  668  the   brackets  are   illustrated   without  caps  in  order  to  show  the  locking  more  clearly. 

Names  of  Parts  of  Saxby  &  Farmer  Locking  Details;  Figs.  666-716. 


1  No.  1  Locking  Dog,  %"  x  W 
lA  No.  lA  Locking  Dog,  %"  x  ¥j" 

2  No.  2  Locking  Dog,  %"  x  %" 
2A  No.  2A  Locking  Dog,  Vi"  x  %" 

3  No.  3  Locking  Dog,  %"  x  %" 
3A  No.  3A  Locking  Dog,  %"  x  ¥/' 
4 
5 
6 
7 
8 
9 

10 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
28 
24 
25 
26 
27 
28 
29 


No.  4  Locking  Dog,  %"  x  V2" 
No.  5  Locking  Dog,  W  x  %" 
No.  6  Locking  Dog,  %"  x  %" 
No.  7  Locking  Dog,  %"  x  1" 
No.  8  Locking  Dog,  %"  x  l" 
No.  9  Locking  Dog,  %"  x  1" 
ATo.  10  Locking  Dog,  %"  x  1" 
A\>.  la  Locking  Dog,  %"  x  1" 
A^o.  14  Locking  Dog,  ¥2"  x  l" 
A^o.  15  Locking  Dog,  %"  x  l" 
No.  16  Locking  Dog,  %"  x  l" 
No.  17  Locitwg  Dog,  %"  X  1" 
/?i|j/i/  or  Left  Hand  Trunnion 

Rivet,  ^^  X  15/16",  for  Fixing  44  /o  Locking  Bars 
Rivet,  %"  X  11/16",  for  Trunnions 


X  17/32".  for  %'' 
X  1  11/32",  for  W 
X  1  19/32",  for  %" 


/?iir^  %"  X  1  19/32' 

Special  Locking  Dog  Guide 

Special  Locking  Dog 

Left  Hand  Swing  Dog,  %"  Thick 

Right  Hand  Swing  Dog,  %"  Thick 

Left  Hand  Su^ng  Dog,  Vi"  Thick 

Right  Hand  Swing  Dog,  V-i"  Thick 


Locking  Dogs 
Locking  Dogs 
Locking  Dogs 


30  Left  Hand  Szcing  Dog,  %"  Thick 

31  Right  Hand  Szving  Dog,  %"  Thick 

32  Left  Hand  Trunnion 

33  Right  Hand  Trunnion 

34  Left  Hand  Special  Reach  Trunnion 

35  Right  Hand  Special  Reach  Trunnion 

36  Right  Hand  Special  Reach  Dog,  Vj"  Wide 

37  Left  Hand  Special  Reach  Dog,  %"  Wide 

38  Right  Hand  Special  Reach  Dog,  l"  Wide 

39  Left  Hand  Special  Reach  Dog,  l"  Wide 

40  Filling  Piece  for  Locking  Bar 

41  Filling  Piece  for  Cross  Locks 

42  Filling  Piece  for  Cross  Locks 

43  Filling  Piece  for  Cross  Locks 

44  Locking  Bar  Driver 

45  Locking  Bar  Driving  Block 

46  Locking  Bar  Driving  Stud 

47  Steel  Pin,  Vh'  x  %".  for  Fastening  45  /o  46 
47A  Locking  Bar  Driver,  Block  and  Stud  Comp. 

48  Hex.  Bolt  and  Nut,  V4"  x  1  U/16",  for  Making  Sphcf 

in  Locking  Bars 

49  Cotter  Pin.  3/32"  x  %",  for  48 
49A  Locking  Bar,  Splice  Comp. 

50  Locking  Bar,  W  x  %".  C.  D.  Steel,  Used  for  Longi- 

tudinal Bars 

51  Locking  Bar,  %"  x  %",  C.  D.  Steel,  Used  for  Cross 

Locks 

52  Locking  Bar  Driver 

53  Locking  Bar  Driver 


(w 


INTERLOCKING,  Mechanical  Machines;  Saxby  &  Farmer.  Figs.  669-716 

Numbers  Refer  to  List  of  Names  of  Parts  on  Opposite  Page. 
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♦Figs.  669-716.    Saxby  &  Farmer  Locking  Details. 
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INTERLOCKING,  Mechanical  Machines;  Saxby  &  Farmer. 


INTERMTDlATi:   BEARMG 
FOR  BRACKETS  i^SOVE  20Wfff 


*Figs.  717-718.     Outline  of  the  Saxby  &   Farmer   Interlocking   Machine; 
Arranged  for  Vertical  Leadout. 


liiotion  to  the  universal  link.  This,  through  the  medium  of  the 
crank,  turns  the  locking  shaft.  Turning  the  locking  shaft  gives, 
through  the  locking  bar  driver,  one-half  of  the  throw  to  the  longi- 
tudinal locking  and  this,  in  turn,  gives  the  full  throw  to  the  cross- 
locking.  When  the  lever  is  fully  moved  to  the  opposite  position, 
the  latch  spring  forces  the  foot  of  the  latch  rod  into  engagement 
with  the  stop  on  the  quadrant,  thereby  imparting  the  other  half  of 
the  throw  to  the  rocker  and,  consequently,  to  the  longitudinal 
locking.  It  can  readily  be  understood  that  throwing  the  lever  does 
not  transmit  any  motion  to  the  locking  and  that  it  is  impossible  to 
release  a  lever  which  should  not  be  thrown  because  the  latch  cannot 
be  raised.  As  very  little  power  can  be  applied  to  the  latch  handle,  the 
strain  on  the  locking  is  small  compared  with  that  in  machines  where 
the  locking  is  actuated  by  the  movement  of  the  lever. 

Figs.  616,  617,  680  and  653  show  dog  charts  for  Saxby  & 
Farmer  interlocking  machines.  The  long  horizontal  lines  repre- 
sent the  locking  bars  and  are  numbered  in  the  order  in  which 
they  are  placed  in  the  machine,  commencing  with  the  one  next 
to  the  levers.  A  small  circle  drawn  on  this  line  shows  by  which 
lever  the  bar  is  worked  and  where  the  connection  is  made.  Locking 
brackets  arc  numbered  to  correspond  with  the  levers.  Cross  lock- 
ing is  stamped  with  the  number  of  the  bracket  in  which  it  is  to 
be  placed.  It  is  also  stamped  at  each  end  with  the  number  of  the 
Jitcking  bar  under  that  end.      This   is   done   in   order   that  the  bars 


and   cross    locking   may    be    easily    replaced    in   the    machine   if  t^ 
have    bren    removed    for    any    reason.      The    cross    locking   is   re^*^ 
sented  as  being  placed  close  to  the  dog  by  which  the  locking  is  f^, 
formed;    the    clearance    necessary   to    allow    it   to   be    moved   b    J* 
next  to  the  other  dog.     This   is  done  in  order  to  fmcilitate  read'*** 
of  the  dog  chart   by  showing  which   lever  docs  the  locking.    VTh^*^ 
one    lever    locks    two    or    more    levers    the   cross   locking   is   notcl*^^ 
for  as  many  dogs  as  there  are  levers  to  be  locked.     (Sec  Fig.  (^^* 
bracket  (J.)     Reversal  of  the  locking  lever  forces  the  cross  lockio^ 
over  against   the  dogs  of  the  other  levers  and  locks  them.    If  one 
of  the  other  levers  has  been    reversed   the  cross  lodcing  will  strike 
against    the    dog   of  that    lever    and    prevent    the    lever    from  bci"^ 
reversed. 

Special  locking  is  shown  at  30,  bracket  H,  in  Fig.  666.  Tbi* 
is  used  when  one  lever  is  to  lock  a  second  lever  only  when  » 
third  lever  is  in  a  given  position.  It  consists  of  a  dog  of  !V«cili 
form  pivoted  on  the  locking  bar  so  that  it  can  be  moved  ddewise 
by  the  two  pieces  of  cross  locking  between  the  edges  of  wWd 
it  projects.  It  also  moves  lengthwise  with  the  longitudinal  bar  to 
which  it  is  pivoted.  In  the  position  shown  the  two  pieces  of  cr<* 
locking  act  as  one,  as  the  clearance  space  between  them  is  tri»8 
up.  If  the  special  swing  dog  is  withdrawn  it  will  allow  either  of 
the  two  pieces  of  cross  locking  to  be  moved  and  the  first  and  secoo» 
lever  reversed  regardless  of  each  other,  and  if  both  are  tevertW 
the  lever  which  carries  the  swing  dog  is  locked. 


INTERLOCKING,  Mechanical  Machines;  Saxby  &  Farmer. 


Fig.  719 


SAXBY  &  FARMER  INTERLOCKING  MACHINE 

HORIZONTAL  LEADOUT. 
Machines  such  as   those  shown   in   Figs.   719-720  are  designed  for  use  on  the  ground  floor  of  buildings  and  on 
the   deck   level   of  drawbridges.     They   arc   almost   identical    in   construction  with  those  already  described. 


"Fig.    719.     Outline    of    the    Saxby    &    Farmer    Interlocking    Machine; 
Arranged  for  Horizontal   Leadout. 


STANDARD  INTERLOCKING  MACHINE 

VERTICAL  LOCKING. 


ly  of  the  parts  of  the  Standard  machine  (Figs, 
c  similar  to  those  of  the  Saxby  &  Farmer  (Figs, 
ch  parts  only  as  are  different  will  be  explained.  The  latch 
•oiler  (see  detail  Figs.  724-725)  do  the  same  work  as 
the  latch  rod  and  the  rocker  die  in  the  Saxby  &  Farmer 
*he  latch  block  6  is  aKo  used  to  adjust  the  length  of 
k1.  The  segment  7  is  of  slightly  different  design,  but 
e  same  function  as  the  quadrant  used  with  the  Saxby 
lachine.  The  rocker  8  has  a  lug  cast  on  one  end  which 
>ugh  and  above  the  segment,  upon   which  the  signalman 


may  press  with  his  foot,  and  thus  with  less  effort  raise  the  latch 
handle  2.  The  rocker  guide  9  which  is  riveted  to  the  lever,  acts 
as  a  guide  for  the  rocker.  The  back  and  front  girders  10  and  11, 
respectively,  support  the  segments.  The  back  girder  also  acts  as  a 
stop  for  the  levers.  The  tappet  connecting  link  17  connects  the 
rocker  8  to  the  tappet  19.  The  tappet  jaw  18  is  rigidly  screwed 
to  the  tappet  19,  which  directly  actuates  the  back  and  front  locking, 
24  and  25  (also  see  detail  Figs.  726-728).  The  locking  plate  21 
supports  the  back  and  front  locking  24  and  25  and  guides  the  tap- 
pets 19.      The  back  locking  24  is   placed  in  the   same  plane  as  the 


Fig.  720 


INTERLOCKING,  Mechanical  Machines;  Saxby  &  Farmer. 


*Fig.  720.     The  Saxby  &  Farmer  Machine,  Horizontal   Leadout. 


Uppcts  between  which  this  locking  is  accomplished.  The  front  lock- 
ing  25  is  placed  in  front  of  the  back  locking.  The  front  locking 
guides  22  arc  screwed  to  the  locking  plate  21,  to  support  and  guide 
the  front  locking.  The  locking  plate  strip  23  is  placed  in  front 
of  the  front  locking  to  hold  it  in  place. 

The  operation  of  the  standard  machine,  which  accomplishes 
practically  the  same  results  as  that  of  the  Saxby  &  Farmer,  is  as 
follows:  When  the  signalman  desires  to  operate  a  lever,  he  first 
raises  the  latch  handle,  which,  in  its  turn,  raises  the  latch  rod  and 
latch  block  and  compresses  the  latch  spring  (Figs.  724-725).  This 
releases  the  lever  and  at  the  same  time  gives  the  rocker  one-half 
of  its  throw.  The  rocker  transmits  its  throw  through  the  connecting 
link  to  the  tappet  and  locking.  When  the  lever  has  been  moved 
to  the  opposite  position,  the  latch  spring  forces  the  latch  block  into 
engagement  with  the  stop  on  the  segment,  and  it  thus  imparts  the 
other  half  of  the  throw  to  the  rocker,  and,  consequently,  to  the 
tappet  and  locking.  The  locking  plates,  which  are  attached  to  and 
supported  by  the  machine  legs,  are  constructed  with  four  separate 
spaces  for  locking.  The  upper  space  is  known  as  space  1.  the 
next  as  space  2,  and  so  on.  Two  tiers  of  locking  may  be  placed  in 
each  space,  the  back  tier  being  called  the  back  locking  and  the  front 
tier  the  front  locking  (sec  Sections  A- A  and  B-H,  Figs.  726-728). 
4-F  and  4-B  (Section  B-B)  designate  "The  4th  space,  front  lock- 
ing," and  "The  4th  space,  back  locking,"  respectively.  This  section 
also  shows  the  relative  positions  of  the  front  and  back  locking  dogs 
and  locking  bars.  It  is  possible  to  place  three  bars,  side  by  side, 
in  the  space  provided  for  the  back  locking  bars,  and  five  bars,  side 
by  side,  in  the  space  provided  for  the  front  locking  bars  (see  Sec- 
tion A-A,  showing  two  back  locking  bars  and  three  front  locking 
bars). 


The  mechanical  construction  of  the  locking  is  that  of  a  b»r  or 
tappet  locked  by  a  dog  moving  at  right  angles  to  it  and  fitting  ^^ 
a  notch  cut  in  the  edge  of  the  tappet.  For  instance,  the  two  »^ 
jacent  levers  6  and  7,  Fig.  771  (space  2B)  are  interlocked  by  the 
dog  13.  which  is  made  longer  than  the  space  between  the  two  tappets. 
Thus  one  tappet  will  be  free  to  move  only  when  the  dog  slides  into 
the  notch  cut  in  the  other.  Unless  the  notch  in  the  second  bar 
is  in  a  position  to  allow  the  dog  to  be  forced  over,  the  tapp«t 
is  locked  and  the  lever  cannot  be  moved.  When  the  two  levers  to 
be  interlocked  are  not  next  to  each  other,  the  dogs  are  connected 
together  by  a  small  locking  bar  42  (Figs.  729-770),  as  shown 
between  tappets  12  and  14  (space  1  B),  Figs.  726  and  771. 

The  dogs  consist  of  tapered  pieces  of  steel  (1-6,  18-16,  20,  and 
25-20,  Figs.  729-770).  In  the  case  of  front  locking  small  lap' 
known  as  tappet  pieces  (9.\-12)  are  fastened  to  the  tappets  »od 
the  dogs  strike  against  these  as  they  would  against  the  side  of  the 
notch  in  back  locking.  Special  locking  is  employed  as  in  the 
Saxby  &  Farmer  machine.  In  this  case  the  special  consists  of  * 
swing  dog  8  pivoted  to  the  tappet.  In  other  types  of  machine 
of  this  class,  the  special  is  usually  a  block  sliding  in  a  notch  in 
the  tappet. 

If  necessary  a  locking  plate  may  also  be  placed  on  the  opposite 
side  of  the  machine  legs  beneath  the  front  tail  lever  (16,  Fig.  7l*)» 
and  tappets  connected  to  the  eye  in  the  front  end  of  the  rocker. 

A  dog  chart  for  a  standard  machine  is  shown  in  Figs.  6U  *nd 
618.  For  the  sake  of  clearness  the  front  and  back  locking  for  * 
given  space  is  grouped  as  shown.  Where  front  loddng  is  shown 
(Fig.  618)  the  tappet  pieces  fastened  to  the  outside  of  the  tappet 
arc  shown  only  by  lines  representing  their  active  faces. 


(IN) 


INTERLOCKING,  Mechanical  Machines;  Saxby  &  I'armcr. 


Fig.  721 
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Figs.  722-725 


INTERLOCKING,  Mechanical  Machines;  Standard. 


Numbers  Refer  to  List  of  Names  of  Parts  Below. 


♦Figs.  722-723.     Standard  Interlocking  Machine. 


Names  of  Parts  Standard  Interlocking  Machine;  Figs.  722-728. 


1  Lever 

2  Latch  Handle 

3  Latch  Rod 

4  Latch    Shoe 

5  Latch  Sprvi}i 

6  Latch  Block 

7  Segment 

8  Rocker 

9  Rocker   Guide 


10  Back   Girder 

11  Front  Girder 

12  Machine  Leg 

13  Lever   Shoe 

14  Cap 

15  Back  Tail  Lever 

16  Front    Tail   Lever 

17  Tapt*et    Connecting    Link 


18  Tappet  Jaiv 

19  Tappet 

20  Top  Plate 

21  Locking  Plate 

22  Front  Locking  Guide 

23  Locking  Plate  Sttip 

24  Back  Locking 

25  Front  Locking 

26  Number  Plate 


Numbers  Refer  to  List  of  Names  of  Parts  Above. 


Figs.  724-72r».    Standard  Interlocking  Machine;  Details  of 
Latch  Block. 


INTERLOCKING,  Mechanical  Machines;  Standard. 


Figs.  726-728 
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Figs.  729-771 


INTERLOCKING,  Mechanical  Machines;  Standard. 


Numbers  Refer  to  List  of  Names  of  Parts  on  Opposite  Page. 
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*Figs.  729-770.        Standard   Locking  Details. 
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*Fig.  771.     Diagram  of  Standard  Locking  Details  Assembled.     A  Portion  of  This  Locking  is  Shown  in 

Figs.  726-728. 


OH 


INTERLOCKING,  Mechanical  Machines;  Standard. 


Fig.  772 


*Fig.  772.     Standard  Interlocking  Machine. 


Names  of  Parts  of  Standard  Locking  Details;  Figs.  726-771. 


1 

No. 

1  Front  Locking  Dog 

26 

2 

No. 

2  Front  Locking  Dog 

27 

3 

No. 

3  Front  Locking  Dog 

28 

4 

No. 

4  Front   Locking   Dog 

29 

5 

No. 

5  Front  Locking  Door 

30 

6 

No. 

6  Front  Locking  Dog 

31 

7 

No. 

7  Front  Coupling  Dog 

32 

8 

No. 

8  Special  Szuing  Dog 

33 

9A  No. 

9A   Tappet  Piece 

34 

9B  No. 

9B  Tappet  Piece 

35 

lOA 

No. 

lOA   Tappet  Piece 

36 

lOB 

No. 

lOB  Tappet  Piece 

11 

No. 

11  Tappet  Piece 

12 

No. 

12  Tappet  Piece 

37 

13 

No. 

13  Back  Locking  Dog 

38 

14 

No. 

14  Back  Locking  Dog 

15 

No. 

15  Back  Locking  Dog 

39 

16 

No. 

16  Back  Locking  Dog 

17 

No. 

17  Back  Coupling  Dog 

18 

No. 

IS   Back  Carrier  Dog 

40 

19 

No. 

19  Back  Carrier  Dog 

20 

No. 

20  Front  Locking  Dog 

21 

No. 

21  Front  Carrier  Dog 

41 

22 

No. 

22  Front  Locking  Dog 

25 

No. 

25  Front  Locking  Dog 

42 

No.  26   Front  Locking  Dog 

No.  27  Front  Locking  Dog 

No.  28  Front  Locking  Dog 

No.  29  Front  Locking  Dog 

No.  1  Front  Locking   Guide 

a\o.  2  Front  Locking  Guide 

No.  3  Front  Locking  Guide 

No.  4  Front  Locking   Guide 

Special  Stud  for  Use  with  30 

Special  Stud  for  Use  with  32 

14/24  X  1^"  Round  Head  Machine  Screw  for  Fast- 
ening Front  Locking  Guides  30,  31,  32  and  33  to 
Locking  Plate 

14/24  X  %"  Machine  Screw  for  Use  with  34  and  85 

14/24  X  %"  Filister  Head  Machine  Screw  for  Fast- 
ening Tappet  Pieces  to  Tappet 

10/32  X  13/16"  Flat  Head  Machine  Screw  Used  for 
Fastening  Front  Lock  Dogs,  Couplers  and  Car- 
riers to  Locking  Bar  42 

10/32  X  15/16"  Flat  Head  Machine  Screw  Used  for 
Fastening  Back  Locking  Dogs,  Couplers  and  Car- 
riers to  Locking  Bar  ^2 

Stud  for  Fastening  and  Pivoting  Special  Swing  Dog 
8  on  Tappet 

Locking  Bar 


Figs.  773-801 


INTERLOCKING,  Mechanical  Machines;  Johnson. 


"Figs.  773-774.    Johnson  Interlocking  Machine. 
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*Fig.  775.    Johnson  Locking. 


Numbers  Refer  to  List  of  Names  of  Parts  Below. 
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•'Figs.  770-801.    Johnson  Locking  Details. 


Names  of  Parts  of  Johnson  Locking  Details;  Figs.  776-801. 


1  Locking  Dog 

2  Locking  Dog 

3  Locking  Dog 

4  Locking  Dog 

5  Locking  Dog 

6  Locking  Dog 

7  Locking  Dog 

8  Locking  Dog 

9  Locking  Dog 


10  Locking  Dog 

11  Locking  Dog 

12  Locking  Dog 

13  Locking  Dog 

14  Locking  Dog 

15  Locking  Dog 

16  Locking  Dog 

17  Locking  Dog 

18  Locking  Dog 


19  Locking  Dog 

20  Locking  Dog 

21  Locking  Dog 

22  Special  Locking  Dog 

23  Locking  Dog 

24  Spacing  Strip 

25  10/32"  X  %"  ^y^rcw/  ^/tfW  6'crew 

/or  Locking  Dogs 

26  %"  X  %"  ^/rW  Lofitm^  Bar 
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INTERLOCKING,  Mechanical  Machines;  Johnson. 


Fig.  802 


THK  JOHXSOX   IXTERLOCKIXG  MACHIXE 


machine  (Figs.  773502)  differs  from  others  of  the  verti- 
ng tyi>c  in  that  the  tappet  moves  upward  when  the  lever 
reversed,  instead  of  downward;  also,  the  rocker  is  attached 
:kct  which  is  rigidly  connected  to  the  lever  and,  therefore, 
ith  it,  the  connection  between  the   rocker  and  tappet  having 


only  a  vertical  motion.  The  locking  dogs,  etc.,  used  in  this  machine 
are  similar  to  those  used  in  the  National  machine  (Figs.  8U6-873), 
and  to  those  used  in  the  back  locking  of  the  Standard  machine 
(Figs.  729-770).  As  may  b.^  seen,  preliminary  latch  locking  is  a 
feature  of  this  machine. 


"Fig.  ^<'^2.    The  Johnson  Interlocking  Machine. 


Figs.  803-805 


INTERLOCKING,  Mechanical  Macliines;  National. 


THE  NATIONAL  INTERLOCKING  MACHINE 

This  machine   (Figs.  803-873)   is  somewhat  similar  in  design  and  sides  of  the  machine  legs  and  operated  as  in  the  Standard  mac 

operation  to  the  Standard;   the  lever,  the  latch  handle  and  its  con-  The   type   of   locking   used    is   similar   to   that   used   in    the  Jol 

nections,   the   rocker   and  the  link  connecting  it  to   the  tappet  vary  machine    and    to    the    back    locking    in    the    Standard,    althou 

only  slightly  in  design.     Locking  plates  are  often  provided  on  both  greater  variety  of  dogs  is  necessary  to  secure  the  same  resulta 


Letters  Refer  to  List  of  Names  of  Parts  Belc 


♦Fig.  803.    The  National  Interlocking  Machine. 


♦Fig.  804.     The  National  In- 
terlocking Machine,  End 
Elevation. 


Names  of  Parts;  Fig.  804. 
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Fig.  805.    Typical  Diagram  of  Locking  for  a  National  Machine. 
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INTERLOCKING,  Mechanical  Machines;  National. 


Figs.  806-873 


JQ  (^ 


E 


rici  crr^i 


m 


z\ 


rfl     /^ 


r 

as 

QQ 

m 


DO 


i 


JQ 


R        ^B 


I 


m  m 


E 


a  /^ 


m 


DD 


rJt]     C3 


□  B 
DD 


E 


K 


on 


n 
Jr 

/^ 

z^ 


nn 


zx 


\/ 


tzn 


XX 


^     Q 


bo 

c 


o 
o 


^A  -i 


IP 


CO 
00 


bo 


DB 


Fig.  874 


INTERLOCKING,  Mechanical  Machines;  Stevens. 


Fig.  874.     The  Stevens  Interlocking  Machine. 


STFA'EXS  IXTKRLOCKINC.  MACHINE 

The    Stcvtns    interlocking    machine    is    sli..\vn    in    Fig.    874.       It  number  uf  yard  fwilchcs   from  a  central   point.      It  can  be  op» 

is    dcsigrned    to    work    and    control    a    small     number    of    switches  on    the   ground   kvel    with    horizontal   connections,   or  can  be 

and     signals     at     points     where     the     space     for     in^italling     a     ma-  a   platform    and   be    vertically   connected.      This    type   of  macl^ 

chine    is    limited    or    where    it    is    found    advantageous    to    control    a  made  without  preliminary   latch   locking. 


STYLE  "C"  INTERLOCKIXr.  MACIIIXE 

The    Style    "C"    interlocking    machine,    .'^hown    in    Figs.    875-876,    is  similar  in   design   to   the   Stevens   and   is  intended   for  use  Uf 

the  same  conditions. 


DWARF  IXTERLOCKIXG  MACHIXE 

Figs.  877-881  illustrate  wliat  is  known  as  the   Dwarf  Interlocking  of    the    Stevens    or    Style    **C"    machine,    except    where    a   veil 

Machine.       Dwarf     machines     are     designed     for     use     at     outlying  Icadout   is   necessary.     The   dwarf   machines   are   made  without 

switches  and  on  elevated   railroads,   where   they  may  be   set   on   tics  liminary  locking. 
or  on  low  platforms  at  track  level.     They  can  also  be  used  instead 

( 


INTERLOCKING,  Mechanical  Machines. 


Pigs.  875-878 


"Figs.  875-876.  '  Style  "C"  Interlocking  Machine. 


Figs.  877-878.    Dwarf  Interlocking  Machine.     The  Union  Switch  &  Signal  Compativ- 


Figs.  879-881 


INTERLOCKING,  Mechanical  Machines;  Dwarf. 


Fig.  879.     Dwarf  Interlocking  Machine.        The  Union  Switch  &  Signal  Company. 
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*Figs.  880-881.    Style  "D"  Dwarf  Interlocking  Machine. 


INTERLOCKING,  Mechanical;  Details  of  Construction. 


Figs.  88a-887 


Numbers  Refer  to  Lists  of  Names  of  Parts  Below. 
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'igs.  882-883.     Switch  and   Lock  Movement  for  Switch. 


♦Figs.  884-885.— Johnson  Type   Switch   and 
Lock  Movement. 


Names  of  Parts  of  Switch  and  Lock  Movement;  Figs.  882-883. 


1 

Base 

9 

Cotter 

17 

Rivet 

2 

1"  X  5"  Stud 

10 

Guide  Roller 

18 

W  X  4Vr  Bolt 

3 

Cap  for  Guide  Rollers 

11 

Guide  Roller 

19 

Bolt 

4 

%"  X  1%"  Cotter 

12 

Upper  Slide  Bar 

20 

Escapement  Crank 

5 

r  X  4"  Stud 

13 

Lower  Slide  Bar 

21 

Operating  Roller 

6 

Washer 

14 

Lug  for  Slide  Bar 

22 

r  X  3"  Stud 

7 

ly*"  X  5"  Stud 

15 

Lug  for  Slide  Bar 

8 

]Vasher 

16 

Rivet 

5  iO 


SO     21 


Names  of  Parts  for  Johnson  Type  Switch 
and  Lock  Movement;  Figs.  884-885. 

1  Base 

2  Pin 

3  Cotter 

4  Escapement  Crank 

5  Crank 

6  .Pin 

7  Operating  Roller 

8  Cotter 

9  Special  T  Crank 


Figs.  886-887.     Switch  and  Lock  Movement  for  Derails, 
Locking  One  Way  Only. 

Names  of  Parts  of  Derail  Switch  and  Lock  Movement;  Figs.  886-887. 


1 

Base 

9 

Guide  Roller 

17 

Locking  Plunger 

2 

Stud 

10 

Guide  Roller 

18 

W  X  4W  Bolt 

3 

Cap  for  Guide  Rollers 

11 

Upper   Slide   Bar 

19 

Slide  Bar  Stop 

4 

Cotter 

12 

Lozver  Slide  Bar 

20 

%"  X  3"  Pin 

5 

Stud 

13 

Slide  Bar  Lug 

21 

Operating  Roller 

6 

Washer 

14 

Slide  Bar  Lug 

22 

Escapement  Crank 

7 

Pin 

15 

W  X  3"  Rivet 

8 

Cotter 

16 

C.  S.  H.  Bolt 

GENERAL  DETAILS  OF  MECHANICAL  INTERLOCKING  CONSTRUCTION 


to  the  interlocking  machine  (Figs.  661-881)  the  most  im- 
part of  an  interlocking  plant  is  the  mechanism  by  which 
:hes    are    operated.      The    simplest    arrangement    that    could 

would  be  a  direct  connection  from  the  lever  to  the  head 
he  switch.  This  would  throw  the  switch  but,  as  there  is 
tble   spring  in   the   connection,   it   would   give    no   assurance 

switch  had  entirely  completed  its  movement.  For  this 
omc    form    of    locking    is   necessary.      This   is   accomplished 


in    two    ways;    by    facing    point    locks    and    by    switch    and    lock 
movements. 

A  facing  point  lock  (Figs.  890-915.  919)  consists  of  a  plunger 
casting,  a  plunger,  and  a  lock  rod.  The  lock  rod  is  attached  to  the 
movable  part  of  the  switch  and  passes  through  a  slot  in  the  plunger 
casting.  The  plunger  is  operated  by  a  separate  lever  (interlocked 
with  the  switch  lever)  and  moves  through  the  plunger  casting  at 
right    angles    to   the    lock    rod.     When    the    switch    is    either    fully 


Figs.  888-897 


INTERLOCKING,  Mechanical;  Details  of  Construction. 
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♦Figs.  888-889.     Switch  and  Lock  Movement  Using 
Notched   Lock  Rod. 


Names  of  Parts  of  Switch  and  Lock 
Movement;  Figs.  8S8-888. 

1  Base 

8  Stud 

3  Cap  for  Guide  Rollers 

4  Cotter 

5  Yoke  for  Guide  Rollers  and  Lock 

Rod 

6  Stud 

7  Guide  Roller 

8  Center  Guide  Roller 

9  Upper  Slide  Bar 

10  Lower  Slide  Bar 

11  Lug  for  Slide  Bar 

18  Rivet 

13  Rivet 

14  Upper  Locking  Dog 

15  Loxver  Locking  Dog 

16  Pin 

17  Operating  Roller 
IS  Pin 

19  Cfl/>  for  Crank  and  Center  Roller 

20  Escapement  Crank 


8 


=t.aii^,T 


*Figs.   890-897.     Plunger   Locks 


Names  of  Parts  Plunger  Lockf ; 
Figs.   898-909. 

A    Single  Plunger  Locking  Stand 

B  Double  Plunger  Locking  Stand 
for  Adjustable  Lock  Rod 

C  Left  Hand  Single  Plunger  Lock- 
ing Slide 

D  Single  Plunger  Locking  Stand, 
Wide  Base,  Roller  Bearing 

E  Double  Plunger  Locking  Stand, 
Wide  Base,  for  Adjustahlt 
Lock  Rod,  Roller  Bearing 

F    Duplex  Facing  Point  Lock 
1    Plunger  Casting  for  A 

8  Plunger  Casting  for  B 

3  Plunger  Casting  for  C 

4  Plunger  Casting  for  D 

5  Plunger  Casting  for  E 

6  Plunger  Casting  for  F 

7  Plunger 

S    Right  Hand  Plunger  for  F 

9  Left  Hand  Plunger  for  F 

10  Yoke  Rod 

11  Roller  Pin 
18    Roller  Pin 

13  Roller  for  D 

14  Roller  for  E 

15  Cotter 


Names  of  Parts  Plunger-Locks;  Figs.  890-897. 

A    Single  Plunger  Lock  1  Plunger  Casting  for  A  11 

B    Double    Plunger    Lock,    Roller  2  Plunger  Casting  for  B  12 

Bearing  3  Plunger  Casting  for  C  13 

C    Single     Plunger     Lock,     Roller  4  Plunger  Casting  for  D  14 

Bearing,  Wide  Base  8  Plunger  for  D  15 

D    Left  Hand  Single  Plunger  Lock.  9  Plunger  for  C  16 

Roller  Bearing  10  Plunger  for  A  and  B  17 


Roller  Pin  for  D 
Roller  Pin  for  B 
Roller  Pin  for  C 
Roller  for  B 
Roller  for  C 
Roller  for  D 
Cotter 


normal  or  fully  reversed,  one  or  the  other  of  two  holes  drilled 
in  the  lock  rod  is  in  line  with  the  hole  in  the  plunger  casting 
through  which  the  plunger  moves,  and  when  the  lever  which  oper* 
ates  the  plunger  (known  as  the  lock  lever,  see  Figs.  612-656)  is 
reversed,  the  plunger  passes  through  the  lock  rod.  thereby  holding 
the  switch  firmly  in  place.  Facing  point  locks  are  applied  in  two 
ways  known  as  inside  connected  (Figs.  910-911)  and  outside  con- 
nected (Figs.  912-915,  919).  In  the  former,  the  plunger  casting 
is  mounted  on  the  head  block  between  the  rails  and  the  head  or 
bridle  rod  is  used  as  lock  rod.  In  the  latter  the  plunger  casting 
is  mounted  outside  the  rails  and  a  separate  rod  (see  Figs.  986- 
980  and  941-949)  is  attached  to  the  head  rod,  or  may  be  made 
part  of  it.  Outside  connected  facing  point  locks  are  more  exten* 
sitely  used  because  they  are  not  liable  to  injury  from  dragging 
brake  rigging,  etc. 

The  use  of   facing   point   locks  necessitates  an   additional   lever 


in  the  machine  and  a  separate  line  of  connections.  To  save  tlx 
cost  of  these,  switch  and  lock  movements  (Figs.  889-889)  V* 
sometimes  employed.  A  switch  and  lock  movement  consists  oi^ 
tially  of  a  frame  on  which  are  mounted  an  operating  bar,  'eietp^ 
ment  crank,  and  guides  for  the  operating  bar  and  lock  rod.  '^^ 
the  operating  bar  are  attached  lugs  or  plungers  for  locldflf  ^ 
switch  by  entering  holes  or  notches  in  the  lock  rod,  and  i  htf 
for  driving  the  escapement  crank,  which  actuates  the  thjrow  rod  tf^ 
moves  the  switch.  Normally  one  lug  or  plunger  is  engaged  wiHi  ^ 
lock  rod,  holding  the  switch  locked.  When  the  operating  rod  « 
moved  the  first  portion  of  its  stroke  withdraws  the  pltmger  of  hK 
and  unlocks  the  switch,  the  second  portion  actuates  the  eicip^ 
ment  crank  and  throws  the  switch  and  the  last  portion  imerti  ^ 
other  plunger  or  lug  locking  the  switch.  These  plungers  or  lup  ■*! 
be  of  different  shapes  or  placed  in  such  relation  to  each  other  ^ 
they   cannot   both    enter   the  same  notch   or   hole   in   the  lock  nA- 

(IM) 


INTERLOCKING,  Mechanical;  Details  of  Construction. 


Figs.  898-910 


Numbers  and  Letters  Refer  to  List  of  Names  of  Parts  on  Opposite  Page. 
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♦Figs.  S98-909.    Plunger  Locks. 


Fig.  910.    Inside  Connected  Facing  Point  Lock  and  Switch  Fittings.     Detector  Bar  Ahead  of  Points. 


Figs.  911-915 


INTERLOCKING,  Mechanical;  Details  of  Construction. 
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Fig.  911.     Inside   Connected   Facing  Point   Lock,  Throw  Rod  and  Inside  Parallel   Bar   (Detector  Bar). 

Great    Western  Railway  of  England. 
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Figs.  912-913.     Outside  Connected  Facing  Point  Lock  and  Switch   Connections,  with  Bolt  Lock.     Two  Dctccto 

Bars  Behind  the  Points. 


Figs.  914-915.    Outside  Connected  Facing  Point  Lock  and  Switch  Fittings,  with  Bolt  Lock.    Detector  Bar  Ahca 

of  the  Points. 


(161] 


INTERLOCKING,  Mechanical;   Details  of  Construction. 


Figs.  916-919 


s.  916-917.     Switch  and  Lock  Movement,  Switch  Fittings  and  Bolt  Lock.     Detector  Bar  Ahead  of  Points. 


918.    Method    of    Plating    and    Tying    Double    Slip   Switch,   with   Movable    Point    Frogs.    Detector   Bars 
Not  Shown;  Tie  Plates  Insulated.    Long  Island  Railroad. 


919.     Outside  Connected   Facing  Point   Lock  and  Switch    Fittings,    with    Bolt    Lock.    Two  Detector    Bars 

Behind    Points,   Moved  by  a   Rocker  Shaft. 


Figs.  920-931 


INTERLOCKING,  Mechanical;  Details  of  Construction. 


Figs.  920-921.   Cast  Iron  Rail  Brace  for  100-lb. 
Rail.    Long  Island  Railroad. 


Fig.     922.     Rail     Brace.    The     Cleveland     Frog 
Crossing  Co. 

Names  of  Parts- of  Adjustable  Lock  Rods;  Pigs.  98S 

A   Adjustable  Lock  Rod  for  Switch  and  Lock  Move* 

Figs.  888-889 
B   Adjustahie  Lock  Rod  for  Facing  Point  Lock 

1  Lock  Rod 

2  Adjusting  Lock  Plate,  Right  Hand 
2a  Adjusting  Lock  Plate,  Left  Hand 

3  %"  X  2%"  Bolt  and  Nut 

4  %"   IVasher 

5  Adjusting  Sleeve 

6  Jam  Nut 

7  Jam  Nut 

8  1%"  Screw  Jaw 

9  %"  X  2%"  Pin  and  Cotter 

10  Lock  Rod 

11  Adjustable  Locking  Plate 


DC 


332ZI 


000 


^^ 


000 


000 


KEE 


♦Figs.  923-931.    Throw  Rods  and  Switch  Adjustments. 


INTERLOCKING,  Mechanical;  Details  of  Construction. 


Figs-  933-940 


Numbers  and  Letters  Refer  to  List  of  Names  of  Parts  on  Opposite  Page. 
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4Mgs.    932-037.     Adjustable    Lock    Rods. 
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Names  of  Parts  of  Front  and  Lock 
Rods;  Figs.  938-989. 


^Figs.   038-030.     Front   and    Lock    Rods. 


A  Front  and  Lock  Rod  far  Double 
Slip  Switch 

D  Front  and  Lock  Rod  for  Switch 
with  Switch  and  Lock 
Movement 

1  Front  Rod 

2  Lock  Rod 

3  Left  Hand  Point  Lug 

4  Right  Hand  Point  Lug 

5  iM'in.  Screw  Jaw 

6  lV2-in.  Jam  Nut 

7  %"  X  2%"  Pin  and  Cotter 

8  1%-w.  Screw  Jaw 

11  Left  Hand  Point  Lug 

12  Right  Hand  Point  Lug 
18     %"  X  2%"  C.  S.  H.  Bolt 


g.  940.     Switch  Adjustment.     Southern   Pacific-Union   Pacific. 


ihould  the  throw  rod  become  disconnected  the  switch  could 
falsely  locked.  For  use  at  derails,  where  it  is  necessary  to 
Jy  one  way,  a  special  form  of  switch  and  lock  movement 
used  (Figs.  886-887).  Another  form  of  movement  (Figs. 
),  requires  a  separate  plunger  casting,  having  two  plungers 
I  from  opposite  ends  (Figs.  908-909)  known  as  a  duplex 
>nnected  directly  to  the  pipe  line.  A  switch  layout  with 
and  lock  movement  may  be  seen  in  Figs.  916-917.  The 
>int  of  the  switch  and  lock  movement  is  the  small  amount 
on  available  for  locking  the  switch.  Consequently,  owing 
tpring  and  lost  motion  in  the  connections,  a  lever  might  be 
versed  without  causing  the  movement  to  complete  its  stroke, 
le  one  pipe  line  becoming  disconnected  might  cause  a 
us    condition    at    the    switch    without    being    discovered    at 


once  by  the  signalman;  whereas,  with  the  facing  point  lock,  if 
the  pipe  line  which  throws  the  switch  should  become  disconnected, 
the  chances  are  that  he  would  discover  the  fact  when  he  tried  to 
reverse  the  lock  lever,  before  any  train  could  pass  over  the  switch. 

In  order  to  allow  for  lost  motion  and  future  adjustment,  the 
throw  in  the  pipe  line  which  moves  the  switch  is  usually  made 
greater  than  that  of  the  switch  itself.  To  provide  for  this  over 
stroke,  switch  adjustments  or  "cages"  (Figs.  928-981)  are  uaed. 
The  throw  rod  is  threaded  for  a  considerable  disUnce  and  passes 
through  thimbles  in  the  *'cage.'*  Nuts  are  checked  up  against  each 
side  of  the  thimbles  which  in  turn  engage  the  "cage"  and  throw 
tiie  switch.  Lock  rods  may  have  fixed  notches  or  holes  or  may 
be  adjustable  (Figs.   982-9S7). 

In  order  to  hold  switch  points  and  stock  rails  securely  in  place 


Figs.  941-950 


INTERLOCKING,  Mechanical;   Details  of  Construction. 
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♦Figs.  941-94G.     Front  and  Lock  Rods. 
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Names  of  Parts  for  Front  and  Lock 
1  Rods;  Figs.  941-846. 

A    Front   and   Lock   Rod  for  Double 

Slip  Switch 
B    Front  and  Lock  Rod  for  Movable 

Point  Frog 
C    Front    and    Lock    Rod    for  Single 

Suitch 
D    Lock  Rod  for  Derail 
E    Front  and  Lock  Rod  for  Derail 
G    Front  and  Lock  Rod  Combined  for 

Inside  Connected  Facing  Point 

Lock 

1  Front  Rod  iviih  Turnbuckle 

2  Lock  Rod 

3  Left  Hand  Point  Lug 

4  Right  Hand  Point  Lug 

5  Point  Separator 

6  l-iw.  Jam  Nut 

7  I'in.  Adjusting  Screzv 

8  1^-iw.  Screw  Jaw 

9  %"   X  1%"  Rivet 

10  %"  X  2%"  Pin  and  Cotter 

11  Turnbuckle 

12  iVA-in.  Jam  Nut 

13  Front  Rod 

14  Lock  Rod 

15  %"  X  2%"  Bolt 

16  Lr^/  //otid  Point  Lug 

17  /?fg/i^  //awd  Point  Lug 

18  J?fg/i/  //a«d  Point  Lug 

19  LocAr  /?od 

20  Front  Rod 

21  Lr^/  Hand  Point  Lug 

22  (Jki(/^  Clip 

23  Hooil?  Bo// 

25  Front  and  I,ock  Rod 

26  Right  or  Left  Hand  Point  Lug 


-^=^ 
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♦Figs.  J)48-949.     Front  and  Lock   Rods. 

Names  of  Parts  of  Front  and  Lock  Rods;  Figs.  948-949. 

A    Front  and   Lock   Rods  for  Double  4  Right  Hand  Single  Point  Lug 

Slip  Switch  5  l%-i«.  Jam  Xut 

B    Front  and  Lock  Rods  for  Movable  6  VA-in.  Screw  Jatu 

Point  Frog  7  %"  x  2%"  Pin  and  Cotter 

1  Front  Rod  8  %"  x  2%"  B(7// 

2  /.oc/f  Rod  9  /^r^;/;/  /?<»rf 

3  Left  Hand  Single  Point  Lug 


Fig.  950.    Detector  Bars,  with  Double  Slip  Switch.     New  York  Central  &  Hudson  River. 
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INTERLOCKING,  Mechanical;  Details  of  Construction. 


Figs.  951-973 


951.     Standard  Detector  Bar  Layout  at  Cross- 
over.    New  York  Central  &  Hudson  River. 


Fig.  952.     Standard  Detector  Bar  Layout  at  Cross- 
over on  Curve;   Bars   Behind   Points.     New 
York  Central  &  Hudson   River. 


953.     Standard  Detector  Bar  Layout    at   Cross- 
ver  on  Curve;   Bars  Ahead  of  Points.     New 
York  Central  &  Hudsoii  River. 


Fig.  954.    Standard  Detector  Bar  Layout  at  Cross- 
over; Bars  Behind  Points.      New  York  Central 
&  Hudson  River. 


Figs.  955-95G.     Rail  Clips,  Detector  Bar  Stops  and  Detector   Bars.     The   Union    Switch   &   Signal   Co. 
les  of  Parts  for  Detector  Bars,  Stops,  Guides  and  Rail  Clips;  Union  Switch  &  Signal  Company;  Figs.  955-956. 


Rail  Clip,  Model  1 
Rail  Clip,  Model  2 
Rail  Clip,  Model  3 


4    Rail  Clip,  Model  4 

13  Adjustable   Stop   and   Guide 

14  AdjnstMe  Stop  nith  llook  Bolt 


15    Adjustable  Stop  with    Hook    or 
IVeb  Bolt 


s.  957-958.     Detector  Bar  Stop      ♦Figs.  959-960.     Detector  Bar  Stop, 
id   Guide,   to   be   Fastened   to  Bolted  Through  Web 

the  Tie.  of  Rail. 


♦Figs.  961-962.   Adjustable  Detector 

Bar  Stop  and  Guide,  Clamped 

to  Base  of  Rail. 


\-i^A 


igs.  963-964.    Adjustable  Detector        ♦Figs.  965-966.    Detector  Bar  Stop       ♦Figs.  967-968.  Adjustable  Detector 
Bar  Stop,  Clamped  to  Base  of  and    Guide,    Bolted   Through  Bar  Stop.    Clamped  to  Base  of 

Rail.  Web  of  Rail.  Rail. 
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971.    Malleable  Iron  Detector  Bar  Driving 
Piece.     Michigan  Central. 


♦Figs.  972-973.     Detector  Bar  Guide  and  Stop. 


Figs.  974-996 


INTERLOCKING,  Mechanical;  Details  of  Construction. 
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INTERLOCKING,  Mechanical;  Details  of  Construction;  British  Practice.      Figs.  997-1003 


Figs.  997-999.    Outside  Parallel  Bar  (Detector  Bar).    Great  Western   Railway  of  England. 
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Figs.  1000-1002.    Inside  Parallel  Bar.    Great  Western  Railway  of  England. 
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Figs.  I003-I007    INTERLOCKING,  Mechanical;  Details  of  Construction.     Gcn'l.  Ry.  Sig.  Co. 
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INTERLOCKING,  Mechanical;   Details  of  Construction 


/Sght  /kmk/  thrsod' "         i  — i         ■  i  i  i 

Figs.  1008-1013.     Details  of  Pipe  Joint,  Tang  End  Lug  and  Turnbuckle.     Baltimore  &  Ohio. 
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♦Figs.  1014-1016.    Turnbucklcs. 


Names  of  Parts  of  Vertical  Cranks 
and  Stands.    Figs.  1017-1022. 

A  One  Way  Vertical  Leadout 
Crank,  Split  Bearings 

B  Two  Way  Vertical  Leadout 
Crank,  Split  Bearings 

1  One  Way  Vertical  Crank  Stand 

2  Two  Way  Vertical  Crank  Stand 

3  Nut 

4  Wide  Bearing  Cap 

5  0"  X  0"  Crank 

6  Bearing  Cap 

7  Bolt 


"Figs.  1017-1022.    Vertical  Cranks  and  Stands. 


rriers    are    fastened    by    lag    screws    to    long   ties    ur    to    founda-       clearance  for  the  carriers  (Fig.  1197).     Carriers  are  usually  spaced 


They   may  be   made   in   units   to   be   mounted    side   by   side 

in  ffTOUfM  of  any  required  number.     The  foundations  may  con* 

t  of  concrete  to  which  a  block  of  wood  is  attached  (Figs.  1192- 

96),   or  of  iron  leg*  bolted  to  two  wooden   blocks.    They  are  set 

the  ground  a  sufficient  distance  from  the  nearest  rail  to  provide 


not  more  than  8  ft  apart  aa  the  pipe  ia  under  strain  both  in 
tension  and  compression.  Where  pipe  lines  cross  the  track,  trans- 
verse or  hanging  pipe  carriers  are  used  (Fig\  1108-1104  and  G. 
K  and  L,  Figs.  1218-1241)  lagged  to  the  ties. 

Where  it   is  necessary  to  change  the  direction   of  a   pipe   run. 


T») 


Figs.  1023-1106 


INTERLOCICING,  Mechanical;  Details  of  Construction. 


Numbers  Refer  to  List  of  Names  of  Parts  on  Opposite  Page. 


^    r^        r,^    r^         r.^    r^         J^  J^  ^  ''  ^  ^  '^  "  12  ^^  H  l5  f6  17 


mm 


f3        14        15       16      17 

itfijui 


41  42  43  45    46     47    48    49     50     51      52     53      59       60       61  65       66      67 

♦Figs.  1023-1098.    Jaws,  Pipe  Line  Lugs  and  Links. 


♦Figs.     1699-llOL    60-Deg. 
Cranks. 


J£ 


♦Figs.  1102-1103.    One  and 
Two  Way  Crank  Stands. 


♦Figs.  1104-1106.    laO-Deg. 
Cranks. 


^ERLOCKING,  Mechanical,  Details  of  Construction;  British  Practice.  Figs.  1x07-1  no 

Names  of  Parts;  Figs.  1023-109S. 


Ind  IVide  Jaw,  iM-in. 

ed  End  Wide  Jaw,  iVi-m. 

nd  Wide  Jaw,  lV4-»«. 

Ind  Slotted  Jaw,  l^-i«. 

'ed  End  Slotted  Jaw,  1^-in. 

nd  Slotted  Ja^,  lV4-m. 

End  Transition  Jaw,  iM-in,  to  l-»n. 

Ind  Jaw,  lV4-iM. 

Ind  Transition  Jaw,  1-m.  to  1%-in. 

led  End  Jaw,  iV^-in. 

.nd  Jaw,  lV4-m. 

ind  Transition  Jaw,  1%-tn.  to  l-in. 

End  Jaw,  1-in. 

led  End  Jaw,  1-m. 

nd  Jaw,  1-in. 

led  End  Jaw,  %-in. 

Ind  Jaw,  ^'in. 

led  Up  and  Down  Rod  with  Jaw,  Mirin. 

nd  Up  and  Down  Rod  with  Jaw,  ^-m. 

i  Down  Rod  with  Plain  and  Screw  Jaw,  ¥i-in. 

ind  Lug 

td  Tang  End  Lug 

led  and  Tang  End  Lug 

led  Up  and  Down  Rod  with  Screw  Jaw,  %-i«. 

nd  Up  and  Down  Rod  with  Screw  Jaw,  ^in. 

led  End  Lug 

nd  Threaded  End  Lug 

nd  Lug 

Ind  Clevis  Nut,  VA-in. 

End  Transition  Screw  Jaw,  1%-iw.  to  l-i«. 

inrf  Screw  Jaw,  l%-»n. 

ind  Transition  Screw  Jaw,  1-in.  to  1%-m. 

fed  End  Screiv  Jaw,  1%-in. 

nd  Screw  Jaw,  l%-t«. 

Ind  Transition  Screw  Jaw,  VA-in.  to  1-in. 

End  Screw  Jaiv,  l-in. 

led  End  Screw  Jaw,  1-in. 

nd  Screw  Jaw,  \-in. 

led  End  Screw  Jaiv,  %-m. 


40 
41 
42 
43 
.44 
45 
46 
47 
4S 
48 
50 
51 
52 
53 
54 
55 
56 
57 
5S 
59 
60 
61 
62 
63 
64 
65 
66 
67 


70 
71 
72 
73 


Butt  End  Screw  Jaw,  %-in. 

Gain  Stroke  Jaw  with  Plain  Jaw,  !%-»«. 

Gain  Stroke  Jaw  wilh  Screw  Jaw,  1%-in. 

Tang  End  Stroke  Jaw,  1%-m. 

Butt  End  Jaw,  iM-in. 

Tang  End  Threaded  Rod,  ihi-in. 

Tang  and  Butt  End  Double  Jaw,  iM-in. 

Tang  End  Double  Jaw  with  Eye,  iM-in. 

Double  Jaw  with  Two  Eyes,  lV4-in. 

Threaded  End  Double  Jaw  with  Eye,  l\i-in. 

Butt  End  Double  Jaw  with  Eye,  1V4 -in. 

Butt  and  Threaded  End  Double  Jaw,  l%-t». 

Butt  End  Double  Jaw,  iV^-in. 

Threaded  End  Double  Jaw,  iM-in. 

Tang  End  Double  Jaw,  iV^-in. 

Tang  and  Threaded  End  Double  Jaw,  lV4-m. 

Tang  End  Jaw,  iM-in. 

Threaded  End  Jaw,  iVk-in. 

Butt  End  Jaw,   iVirin. 

Tang  End  Screw  Jaw,  1%-m. 

Threaded  End  Screw  Jaw,  iV^-in. 

Butt  End  Screw  Jaw,  1%-iw. 

Tang  End  Offset  Jaw,  1^-m. 

Threaded  End  Offset  Jaw,  1%-tn. 

Butt  End  Offset  Jaw,  1%-w. 

Tang  End  Offset  Screw  Jaw,  l%-«n. 

Threaded  End  Offset  Screw  Jaw,  1%-ih. 

Butt  End  Offset  Screw  Jaw,  1%-m. 

Adjustable  Link,  1%-in. 

Solid  Link,  1%-m. 

Solid  Link,  1%-m. 

Solid  Link  with  Slotted  Jaw,  iV-k-in. 

Adjustable  Link  with  Slotted  Jaw,  1%-ih. 

Clamp  Pipe  Lug 


1108.     Straight  Arm  Compensator.    Great 
Western  of  England. 


Figs.  1109-1110.    Adjustable  Crank.   Great  Western 
i){  England. 


arious  angles  (Figs.  1017-1022,  1099-1185  and  1149- 
sed  according  to  circumstances.  Where  the  angle  is 
ough  to  require  cranks,  radial  arms  (Figs.  1165-1184. 
[)  or  deflecting  bars  (Figs.  1166-1184,  A-H)  may  be 
iormer  consists  of  a  one  armed  crank  and  the  latter, 
moving  in  suitable  guides. 

PIPE  COMPENSATION. 

cction  between  a  lever  and  its  function  being  equivalent 
n  rod,  expansion  and  contraction  will  accompany  change 
re.  Provision  must  be  made  to  overcome  the  effects 
nsion  and  contraction,  as  otherwise  on  a  warm  day  the 
•uld  be  too  long  and  on  a  cold  day  too  short.  This 
It  levert  and  their  functions  from  making  full  stroke 
tion  or  the  other.  Serious  variations  in  length  might 
tetween  morning  and  noon.  For  this  reason  compen- 
«d.  A  compensator  reverses  the  direction  of  travel  in 
so  that  expansion  or  contraction  in  different  portions 


of  the  line  counteract  each  other.  Where  there  arc  no  branch 
lines  and  only  one  compensator  is  used,  it  should  be  placed  midway 
between  the  lever  and  its  function.  Should  there  be  branch  lints, 
as  when  two  functions  are  operated  from  one  lever,  one  com- 
pensator should  be  placed  midway  between  the  end  of  the  shorter 
branch  and  the  lever;  and  a  second  compensator  should  be  placed 
a  distance  from  the  end  of  the  longer  branch  equal  to  half  the 
difference  in  length  of  the  two  branches.  Three  or  more  branches- 
can  be  treated  in  a  similar  manner.  If  two  or  more  compensators 
are  to  be  used  and  there  are  no  branches,  they  should  not  be 
evenly  spaced,  but  each  should  be  in  the  middle  of  the  section 
of  the  pipe  line  to  be  compensated.  For  instance,  if  two  are  used, 
one  should  be  placed  a  distance  from  the  lever  equal  to  one-quarter 
the  length  of  the  line,  and  the  second  the  same  distance  from  the 
function.  A  compensator  may  consist  of  a  straight  crank  (Figs. 
1107-1108,  1111-1186  and  D,  E  and  F,  Figs.  11491162),  or  a 
"lazy-jack"  (Figs.  1186-1148  and  1606-1609).  The  latter  consUU 
of  two  cranks,  one  at  60  degrees,  the  other  at  ISO  degrees,  mounted 
on   a  base  and   connected  by  a   short  link.     By   using  this   device 


Figs.  1111-1135 


INTERLOCKING,  Mechanical;  Details  of  Construction. 


Names  of  Parts.    Straight  Arm  Compensators.    Figs.  1111-1185. 


A  One  Way  High  Compensator,  Vertical  Stand 

B  T%vo  Way  High  Compensator,  Vertical  Stand 

C  Three  Way  High  Compensator,  Vertical  Stand 

D  Four  Way  High  Compensator,  Vertical  Stand 

£  Same  as  A,  With  Split  Bearings 

F  Same  as  B,  With  Split  Bearings 

G  Same  as  C,  With  Split  Bearings 

H  Same  as  D,  With  Split  Bearings 

J  Low  Compensator,  Vertical  Stand 


K  Tt^'o  Way  Horizontal  Compensator,  Separate  Pin  T^f^i 

M  One  Way  Vertical  Compensator 

N  Two  Way  Vertical  Compensator 

P  Low  Compensator,  Vertical  Stand 

Q  Medium  Height  Compensator,  Vertical  Stand 

R  One  Way  Horizontal  Compensator 

S  Two  Way  Horisontal  Compensator 

T  Three  Way  Horisontal  Compensator 


♦Figs.  1111-1135.     Straight  Arm  Pipe  Compensators. 


1    Stand  for  A 

13 

Stand  for  P 

28 

Center  Pin  for  C 

2    Stand  for  B 

14 

Stand  for  Q 

30 

Center  Pin  for  N 

3    Stand  for  C 

15 

Stand  for  R 

31 

Center  Pin  for  B 

4    Stand  for  D 

16 

Stand  for  S 

32 

Center  Pin  for  S 

5    Stand  for  E 

17 

Stand  for  T 

33 

Center  Pin  for  M 

6    Stand  for  F 

18 

End  Bearing  Cap 

34 

Center  Pin  for  R 

7    Stand  for  G 

19 

Wide  Bearing  Cap 

35 

Center  Pin  for  A,  J,  P,  Q 

8    Stand  for  H 

20 

9"  X  9"  Straight  Crank 

36 

Center  Pin  for  E,  P,  G.  H 

9    Stand  for  J 

21 

11%"  X  11%"  Straight  Crank 

37 

Long  Center  Pin  for  K 

10    Stand  for  K 

22 

14%"  X  14%"  Straight  Crank 

38 

Short  Center  Pin  for  K 

11    Stand  for  M 

25 

Bolt 

39 

Cotter 

12    Stand  for  N 

27 

Center  Pin  for  D 

40 

Cotter 

m 


INTERLOCKING,  Mechanical;  Details  of  Construction.  Figs.  1136-X148 


MXAi»:^ 


*Figs.  1136-1146.     Horizontal  Lazy  Jack  Pipe  Compensators. 


Names    of    Parts.      Lazy    Jack 
Compensator.    Figs.  1136-1146. 

A  One  Way  Horisontal  Com- 
pensator, Center  Bolt 
Holes  in  Line 

B  Two  Way  Horizontal  Com- 
pensator, Center  Bolt 
Holes  in  Line 

C  One  Way  Horisontal  Com- 
pensator. Center  Bolt 
Holes  Staggered 

D    Tzi'o   Way  Horisontal  Com- 
pensator,     Center     Bolt 
Holes  Staggered 

E  Tivo  Way  Horizontal  Com- 
pensator. Separate  Pin 
Type 

F    Detail   of  Crank   Pin 

1  Stand  for  A 

2  Stand  for  B 

3  Stand  for  C 

4  Stand  for  D 

5  Stand  for  E 

6  11"     X     11"     Obtuse     Angle 

Crank 

7  11"     X      13-74"  Obtuse  Angle 

Crank 

8  11"      X      ir      Acute    Angle 

Crank 

9  11"    X      13%"    Acute    Angle 

Crank 

10  Connecting    Link 

13  One   Way  Crank  Pin 

14  Tzvo    JVay  Crank   Pin 

15  %"  X  2%"  Pin 

16  %"  X  2%"  Pin 

17  Spacing  Washer 

18  Cotter 

19  Cotter 


an  be  continued  in  a  straight  line  while  the  direction  of 
I  is  reversed.  Sometimes  it  is  possible  to  compensate  a 
by  using  one  or  more  cranks,  so  arranged  as  to  reverse 
1. 

ustomary  in  connecting  up  pipe  lines  to  set  all  apparatus 
r"  so  that  the  throw  may  be  equal  in  each  direction,  but 
:  proper  compensation  and  take  care  of  all  temperature 
:  table  shown  in  connection  with  Figs.  1282-1284,  should 
cutting  the  pipe  long  when  the  temperature  is  above 
and  short  when  below.  In  this  way  the  throw  will  be 
Otherwise  the  throw  of  the  cranks  will  be  further  on 
•f  center  in  warm  weather  than  on  the  other  side  in  cold 
Figs.  1282-1284  show  diagrammatically  the  effects  of  tem- 
)n  pipe  lines.  The  coefficient  of  expansion  of  iron,  .008 
0  ft.  1  degree  F.,  is  used  as  the  basis  of  the  table  and 
If  the  mean  temperature  of  the  locality  in  which  the 
ituated  is  other  than  40  degrees,  it  should  be  ascertained 
tble  corrected  accordingly. 

i  and  compensators  are  mounted  on  stands  or  founda- 
e  of  iron  legs  with  wooden  tops  and  bottoms  or  of  con- 
5S.  1185-1191  and  1198-1201),  similar  to  those  used  for 
!rs. 

CONNECTIONS  AND  COMPENSATION. 

is  supported  and  guided  by  wire  carriers  (Figs.  1804- 
tunted  on  stakes  (Figs.  1301-1303  and  1831-1882) »  or  on 
icr  foundations.  Where  the  direction  of  the  line  is 
U    in.    proof    chain    is    introduced    into    the    line   and    led 


Figs.  1147-1148.    Parallel  Compensator.    Gr^ax 


Figs.  X149-XX64  INTEIRLOCKING,  Mechanical;  Details  of  Construction. 


Names    of    Parts.      Horisontil 
One-way  Cranks  and  Standi. 
Figs.  1148-1168. 

A    9"  X  9"  X  9"  T  Crank  md 

Stand 

B    9"  X  9"  Crank  and  Stand 

C    9"  X  9"  Crank  with  4"  Oif- 
set  and  Stand 

D    9"  X  9"  Straight  Crank  and 
Stand 

E     n%'' X  11%"  Straight  Crank 
and  Stand 

F    ig*/!."     X     19*/,«"     Straight 
Crank  and  Stand 

1  Stand 

2  9"  X  9"  X  9"  T  Crank 

3  9"  X  9"  Crank 

4  9"  X  9"  Crank  with  Offset 

5  9"  X  9"  Straight  Crank 
a      6  11%"  X  11%"  Straight  Crank 

7  IS*/,."     X     l^^/u"       Strai^t 
Crank 

8  Center  Pin,  1%" 

9  Cotter 


^3"H. 


U-r— •■♦"-J 


♦Figs.  1149-1162.    Horizontal  Cranks,  Straight  Arm  Compensators  and  Stands. 


1^ 


^ij^ 


Figs.  1163-1164.    Details  of  Transverse  Pipe  Carrier.     New  York  Central  &  Hudson  River. 


around    chain    wheels    (Figs.    1339-1898).     These    are    mounted    on  come    that    of    the    spectacle   and   counterweigfat  6    when   rigtal  if 

foundations  like  cranks.     The  chain  is  fastened  to  the  wire  by  wire  clear.     Wires  are  hooked  to  the  ends  of  disengaging  Icrer  8  «^ 

eyes  and  split  links  (Figs.  1291-1298).  rests  in  link  7.     This  is  done  instead  of  connecting  dirept  to  bslsnee 

A  wire  compensator  is  shown  in  Figs.  1887-1888.     Weight  14  at  lever  5,  so  that  should  the  back  wire  break,  the  right  band  cod  d 

end   of   lever   18,   which   carries    chain    wheels,   takes   up   all   slack  lever   8  will  rise  through  link  7  until  the  lever  aisamet  a  ad^ 

in  wires  and  keeps  them  taut     The  weight  of  14  is  able  to  over-  vertical    position,   when   it  will   allow  the  pulling  wire  to  slip  ^^ 


INTERLOCKING,  Mechanical;  Details  of  Construction.         Figs.  1165-1x84. 


♦Figs.   1165-1184.     Deflecting  Bars  and   Radial   Arms. 


Names   of   Parts,   Deflecting   Bars  and  Radial  Arms.    Figs.  1165-1184. 


Vertical  Deflecting  Bar 

Group  of  Three  Vertical  DcHect- 

ing  Bars 
Horizontal  Deflecting  Bar 
Group  of   Three  Horizontal  De- 
flecting Bars 
Short  Horizontal  Deflecting  Bar 
Group  of  Three  Short  Horizon- 
tal Deflecting  Bars 
Deflecting  Stand,  Tzvo  JVay 
Deflecting  Stand,  Three  Way 
Radial  Arm  and  Stand,  One  Way 
Radial  Arm  and  Stand,  Tzvo  Way 
Radial   Arm    and   Stand,    Three 

Way 
Wrought  Jaw  for  G  and  H 
Vertical  Deflecting  Bar  Frame 


2 

Horizontal  Deflecting  Bar  Frame 

17 

Link 

3 

Short  Horizontal  Deflecting  Bar 

18 

9"  Radial  Arm 

4 
5 

Frame 
Deflecting  Stand  Base,  Two  Way 
Deflecting    Stand    Base.     Three 

Way 

19 
20 
22 

11%"  Radial  Arm 

14U«"   Radial  Arm 
Bolt 

6 

Radial  Arm  Stand,  One  Way 

25 

Pin 

7 

Radial  Arm  Stand,  Tu'o  Way 

26 

Center  Pin  for  M 

8 

Radial  Arm  Stand,  Three  Way 

27 

Center  Pin  for  K 

9 

Cover  for  Short  Deflecting  Bar 
Frame 

28 
29 

Center  Pin  for  J 
Jazv  Pin  for  N 

10 

Cover  for  G 

30 

Roller  Pin 

11 
12 
13 
14 
15 
16 

Cover  for  H 

Cap  for  2 

Roller 

Washer 

Short  Radial  Rod 

Long  Radial  Rod 

31 
32 
33 
34 
35 

Cotter 

Cotter 

Cotter 

Spring  Washer 

Spacing  Washer 

l«l) 


Figs.  1185-1197 


INTERLOCKING,  Mechanical;  Details  of  Construction. 


^ /2- 


>. , 

♦Figs.   1185-1186.     Compensator  Foundation;   Iron   Piers 
Set  in  Concrete. 


' 

-f. 

"1 

■^.^^■-A 

1 

LJ 

1 

♦Figs.   1187-1188.     Cast   Iron   Pier  for 

Concrete   Foundation,    Illinois 

Central. 


♦Figs.   1189-1101.     Crank  and  Chain  Wheel  Foundations;   Tron  Piers  Set  in  Concrete. 
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*Figs.  1192-1193.    Pipe  Carrier  Foundations;  Wooden   Tops,  Bolted  to  Iron  Piers,  Set  in  Concrete. 


•^::a 


» ••  I      T       11  I 

►  U_J t U.J 


-34^"- 


»*  *"^  I  j  /Heads  Cot/nfersunk 


^^'S^ 


'>AA> 


ill  I         I'l 

11  I  I  ■     ' 


HI  I  I         Mill 

II    »    > — \    w    \'  '. 


Bhx^'L^^^ 


"^      T-i 


%;  ii  i 
f>  It-' 


ii  ; 
>i 

ILJ 


± 


IhacfffTfensiontobtincrtaaedef 
-for  each  additnnafnjn  ofppe. 


i* -J»i'  9fiofB  miy -A 

Figs.  1194-1196.     Standard  Pipe  Carrier  Foundation, 
with  Concrete  Base.     New  York,  Ontario 
&  Western. 


Fig.  1197.     Standard  Clearance  for  Pipe  Lines.    NeW 
York  Central  &  Hudson  River. 

(UD 


INTERLOCKING,  Mechanical;  Details  of  Construction. 


Figs.  1198-X21X 
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Figs.   1198-120').     Concrete   Fotindations.     Michigan  Central. 


1206.     Pipe   and   Wire    Carriers   and    Concrete    Founda- 
tions.    The  Buffalo  Railway  Supply  Company. 


Figs.  1207-1208.    Double  and  Single  Deck 

Anti-friction  Pipe  Carriers.   T.  George 

Stiles  Company. 


Figs.  1200-1211.     "Universal"  Anti-friction  Pipe  Carriers.    T.  George 
Stiles  Company. 


le  hook  at  its  left  hand  end,  permitting  lever  13  with  its  weight 
•op  harmlessly  instead  of  pulling  the  signal  clear, 
igs.  1133-1136  show  another  type  of  wire  compensator,  which 
aced  at  the  interlocking  machine  and  is  bolted  to  the  machine 
e.  It  consists  of  a  rack  and  two  pinions,  each  carrying  a 
:kct  wheel  mounted  in  a  suitable  frame.  The  rack  is  con- 
.'d  to  the  tail  lever  as  shown.  At  each  end  of  the  rack  half 
teeth  are  cut  away  for  a  short  distance,  so  that  in  either  ex- 
e    position    only    one    pinion    is    engaged.      Over    each    sprocket 


wheel  is  hung  a  sprocket  chain  D.  One  end  of  one  chain  is  con- 
nected to  the  signal  pulling  wire  and  one  end  of  the  other  to  the 
signal  back  wire.  ,The  two  sprocket  chains  arc  connected  together 
by  means  of  a  piece  of  proof  chain  E,  on  which  travels  a  weighted 
wheel  F.  The  weight  H  is  heavy  enough  to  take  up  all  ordinary 
slack  in  the  wire  but  is  not  heavy  enough  to  pull  the  signal  clear 
in  case  the  back  wire  should  break.  When  the  apparatus  is  in  the 
normal  position  the  pinion  carrying  the  back  wire  sprocket  is  en- 
gaged   with    the   rack.     The   weight    now   takes   up   all   slack  in   the 


Figs.  1212-X250 


INTERLOCKING,  Mechanical;  Details  of  Construction. 


<-J^I< 2^- >l 

Fig.  1212.     Rail  Pipe  Support.     Michigan  Central. 


Names  of  Parts;  Figs.  1213-1241. 

A  One  Way  Plain  Pipe  Carrier 

B  Two   Way  Plain  Pipe  Carrier 

C  One  Way  "Universar  Pipe  Carrier 

D  One   Way  Anti-Friction   Pipe   Carrier 

E  Two  Way  Anti-Friction  Pipe  Carrier 

F  One  Way  "Universal"  Pipe  Carrier 

G  Transverse  Pipe  Carrier,  One   Way 

H  Special  One  Way  Anti-Friction  Pipe  Carrier  for  Fast- 
ening to  Ties 

K  Two  Way  Transverse  Pipe  Carrier 

L  One  Way  Transverse  Pipe  Carrier 

M  Adjustable  Pipe  Guide 

N  One  Way  Rail  Clip   Transverse  Pipe  Carrier 

P  Rail  Clip  Pipe  Carrier 

Q  Strap  Pipe  Carrier 

R  Strap  Pipe  Carrier 


Q  R 

♦Figs.   1213-1241.     Pipe  Carriers. 
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Figs.  1242-1243. 


"Y^:r' 


Fs=^ 


vO/ 


Figs.  1244-1246. 


Left. 


Right. 


0 
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J 


Figs.  1246-1247. 


Fig.  1249. 
♦Figs.  1242-1250.     Switch  Point  Lugs. 


Fig.  1250. 
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INTERLOCKING,  Mechanical;  Details  of  Construction.  Figs.  1251-1271 
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♦Figs.  1251-1271.    Switch  Point  Lugs. 


Figs.  1272-1274 
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Fig.  1272.    Pipe  Lines  Crossing  Track. 


Fig.  1273.     Single  Wire  Stuffing  Box. 
Railroad  Supply  Company. 


Fig.     1274.      Double     Wire     Stuffing 
Railroad  Supply  Company. 


Table  of  Lengths  for  Connecting  Cranks  and  Compensators.    See  Figs.  1282-1284. 


Temp. 

neg. 

LciiKths 

of  P 

ipe  Line 

in  Feet. 

' 

Fahr. 

100 

151) 

200 

250 

300 

350 

400 

450 

.1 

120 

% 

iS 

IV4 

1% 

Hi 

2y4 

2ft 

2% 

1  - 

110 

A 

W 

m 

1% 

Hi 

H8 

2y4 

2Vi 

r  " 

100 

Vi 

% 

H 

1ft 

1ft 

Hi 

Hi 

2ft 

3^ 

v   ** 

90 

% 

% 

)i 

1 

1ft 

1% 

1% 

HI 

/    5* 

80 

A 

% 

% 

\\ 

W 

1% 

iy4 

1ft 

u 

70 

% 

% 

% 

% 

% 

il 

ii 

1ft 

1 

60 

A 

% 

ft 

% 

y-i 

ft 

% 

% 

1 

50 

A 

% 

ft 

ft 

% 

y4 

ft 

% 

/ 

40 

Mean 

^ 

30 

A 

% 

ft 

ft 

y* 

y4 

ft 

% 

] 

20 

ft 

y* 

ft 

% 

Vi 

ft 

% 

% 

y 

10 

H 

% 

% 

% 

% 

ii 

ii 

1ft 

1  =■ 

0 

ft 

i/i 

% 

ii 

)» 

1% 

1^4 

1ft 

—10 

% 

% 

i8 

1 

1ft 

1% 

1% 

Hi 

1     <^ 

—20 

% 

% 

\l 

1ft 

1ft 

Hi 

Hi 

2ft 

1    ^ 

-30 

ft 

\% 

IVi 

1% 

Hi 

Hi 

2y4 

2% 

-40 

% 

\% 

iy4 

1% 

HJ 

2y4 

2ft 

2'A 

/ 

Note. — The   figures   in    this  table   are   approximately  correct.     The  basis  is  .008"  on  every  100'  for  1"   F.  variation  in  temperature. 
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Figs.  1275-1284 


*Figs.  1275-1278.     Special  Lugs  and  Attachments  for  Changing  from  Pipe  to  Wire  Connections. 


Wames  of  Parts,  Special  Lugs  and  Attachments,  for  Changing  from  Pipe  to  Wire;  Figs.  1275-1278. 

A  With  Tang  End  Rod 

B  With  law 

C  With  Jaw  and  Tang  End;  One  Wire 

1  Lug  with  Tang  End  and  Eye 

2  Lug  ziith  Jaw  and  Eye 

3  Lug  with  Tang  End  and  Jaw 


4  One- Way  Special  Wheel 

5  Pipe  Carrier 

6  Chain 

7  Wire  Eye 

8  Split  Link 

9  Shackle 


H 


-7H 


'S 


♦Figs.  1279-1281.     Wheels  for  Changing  from  Pipe  to  Wire.     See  Figs.  1275-1278. 
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Figs.   1282-1284.    Diagrams  Showing  Effects  of  Temperature  Changes  on  Cranks  and  Compen- 
sators in  Pipe  Lines.    (Sec  Table  on  Opposite  Page.) 


Figs.  1285-1333 
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Shackle. 


Figs.    1285-1286.    Splice    and    Method    of   Attaching  Adjustable 


Adjustable 
J        Connector, 
with 


Wire  Eye  to  Wire.     New  York  Central. 


Connector.  Shackle.  Split  Link. 

♦Figs.  1287-1298. 


Double 
Shackle. 
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♦Figs.  1299-1300.    Wire  Adjusting  Screws. 
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♦Figs.  1301-1303.    Wooden  Stake  for  Wire  Carriers. 
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♦Figs.  1304-1328.     Wire  Carriers. 


Figs.  1329-1330. 
Core  j,\ 


'29i- 


f ^'. ^ 


Figs.  1331-1332. 

Figs.  1329-1332.    Two-Way  Adjustable  Wire  Carrier  and  Cast  Iron  Stake.     Buffalo  Railway 

Supply  Company. 
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Figs.  1333-1338 


Names  of  Parts  of  Wire  Compensator;  Figs.  1383-1886. 


A 

Pin 

F 

Wheel 

B 

Connecting  Rod 

G 

Pin 

C 

Roller 

H 

Weight 

D 

Sprocket  Chain 

K 

Pin 

E 

Proof  Chain 

L 

Pin 

M  Stand 

N  Sprocket  Wheel 

P  Pin 

Q  Rack 


Names     of  Parts  of  Wire  Compensator;  Figs.  1337-1338. 


!CKKttX><M^>»)>^    ^  ^^^^^^^  Lrzrr  Bracket    8  Disengaging  Lever 

■- ^   2  Half'Clamp  9  Chain  Wheels 

3  Pin  10  Side  Bracket 

4  Bolt  11  Chain  Wheel  Pin 

5  Balance  Lever  12  Bolts 

6  Counterweight  13  Compensator  Lever 

7  Link 


14  Compensator  Counterweight 

15  Compensator  Lever  Bracket 

16  Pin 

17  Bo/r 

18  Front  Half  of  Clamp 

19  Back  Half  of  Clamp 

20  Clamp  Bolt 


'igs.    1333-1336.    Wire    Compensator.     The 
General  Railway  Signal  Company. 


♦Figs.   1337-1338.     Wire   Compensator. 


wire.  Movement  of  the  lever  brings  the  rack  into  engage- 
th  the  other  pinion  also,  and  clears  the  signal.  When  in  the 
erse  position  the  back  wire  sprocket  pinion  is  disengaged 
weight  takes  up  all  slack  in  the  back  wire.  When  the 
sntract  the  reverse  action  takes  place,  the  weight  of  H 
icb  that  it  will  be  lifted  if  a  wire  is  too  tight. 
,  1477-147&  illustrate  a  method  by  which  a  single  wire 
lay  be  adjusted  by  the  signalman  to  changes  in  temperature. 

BOLT  LOCKS. 

customary  to  bolt  lock  all  high  speed  signals  with  facing 

ritcbes  in  the   route   governed,   so   that   should    the   switch 

irrong   or   be   partially   open,   on   account  of  broken   switch 

g   point   lock  connections,   the  signal   could  not  be  cleared. 


A  bolt  lock  (Figs.  1451-1470)  consists  of  two  notched  bars  work- 
ing at  right  angles  to  each  other  in  a  frame.  One  rod  is  con- 
nected to  the  switch  point  and  the  other  forms  part  of  the  line  to 
the  signal.  The  notches  are  so  arranged  that  unless  the  switch 
is  set  right  the  signal  bar  cannot  move,  and  after  the  signal  has 
been  cleared  its  bar  locks  the  switch  bar  so  that  the  switch  cannot 
be  moved  until  the  signal  has  been  restored  to  the  normal  position. 

An  English  device,  known  as  a  "point  detector  and  restorer," 
is  shown  in  Figs.  1471-1473.  It  is  essentially  a  bolt  lock  for  tue 
with  wire  connected  signals  when  only  one  wire  b  used.  E  is  the 
bar  Attached  to  the  twitch  point,  having  a  notch  and  interlocking 
with  notched  bar  C  as  in  American  practice.  C  is  connected  in 
the  signal  line.  Bar  A  is  operated  by  the  pipe  line  for  the  facing 
point  lock.      Block  D   is   set   into  a  notch  in   bar   C,  and  block   B 


Figs.  1339-1376 
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Fig.  1352. 

♦Figs.  1351-ia52.     Gain  Stroke 
Chain  Wheels* 
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♦Figs.  1339-1350.     One,  Two  and  Three  Way  Horizontal  Chain  Wheels. 
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♦Figs.  1353-1362.    Types  of  Tandem  Horizontal  Chain  Wheels. 
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♦Figs.    1363-1370.     Multiple    Homontal 
Chain  Wheels. 
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♦Figs.  1371-1376.    Types  of  Vertical  Chain  Wheels. 
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Figs.  1377-1416 
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♦Figs.   1381-1388.     Types  of  Vertical   Chain  Wheels. 
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♦Figs.  1399-1401.   Arms  for 
Square  Rocker  Shafts. 


rs.    1377-1380.     Roller    Bearing    Horizontal 
Chain  Wheel. 
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♦Fig.     1402.      Journal    for 
Square  Rocker  Shafts. 
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''Figs.  1403-1405.   Arms  for 

Hexagonal  Rocker 

Shafts. 
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►Figs.    1406-1407.    Journal 
for  Hexagonal  Rocker 
Shafts. 


♦Figs.  1389-1398.    Types  of  Single  Vertical  Chain  Wheels. 


jQ a^ 


♦Figs.  141M413.    Rocker  Shaft  Bear- 
ings for  Square  Rocker  Shafts. 
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♦Figs.   140S-1410.     Rocker  Shaft    Bearing  for  Use  Between  Ties. 
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♦Figs.   1414-1416.     Rocker  Shaft 
Stands. 


Figs.  141 7-1432 
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♦Figs.  1417-1432.    Types  of  Box  Wheels. 
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INTERLOCKING,  Mechanical;  Details  of  Construction. 


Figs.  1433-1443 


Figs.  1433-1441.    Oil  Crank  Boxes,  Oil  Pipe,  Stuffing  Boxes  and  Plungers. 
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♦Figs.  1442-1443.    Box  Crank,  Cotters  Below  Frame. 


Figs.  1444-1450 


INTERLOCKING,  Mechanical;  Details  of  Construction. 


♦Figs.  1444-1448.    Separate  Pin  Leadout  Cranks. 
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♦Figs.  1449-1450.     Box  Crank,  Cotters  Above  Frame. 
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Figs.  1451-1467 


Names    of   Parts,    Bolt    Locks; 
Figs.  1451-1468. 

A    One-Way     Bolt    Lock,    Pipe 

Connected 
B     Ttvo-Way    Bolt    Lock,    Pipe 

Connected 
C     Three-lVay    Bolt    Lock,    Pipe 

Connected 
D     One-Way    Bolt    Lock,    Wire 

Connected 
E    Tivo-Way    Bolt    Lock,    Wire 

Connected 
F     Three-Way    Bolt   Lock,   Wire 

Connected 

1  One- Way  Stand 

2  Two-Way  Stand 

3  Three-Way  Stand 

4  Switch-Bar  for  One  or  Two- 

Way  Stand 

5  Switch- Bar    for     Three-Way 

Stand 

6  Signal- Bar  for  Pipe   Connec- 

tion 

7  Signal-Bar  for  Pipe  Connec- 

tion, Right-Hand  Beveled 

8  Signal-Bar  for  Pipe  Connec- 

tion,   Left- Hand   Beveled 

9  Signal-Bar  for  Wire  Connec- 

tion 

10  Signal-Bar  for  Wire  Connec- 

tion, Right-Hand  Beveled 

11  Signal-Bar  for  Wire  Connec- 

tion,  Left-Hand   Beveled 

12  Shackle 

13  Pin 
15     Cotter 


♦Figs.  1451-1462.    Bolt  Locks. 
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Figs.   14(53-1467.     Two-Way   Bolt  Lock  Details.     Michigan  Central. 


DC 


— i 
i 


Figs.  1468-1476 
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Figs.  1468-1470.    Point  Detector  or  Bolt  Lock.    Great 
Western  Railway  of  England. 
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Names  of  Parts,  Point  Detector  and  Restorer; 
Figs.  1471-1473. 
A    Facing  Point  Lock  Bar 
B    Block  in  A 
C    Signal  Bar 
D    Block  in  C 
E    Szintch  Bar 


cr 


:z?[Ho) 


Figs.  U71-1473.    Point  Detector  and  Restorer.    Great  Western  Railway  of  England. 
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Figs.  1474-1476.    Ground  Lock.    Great  Western  of  England. 


into  a  notch  in  bar  A.  When  the  switch  is  locked  bar  A  is  pushed 
in,  carrying  block  B  with  it.  The  signal  can  then  be  cleared.  If, 
when  the  signal  lever  is  put  normal,  the  bar  C  should  not  make 
sufficient  stroke  to  release  £,  the  block  B  would  strike  against 
block  D  when  the  switch  was  unlocked,  thus  forcing  C  through 
the  remainder  of  its  stroke  and  releasing  E.  This  device  therefore 
automatically    overcomes    the    effects    of    contraction    between    the 


lever   and  the  bolt  lock,  and  of  slack  wire  between  the  bolt  lock 
and  the  signal. 

SELECTED  SIGNALS. 

Several  signals  may  be  operated  from  one  lever  by  means  rf 
selectors,  the  signal  cleared  depending  upon  the  position  of  tbc 
various    switches.     Figs.    1482-1483    show  a  perspective   view  of  * 


INTERLOCKING,  Mechanical;  Details  of  Construction. 


Figs.  1477-1481 


Attaching  He/p  tYe/ghf 
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Figs.  1477-1478.     Single  Wire  Compensator  and  Leadout  Arrangements.     Great  Western  of  England. 


Signal  at  Stop. 


Signal  at  Caution,  Signal  at  Clear. 


Figs.    1479-1481.     Method    of    Operating    a    Three- 
Position  Signal  from  Two  Levers.     Baltimore 
&  Ohio. 


Figs.  1483-1483 
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Fig.  1482.    Wire  Connected   Cabin  Hook  Selector.    The  Union  Switch  &  Signal  Company. 
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Fig.  1483.     Track  Diagram  Showing  Application  of  Selector  Illustrated  in  Fig.  1482. 
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Figs.  1484-1488 


?s.    1484-1488.     Layout   Showing   Saxby   &   Farmer   Interlocking  Machine  in    Cabin,  with    Rocker  Shaft  and 

Box  Wheel  Leadout. 


Figs.  1489-1493 


INTERLOCKING,  Mechanical;  Details  of  Construction. 


ii 


*Figs.  1489-1493.     Layout  Showing  Saxby  &  Farmer  Interlocking  Machine  in  Cabin,  with  Box  Crank  and  I 

Wheel  Leadout. 


INTERLOCKING,  Mechanical;  Details  of  Construction.  Figs.  1494-1497 
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♦Figs.   1494-1496.     Layout   Showing   Deflecting   Bar   Leadout. 


Fig.  1497.     Inverted  Rocker  Shaft  Leadout  and  Double-Deck   Pipe   Line.     Delaware, 

Lackawanna  &  Western. 


Figs.  1498-1505 
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Figs.  1498-1500.     Single  Wire  Mechanical  Slot.     Great  Western  of  England. 


♦Figs.  1501-1502.     Mechanical  Slot. 


♦Figs.  1503-1504.     Mechanical  Slot, 
Johnson  Type. 


Fig.  1505.    Lifting  Derail.   Railro: 
Supply  Company. 


Names  of  Parts,  Mechanical  Slot;  Figs.  1501-1502. 


1  Slot  Guide 

2  Slide 

3  Tap  Bolt 


4  Right  Hand  Vertical  Slide 

5  Rivet  Stop 

6  Screw  Jazv 


7  Connecting  Rod 

8  Roller 

9  Cover 


Names  of  Parts,  Johnson  Type  Mechanical  Slot;  Figs.  1508-1504. 


2    Slot  Case  and  Coiner 

5    Left  Hand  Vertical  Slide 


6  Right  Hand  Vertical  Slide 

7  Coupling  Rod 


8    Roller 
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INTERLOCKING,  Mechanical;  Details  of  Construction.    Hayes  T.  A.  Co.    Figs.  1506-1514 


Fig.  1506.     Derail  Open. 


Fig.  1507.     Derail  Lifting. 


Fig.  1508.     Derail  Dropping.  Fig.  1509.     Derail  Closed. 

Figs.  1506-1509.     Hayes  Derail,  Successive  Positions. 


Fig.   1510.     Hayes    Derail   Open. 


Fig.    1511.     Hayes     Derail,    with    Extra    Connection 
for  Bolt  Lock. 


1512.     Hayes    Derail,  Pivoted  Type,  Open. 


Fig.  1513.     Hayes    Derail,  Pivoted  Type,  Closed. 


Fig.  1514.     Hayes    Lifting  Derail,  Operated  by  Hand  Throw  Switch  Stand. 


>k    tower    selector    and    a    track    diagram    showing    its    appli- 

The   signals    are    wire   connected.      The  pull    wires   arc    at- 

to   hooks   in  the   selector,    all    of   which,  except   that  to   arm 

normally  disengaged    from   the   dog  at   the   end    of   the   rod 

i    by   lever    No.    1.      When    switch    4    is    reversed    A    is   dis- 

and   B  is  engaged  by  the  action   of  the  cam   on   the  shaft 

I   by   lever   4.      When   3   and    4   are  both    reversed   B   is  dis- 

.  and  C  engaged.     Reversal  of  2,  3  and  4  disengages  C  aud 

D.     A  similar  arrangement  ran  be  used  with  pipe  connected 


LEADOUTS. 

The  leadout  or  arrangement  of  apparatus  by  which  the  oper- 
ating connections  arc  carried  from  the  machine  out  of  the  tower 
consists  of  a  foundation  or  platform  forming  an  extension  of  the 
tower  floor  and  the  leadout  devices  which  are  mounted  thereon. 
These  may  consist  of  rocker  shafts,  Figs.  1484-1488.  box  cranks. 
Figs.  1489-1493,  deflecting  bars.  Figs.  1494-1496,  on  any  combination 
of  the  three.  The  rockers  may  be  inverted  where  clearances  de- 
raand  (Fig.   1497).     Rocker  shafts  are  made  of  hexagonal  or  square 


Figs.  1515-1520 
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Fig.  1515.     Hayes  Derail  Operated  by  Electric  Switch  Movement.     Baltimore  &  Ohio. 


Figs.    1516-1517.     Anderson-Bevan    Derail.     General    Railway    Signal    Company. 
Numbers  Refer  to  List  of  Names  Above. 


Names  of  Parts;  Sc^otej 
Block;  Figs.  1518-19Ja 

1  Bearing 

2  Wedge  Block 

3  Tang  End  Jaw 

4  %"  X  5"  Bolt 

6  1"  xS"  Bearing  Shaft 

6  Pin 

7  Washer 

8  Cotter 


0 


Fi^^.  J 018- 1520.     Scotch  Block. 


\J 


8te«l  bars  mounted  in  bearings  Figs.  1408*1416.  They  carry  arms  to 
which  the  vertical  rods  and  pipe  lines  are  attached.  A  box  crank 
ii  a  frame  in  which  a  number  of  cranks  are  mounted  (Figs.  1442* 
1450).     A   box   crank   leadout   requires  more   space   than   a    rocker 


shaft  leadout,  but  is  more  accessible.  Where  box  cranks  are  toed 
the  vertical  rods  must  be  attached  to  vertical  cranks  (Figs.  1017* 
1022).  Separate  pin  leadout  cranks  (Figs.  1444-1448)  are  soow- 
times  used.  Deflector  bar  leadouts  are  seldom  used.    They  take  «P 
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Figs.  1521-1538 
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Figs.  1 529-1 532 


INTERLOCKING,  Mechanical;  Details  of  Construction. 


Numbers  Refer  to  List  of  Names  of  Parts 
on  Following  Page. 


♦Figs.  Ip53!  1531  Three-Arm  Iron  Pipe  Fmt 
Mechanical  Interlocking  Bracket  Signal 


*Figs.  lo-2J>-lo30.     Thrcc-Arm    Lattice   Post   Mechanical   Inter- 
locking Bracket  Signal. 


less  room  than   any  other  style  of  leadout  appliance  but  are  some- 
what liable  to  develop  lost  motion. 

OIL  PIPES 

Where    it    is    necessary    to    run    pipe    lines    under    ground,    as 

through  a  street,   it  is  customary  to  enclose  the  1    in.   pipe  in  2   in. 

or    2^    in.    galvanized    pipe    filled    with    oil.      Stuffing    boxes    and 


plungers  are  provided  at  the  ends  to  prevent  the  oil  from  esc»P 
and  cranks  are  mounted  in  oil  boxes.  The  weight  of  the  eartb 
the  large  pipe  is  upually  sufficient  to  hold  it  in  line,  no  foundati 
being  necessary  (Figs.  14331441).  When  it  is  desired  to  nin«^ 
under  ground  galvanized  pipe  is  used  and  stuffing  boxes  (F 
1273-1274)    are  provided. 

(« 
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Names  of  Parts,  One  Arm  Iron  Pipe  Post  Mechanical   Interlocking  Signal;  Figs.  1521-1524. 

19  Balance  Lever  Stand  with  Clamp 
for  Pipe  Connected  Signal 

19 A  Balance  Lever  Stand  with 
Clamp  for  Wire  Connected 
Signal 

20  Screw  Jaw 

21  Pinnacle 

22  Signal  Wheel  Clamp 

23  Signal  Wheel 

24  Ladder  Sta\  Bolt 


Iron  Pipe  Post 

10 

Ladder  Clamp 

Blade 

Ladder  Stay 

S'^maphore  Bearing 

Ladder  Stay 

S'pcctacle 

Ladder  Stay 

Back  Spectacle 

Ladder  Foundation 

Semaphore    Shaft 

Pipe  Guide 

Z^amp  Bracket 

Pipe  Guide 

JL^mp  Bracket  Clamp 

Up  and  Down  Rod 

IL^adder 

Up  and  Down  Rod 

Names  of  Parts,  Two  Arm  Iron  Pipe  Post  Mechanical  Interlocking  Signal;  Figs.  1525-1528. 

21 .  Two  Way  Balance  Lever  Stand 
with  Clamp  for  Wire  Con- 
nected Signal  ' 

22  Two  Way  Balance  Lever  Stand 
with  Clamp  for  Wire  Con- 
nected Signal 

23  Two  Way  Signal  Wheel 

24  Signal  Wheel  Clamp 

25  Pinnacle 

26  Screw  Jaw 

27  Ladder  Stay  Bolt 


Iron  Pipe  Post 

12 

Ladder  Stay 

Blade 

13 

Ladder  Stay 

Semaphore  Bearing 

14 

Ladder  Stay 

Spectacle 

15 

Ladder  Foundation 

Back  Spectacle 

16 

One  Way  Pipe  Guide 

Semaphore  Shaft 

17 

Two  Way  Pipe  Guide 

I-Mmp  Bracket 

18 

Two  Way  Pipe  Guide 

Lamp   Bracket  Clamp 

19 

Up  and  Down    Rods    for    Pipe 

JLadder 

Connected  Signal 

I^adder  Clamp 

20 

Up  and  Down    Rods   for    Wire 

I^adder  Stay 

Connected  Signal 

Names  of  Parts,  Three  Arm  Iron  Pipe  Post  Mechanical  Interlocking  Bracket  Signal;  Figs.  1531-1532. 


Main  Iron  Pipe  Post 

I  Iron   Pipe    Doll   Post    for    One 

Arm 
Iron    Pipe    Doll   Post   for    Ttvo 
Arms 
V     Blade 

5  Spectacle 

6  Semaphore  Bearing 

7  Semaphore  Shaft 

8  Back  Spectacle 
8    Lamp  Bracket 

10    Lamp  Bracket  Clamp 

II  Pinnacle 

18  Short  Doll  Ladder 
^3  I^ong  Doll  Ladder 
*    ^oil  Ladder  Clamp 


15  Doll  Ladder  Stay 

16  Main  Ladder 

17  Main  Ladder  Stay 

18  Main  Ladder  Stay 

19  One  Way  Pipe  Guide 

20  Three  Way  Pipe  Guide 

21  Main  Up  and  Dozvn  Rods 

22  Doll  Up  and  Down  Rods 

23  One  Way  Doll  Crank  Stand  with 

Clamp 

24  Two  Way  Doll  Crank  Stand  with 

Clamp 

25  Three    Way    Crank   Stand   with 

Clamp 

26  Three  Way  Balance  Lever  Stand 

27  Balance  Lever  Stand  Clamp 


28  Hand  Rail 

29  Doll  Sockets 

30  Cross  Tree  Clamp 

31  Connecting  Rod 

32  Crank 

33  Guy  Rod  and  Pipe  Knee  Clamp 

34  Guy  Rod  Strut 

35  Guy  Rod 

36  Pipe  Knee 

37  Platform 

38  Cross  Tree  End  Cover 

39  Ladder  Foundation 

40  Screzv  Jaw 

41  Ladder  Staybolt 


Names  of  Parts,  Three  Arm 

lattice  Post 
^    ^^on    Pipe   Doll  Post   for    One 
Arm 

^^Oft    Pipe   Doll   Post    for    Ttvo 
Arms 

^iode 

•^tcctacle 

"^^f^taphore  Bearing 

'^^maphorc  Shaft 

^^ck  Spectacle 

^-<^ntp  Bracket 

^-fititp  Bracket  Clamp 

binnacle 
•     ^oli  Ladder 
^     ^oll  Ladder  Clamp 
^^    J^oll  Ladder  Stay 
\^     Main  Ladder 


Lattice  Post  Mechanical  Interlocking  Bracket  Signal;   Figs.  1529-1580. 


16  Main  Ladder  Stay 

17  Main   Ladder  Stay 

18  Pipe  Guide 

19  Pipe  Guide 

20  Main  Up  and  Down  Rod 

21  Doll  Up  and  Down  Rod 

22  One  Way  Balance  Lever  Stand 

23  Ttvo   Way  Balance  Lever  Stand 

24  One  Way   Vertical  Crank 

25  Crank  Stand  Pin 

26  Crank 

27  Washer 

28  Anchor  Bolt 

29  Right  Hand  Base  Clamp  for  Doll 

Post 
29A  Left  Hand  Base  Clamp  for  Doll 
Post 


30  Right  Hand  Filler  Channel  Iron 

for  29 

31  Cast  Iron  Filler  Block  for  22,  23 

or  34 

32  Tie  Bolt 

33  Eye  Bolt 

34  Special  Three  Way  Crank  Stand 

35  Crank 

36  Connecting  Rod 

37  Screw  Jaw 

38  Hand  Rail 

39  Platform 

40  Bolt 

41  Ladder  Foundation 

42  Anchor  Bolt 

43  Ladder  Stay  Bolt 


<W) 


Figs.  1533-1553 
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♦Figs.  1533-1534.     Balance  Levers. 
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♦Figs.    1539-1547.     Clamps  and      Clamp   Crank   Stands  for  Iron 
Pipe  Posts. 


♦Figs.  1535-1538.    Types  of  Signal  Wheels. 
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Figs.  1550-1551.    Target  and  Stand,  Some- 
times Used  in  Place  of  Pot  Signals. 
New  York  Central  &  Hudson  River. 


Fig   IMft      Flfctro-Pneumatic  Hiprh  Sif^nal,  Fitted 

to  be  Operated  by  Wife.     Pcttnsylvama 

Railroad. 

Note. — Fig»-  1649  and  1&52  1&59  show  how  dcctr^?- 
pneumalic  ^ignfil^  with  mAchnnism  reifiove<1  may  he  ot^cr- 
ated  its  mectianica]  signal* ^  thus  itiakirtff  one  form  of  ap- 
paratus icrve    (or   two  kinds  of  interUHJcine. 


•■Fig.   1549.     Coun- 
terweight. 


Fig-      1552.      Electro- Pneumatic     Dwarf 
Signal,  Fitted  for  Pipe  Operaliotl. 
Pennsylvania  Railroad. 


JEH^^CM^r--^ 


Fig,      1553.     Electro- Pneumatic      Dwarf 

Signal,  Adapted  to  be  Worked  by 

Wire.     Pennsylvania    Railroad. 
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Fig*.  1554-X559 


1554-1555.    Single  Wire  Dwarf  Signal  and  Point  Detector  Combined.    Great  Western  of  England. 


Hames    of    Parts,    High 
and  Low   Pot    Sig- 
nals; Figs.  1667-1659. 

Stand 

Top  Bearing  Bushing 

Collar 

Vertical  Shaft 

Lamp  Base 

Crank  Bushing 

Adjustable  Eye  Bolt 

Tap  Bolt 

Stop  Target 

Clear  Target 


1556.    Compensating  Dwarf  Signal. 


♦Figs.   1557-1559.  Types  of  Pot  Signals. 


MECHANICAL  SLOTS. 

W'hcrc  it  is  desired  to  control  one  signal  from  two  interlocking 
nines  mechanically,  a  slot  such  as  is  shown  in  Figs.   1601-1502, 

be  used.  This  consists  of  a  slide  2  moving  in  guides  oti  casting 
l>c  latter  being  fastened  to  the  signal   post.     Two  vertical   rods, 

operated    from    each    interlocking    machine,    move    in    2.      The 

lection    to    the  semaphore   casting   is  attached   to   the   top   of   2. 

vertical    rods    strike    against    roller    8    when    raised.      If    only 

rod  is  raised  the  roller  will  move  to  one  side  out  of  its  path; 

if  both  are  raised  together,  or  one  is  raised  while  the  other 
already   up,    the   roller    will    strike  against    the   lug   above   it   and 

whole  slide  2  will  move  upward  and  clear  the  signal.  Stops  5 
age  the  bottom  of  slide  2  and  assure  its  return  to  normal  posi- 
»  when  either  rod  is  lowered.  Lug  4  is  used  when  the  slot  is 
Hed  to  a  double  arm  home  and  distant  signal,  when  the  home  is 
trolled  from  one  point  and  the  distant  from  another.  The 
le  signal  is  actuated  by  a  rod  attached  to  4  and  the  disUnt 
al  by  a  rod  attached  to  the  top  of  2.  Thus  the  distant  arm 
mot  be  cleared  while  the  home  arm  is  in  the  stop  position*    An- 

») 


other  style  of  mechanical  slot  is  shown  in  Figs.  1503*1504.  The 
case  1  is  fastened  to  the  signal  pole.  Rods  5  and  6  move  through  the 
case  which  acts  as  a  guide.  The  signal  up  and  down  rod  is  atUched 
to  the  swing  jaw  which  is  equipped  with  two  rollers  8  and  a  tri- 
angular lug.  Dogs  at  top  of  rods  5  and  6  strike  against  the 
rollers  when  raised.  Raising  of  one  rod  only,  pushes  8  over  to 
the  other  side  and  does  not  affect  the  signal.  Raising  of  both 
rods  together  or  separately  raises  the  up  and  down  rod  and  clears 
the  signal.  Dogs  on  the  ends  of  rods  5  and  6  engage  with  the 
triangular  lug  to  insure  that  the  signal  will  be  restored  to  the 
stop  position  when  either  rod  is  lowered.  The  upper  end  of  rod 
6  is  equipped  with  a  lug  to  which  the  home  signal  is  attached 
when  home  and  distant  are  on  same  pole,  as  explained  in  connec* 
tion  with  Figs.  1501-1502. 

Figs.  1479-1481  show  how  a  three-position  signal  may  be  oper- 
ated by  two  levers  and  one  pipe  line.  A  floating  lever  is  intro- 
duced between  the  two  machine  tail  levers,  and  to  this  the  pipe 
line  is  attached.  The  illustration  shows  the  position  of  the  appa- 
ratus corresponding  to  each  position  of  the  signal. 


Figs.  1560-1569 
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Names  of  Parts,  Dw^rf  Signals;  Figs.  1560-1563 


Iron  Pipi'  Post 
Iron  Pipe  Post 
Semaphore  B taring 
Blade 

Semaph ore  Bearing 
Spectacle 
Semaphore  Shaft 
Back  Spectacle 
Lamp  Bracket 


10 
11 
IS 
13 
14 
IS 
16 
17 


Up  and  Doti'ti  Rod 

Up  and  Down  Rod 

Base 

Pin 

Balance  Lever 

Countenveight 

Ci  t H  tt terju^e igh I  Bolt 

Scrctv  law 


♦Figs.   15()0-1561.     One-Arm  Dwarf  Signal. 


♦Figs.  1562-1563.     Two-Arm  Dwarf  Signal. 


Names  of  Parts,  One-Arm  Dwarf  Signals  with  Sprisi 
Attachment;  Figs.  1564-1667. 


1  Post  and  Base  13 

2  Crank  Bearing  14 

3  Semaphore  Bearing  15 

4  Spectacle  16 

5  Semaphore  Shaft  18 

6  Blade  19 

7  Disc  20 

8  Back  Spectacle  21 

9  Up  and  Doivn  Rod  22 

10  Lamp  Bracket  23 

11  Escapement  Crank  25 

12  Center  Pin  26 


Screiv  Jaw 

Guide  Stand 

Pin  and  Cotter 

Roller 

Operating  Shaft 

Spring  Plate 

Spring 

Trunnion  Block 

Double  Lug 

6-m.  Wheel  and  Stand 

Tap  Bolt 

Tap  Bolt 


Names  of  Parts,  Switch  Light  Stand;  Figs.  1568-16«i> 

1    Stand  3    Lamp  Sptndle 


2    Crank  Arm 


4    Dowel  Pin 


►Figs.    1564-1567.       One-Arm     Dwarf     Signal. 
Spring  Restoring  Attachment. 


with 


Vi^ 


♦Figs.   1568-1569. 


Switch    Light   Stand. 
DERAILS. 


When  it  is  desired  to  be  sure  that  a  train  will  not  run  pa.^t  a 
stop  signal  (as  in  the  case  of  grade  crossings,  drawbridges,  etc.). 
it  is  customary  to  provide  means  of  d'jrailing  the  train  if  it  should 
do  so,  by  using  some  form  of  derailing  switch.  This  often  consists  of 
one-hall  of  an   ordinary   split  point  switch;   that  is,   the  half  that   is 


closed  for  main  track  movements,  the  other  sids  of  the  track  beifl« 
a  continuous  rail.  There  are  other  ways  of  accomplishing  the  s»»* 
result. 

The  Hayes  derail  (Figs.  1506-1511)  consists  of  two  parts,  tbf 
derail  block  and  the  guide  box.  Both  parts  are  malleable  castinfi 
rigs.  1506-1509  show  successive  positions  of  the  block  while  bciK 
closed.  The  block  shown  in  heavy  shading  carries  four  guide  p««* 
h-c,  Fig.  1506,  two  on  each  side.  These  slide  in  cam  skits  in 
the  guide  box.  The  lug  i  rests  against  seat  e  when  the  deriH 
is  open  (Fig.  1506).  This  scat  takes  the  thrust  at  right  anjfks 
to  the  rail.  The  block  cannot  leave  the  rail  without  rising  al»« 
the  seat,  therefore  a  wheel  passing  over  the  block  only  serres  to 
hold  it  more  firmly  in  place.  Thrust  parallel  to  the  rail  is  taken  ^ 
the  guide  box.  There  are  2  lugs  d  with  holes  for  attachinf  to 
operating  and  locking  devices.  Fig.  1510  is  a  view  of  the  denil 
just  described  in  place.  Fig.  1511  is  a  slightly  heavier  design.  ^ 
has  an  eye  bolt  between  the  two  lugs  (shown  at  rf.  Fig.  1506),  to 
which  a  bolt  lock  or  switch  box  may  be  attached  independent  of 
the  lock  rod.  Figs.  1512-1513  show  a  different  model  designed  to 
be  operated  by  hand  only.  It  cannot  be  attached  to  an  operstinK 
rod.  The  two  castings  are  riveted  together,  the  derail  block  fflorim 
on   a  pivot. 

The  Anderson-Bevan  derail  (Figs.  1516-1517)  made  by  the  Gen- 
eral Railway  Signal  Company,  consists  of  a  derailing  block  monotcd 
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Figs.  1 570-1 579 


Figs.  l.")7<>-1571.     Compensating  Pot  Signal;  John&on 
Type. 

James  of  Parts,  Compensating  Pot  Signal,  Johnson    4 

Type;  Figs.  1570-1571. 

1    Stapid  6    Pin 

8    Stud  7    Roller 

S    Lamp  Base  8    Counh^m*cighf 

4  Set  Screu*  9    Stop  Holt 

5  Balance  Lever  10    Dozvel  Pin 

lames      of      Parts,      Two-Arm 

Dwarf    Signal    with    Restoring 

Springs;  Figs.  1578-1576. 

1  Combination   Base   and  Poie 

8  T1V0  Way  Crank  Stand 

8  Lower    Semaphore    Bearing 

4  Spectacle 

5  Semaphore  Shaft 

6  Blade 

7  Pinnacle 

8  Back  Spectacle 
8  Up  and  Doufi  Rod 

0  Lamp  Bracket 

1  Escapement   Crank 

2  Screw  Jaw 
S  Pin 

4  Two  Way  Guide  Stand 

5  Pin  with  Cotters 

8  Operating  Shaft  with  Eye 

9  Spring  Plate 

0  Spring 

1  Trunnion  Block 
S  Double  Lug 

3  B'in.  Chain  Wheel  and  Stand 

5  Tap  Bolt 

6  Tap  Bolt 


^Figs.  1572-1575.    Two-Arm  Dwarf  Signal,  with  Restoring  Springs. 


^ 


lames   of   Parts,   Special   Dwarf 
Signal  Movement;  Figs. 
1576-1577. 

1  Stand 

2  Stud  with  Cotter 

3  Escapement  Crank 

4  Trunnion 

5  Trunnion  Cap 

6  Bolt 

7  Rivet 

fames    of    Parts    of    Low    Pot 
Signal;  Figs.  1578-1579. 

1    Stand 

8  Crank 

3  Crank  Shaft 

4  Lamp  Base 

5  Tap   Bolt 

6  Stop   Target 

7  Clear  Target 


Figs.    1576-1577.     Special   Dwarf  Signal   Movement. 


♦Figs.  1578-1570.     Low  Pot  Signal. 


1  a  stand  desifi^ned  to  be  fastened  to  a  tie.  The  block  is  carried 
n  an  arm  pivoted  in  the  *stand  so  that  it  can  swing  on  and  off 
f  the  rail.  The  block  has  a  channel  in  the  bottom  which  rests 
vcr  the  rail  head  and  takes  the  lateral  thrust.  Connection  is  made 
>  the  operating  apparatus  through  a  centrally  pivoted  lever  whose 

•U) 


upper   end    carries  a   lug  acting   in   a   cam   slot  on   the   side   of   the 
block.     This  also  takes  care  of  any  overstroke  in  the  connections. 

A  scotch  block  (Figs.  1518-1320)  is  a  device  for  low  speed 
tracks.  It  consists  of  a  triangular  block  or  iron  carried  on  a 
swinging  arm.    The  block  normally  rests  on  the  rail  as  shown. 


Figs.  1580-1588 
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INTERLOCKING,  Mechanical;  Details  of  Construction. 


Figs.  Z5B9-Z593 


CftlS) 


Figs.  1 594- 1 602 


INTERLOCKING,  Mechanical;  Details  of  Construction. 


INTERLOCKING,  Mechanical;  Details  of  Construction. 


Figs.  1603-Z609 
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Figs.  1G03-1605.     Automatic  Bridge  Coupler. 
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Names  of  Parts,  Automatic   Bridge   Coupler; 
Figs.  ie08-1605. 

A  Stud 

B  Abutment  Casting  and  Guide 

C  Hook  Bar 

D  Stop  Bolt 

E  Stud 

F  Spider 

G  Bcw<?  jP/a/<? 

H  Engaging  Slide 

K  Coupler  Casting 


Names  of  Parts,  Vertical  Lazy  Jack  Compen* 
sators;   Figs.    1606-1600. 

A  One-Way  Wertical  Lazy  Jack  Compensator 

B  TtvO'Way  Vertical  Lasy  Jack  Compensator 

1  One-Way  Stand 

2  Two-Way  Stand 

3  11"  X  11"  Obtuse  Angle  Crank 

4  11"  X  11"  Acute  Angle  Crank 

5  Cotinecting  Link 

8  Center  I^in  for  A 

9  Ce Piter  Pin  for  B 

10  Jaw  Pin 

11  Spacing  Washer 

12  Cotter 

13  Cotter 


♦Figs.  1606-1609.    Vertical  Lazy  Jack  Pipe  Compensators. 


Figs.  z6zo-z6i4 


INTERLOCKING,   Mechanical;   Distant   Switch   Signals. 


Names  of  Parts  of  Distant  Switch  Signal;  Figs.  1610-1612. 

1  Wooden  Post  6  Blade 

2  Ladder  7  Up  and  Down  Rod 
8  Ladder  Foundation  8  Balance  Lever  and  Stand 
4  Spectacle  9  Signal  Wheel  and  Stand 


4> 


i^pT       ma 


Figs.   1610-1612.    Distant   Switch   Signal,  Wire   Connected  and  Operated  by  Ground   Lever    with  Rim 

Lock.    Union  Switch  &  Signal  Company. 


Fig.    1613.     Layout    for    Pipe    Connected    Distant    Switch     Signal     and     Facing     Point     Lock. 

New     York,    Ontario  &  Western. 


\l B ^ C -J 

Fig.  1614.    Self-Compensating  Pipe  Run  for  Pipe  Connected  Crossover.    Michigan  Central. 


INTERLOCKING,   Mechanical;   Distant   Switch   Signals. 
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Figs.  1623-^627        INTERLOCKING,  Mechanical;    Distant  Switch  Signals.    U.  S.  &  S.  Co. 


=^ 


Figs.     1623-1625.     Double     Ground     Lever     Interlocking    Stand,    with    Disk    Locking.     The    Union    Switch 

&  Signal  Company. 

Numbers  Refer  to  List  of  Names  of  Parts  on  Opposite  Page. 
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Figs.   1626-1627.    Triple  Ground   Lever  Interlocking  Stand.    The  Union  Switch  &  Signal  Company. 


INTERLOCKING,  Mechanical;  Distant  Switch  Signals.     U.  S.  &  S.  Co.     Figs.  1628-1640 


Figs.    1628-1636.     Double   Ground   Lever  Interlocking  Stand.    The  Union  Switch  &  Signal  Company. 
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Figs.    1639-1(>40.     Rim    Lock    Ground    I-ever    Interlocking    Stand.     The    Union 
Switch   &  Signal   Company. 


Names  of  Parts,  Triple  Ground  Lever  Interlocking  Stand;  Figs.  1626-1687. 


1  Base 

2  Cap 

3  Dog 

4  Dog 


5  Dog 

6  Rack 

7  Lever 

8  Pinion 


9  Shaft 

10  Chain 

11  Bolt 

12  Bolt 


13  Bolt 

14  Set  Screw 

15  Locking  Fin 
17  /?iV<r/ 


Fig.  1641 


POWER  INTERLOCKING.  Electric.      Gen'l    Ry.  Sig.  Co. 


POWER  INTERLOCKING. 


The  earliest  system  of  interlocking  employed  and  that  now  in 
most  general  use  is  the  so-called  mechanical  interlocking  (Figs. 
661-1609)  in  which  the  switches  and  signals  are  manually  operated 
by  means  of  interlocked  levers  connected  with  them  by  iron  or 
steel  pipe  lines  or  by  wire.  Experience  has  shown  that  in  order 
to  secure  a  reasonable  degree  of  safety,  it  is  essential  that  the 
following  requirements  be  met: 

All  derails,  movable  frogs,  locks,  switches  and  home  signals 
should  be  worked  by  pipe;  signals  worked  by  wire  should  have  two 
wires,  front  and  back;  all  pipe  and  wire  lines  should  be  auto- 
matically compensated  for  changes  in  temperature;  all  derails,  mov- 
able frogs  and  facing  point  switches  should  be  provided  with 
duplex  facing  point  locks,  so  arranged  that  the  normal  plunger 
cannot  lock  the  switch  reversed,  and  vice  versa;  all  cranks  and 
pipe  compensators  should  be  fixed  on  rigid  foundations  set  in 
best  quality  concrete;  no  facing  point  switch  more  than  600  feet 
from  the  cabin  should  be  taken  into  the  system;  no  lever  should 
be  overloaded  by  putting  on  it  such  a  number   of  switches  or  bars 


can  do  an  amount  of  work  that  in  a  mechanical  plant  wotild  require 
three  or   four. 

ELECTRIC  INTERLOCKING. 

GENERAL  RAILWAY  SIGNAL  COMPANY. 

In  this  system  switches  and  signals  are  operated  by  electric 
motors,  the  current  to  actuate  them  being  usually  fumidied  by 
a  storage  battery  charged  from  a  dynamo  driven  by  an  dectric 
motor  or  a  gas  engine.  Control  of  the  various  functions  is  effected 
through  an  interlocking  machine. 

\  general  view  of  the  electric  interlocking  machine  known  u 
Model  2  as  it  appears  when  assembled  and  installed  is  shown  in 
Fig.  1641.  This  model  is  equipped  with  vertical  locking  of  tbe 
Johnson  Type  (Figs.  775-801),  but  reduced  in  sire,  and  in  pro- 
portion to  the  number  of  levers,  occupies  but  a  small  amount  of 
floor  space  in  the  tower.  The  release  locking  or  "indication**  (see 
definition)  is  effected  by  an  electro-magnetic  device  located  imnK- 
diately    below    each    interlocking    lever,    these    magnets    being  ener 


Fig.  lt)41.     Electric  Interlc^cking  Machine.     General  Railway  Signal 

Company. 


as    to    prevent    a    man    of    average    strength    from   throwing  ^  it    with 
one  hand. 

The  fatigue  incident  to  working  mechanical  levers  at  a  busy 
plant  is  often  severe,  so  that  if  the  plant  is  large,  it  is  sometimes 
necessary  to  employ  as  many  as  eight  men  on  each  of  three  shifts 
of  eight  hours  each.  Moreover,  under  certain  conditions  it  is 
costly  to  operate  such  a  plant.  Where  the  distance  between  the 
extreme  switches  to  be  operated  is  over  1,600  ft.  it  is  generally 
necessary  to  provide  two   mechanical   interlocking  cabins. 

To  overcome  these  and  other  disadvantages  power  interlocking 
has  been  devised  in  which  the  various  functions  are  worked  by  air 
under  pressure,  by  electricity  or  by  a  combination  of  the  two.  With 
power,  switches  and  signals  can  be  worked  at  any  desired  distance 
from  the  cabin;  the  apparatus  being  so  safeguarded  that 
switches  must  actually  be  moved  and  securely  locked  in  the  proper 
position  before  a  signal  governing  movements  over  them  can  be 
cleared.  Each  signal,  when  cleared,  automatically  locks  the  lever 
operating  it  in  such  manner  as  to  prevent  the  release  of  levers 
controlling  conflicting  signals  and  switches  until  such  signal  has 
been  again  completely  moved  to  the  stop  position,  thus  effectually 
providing  against  the  simultaneous  display  of  two  conflicting  clear 
signals.  There  being  no  moving  parts  between  cabin  and  switches 
and  signals,  wear  of  mechanism,  lost  motion  and  the  troublesome 
effects  of  expansion  and  contraction  of  metal  connections  are 
eliminated.  Much  less  room  is  required  for  leadout  connections 
than  in  a  mechanical  plant,  valuable  space  thus  being  saved. 
Cabins  may  be  much  smaller  and  of  lighter  design.  The  operation 
at  the    machine    requires   so   little    physical    exertion    that    one    man 


gized  by  a  dynamic  current  furnished  by  the  switch  or  lifnal 
motor  controlled  by  that  lever;  the  arrangement  is  such,  however. 
that  this  cannot  occur  until  a  switch  has  moved  to  a  position  oat' 
responding  with  that  of  the  lever  and  is  properly  locked  in  tlit 
position,  or  when  a  signal  arm  has  assumed  the  full  horisootil 
position.  Precautions  are  taken  in  both  circuits  and  mechaaiod 
arrangement  to  prevent  crosses  in  circuits  from  resulting  in  the 
improper  movement  of  a  switch  or  in  a  signal  giving  a  fahe 
•"proceed"  indication. 

A  switch  failing  to  complete  its  movement  owing  to  some  <^ 
struction  in  the  switch  point,  or  for  any  other  cause,  may  be 
restored  to  its  original  position,  and  the  lever  operated  back  vA 
forth,  thus  fretiuently  dislodging  the  obstruction,  and  preventins 
failure  and   incidental  detentions. 

Three  views  of  a  standard  Model  2  interlocking  machine  »« 
shown  in  Figs.  1642-1644,  a  rear  view  showing  the  terminal  ViA 
fuse  board  shown  in  Fig.  1642,  an  end  view  in  Fig.  1648,  and  • 
front  view  showing  the  locking  in  Fig.  1644.  This  machine  in 
general  consists  of  the  frame  work,  the  case  H,  the  terminal  and 
fuse  board  A,  the  locking  G  and  the  levers  with  their  guides  E. 
controller  C,  and  magnets  I  and  S.  The  frame  work  is  made  in 
three  styles,  depending  upon  the  numbers  of  levers  or  sections  and 
the  amount  of  locking.  For  machines  not  exceeding  one  and  on^ 
half  sections  the  form  of  construction  shown  in  Fig.  1645  is  «*• 
ployed.  For  machines  exceeding  one  and  one-half  sections  *nd 
having  a  moderate  amount  of  locking  the  design  shown  in  Til' 
1641  is  used,  two  or  more  legs  being  necessary  to  support  the 
mechanism.      For    machines     having    a    great    amottnt    of    lodnngi 
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POWER  INTERLOCKING,  Electric.     Gen'l  Ry.  Sig.  Co. 


Figs.  1643-1644 
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Fig.  1645 


POWER  INTERLOCKING,  Electric.     Genl  Ry.  Sig.  Co. 


Fij?.   104r».     Small   Electrc   Interlocking   Machine. 


change  in  circuit  control  is  made.  The  method  by  which  a  switch 
lever  is  prevented  from  compleliuR  its  stroke  until  the  function 
controlled  by  such  lever  has  assumed  a  position  corresopnding 
therewith  will  be  understood  by  the  following  changes  which  take 
effect  as  the  lever  is  moved  through  its  complete  stroke.  In  Figs. 
1649-1650,  G  shows  the  lever  normal  and  H  shows  it  resting  against 
the  indication  stop  (position  4).  In  passing  from  position  1  to  2,  the 
projection  M  on  lever  D  coming  against  projection  K  on  latch  L 
causes  the  latch  to  assume  the  reverse  position  as  shown  in  H,  bring- 
ing projection  J  into  the  path  of  tooth  Q.  In  moving  from  position 
2  to  3  the  tooth  Q,  coming  in  contact  with  a  similar  projection 
on  the  cam  N,  causes  it  to  revolve  into  the  horizontal  position, 
shown  dotted  in  H,  thus  forcing  dog  P  into  the  position  shown 
in  H  and  locking  latch  L  in  its  horizontal  position.  In  moving 
from  position  3  to  position  4  the  cam  N  is  revolved  into  the 
position  shown  by  full  lines  in  H  and  the  lever  is  stopped  at 
•  position  4  by  the  tooth  Q  coming  against  projection  J.  Mean- 
while the  contact  block  Z  having  come  into  contact  with  brushes 
X-X  complete  the  battery  circuit  to  the  motor  causing  the  switch 
to  be  operated  and  locked  in  position.  The  indication  current  is 
then  sent  through  magnet  I,  lifting  armature  T  and  causing 
plunger  R  to  strike  dog  V  and  throw  it  out  from  under  latch  L. 
The  latch  being  thus  released,  drops  to  its  normal  position  shown 
in  G,  and  permits  lever  movement  from  4  to  5,  thus  completing 
the  stroke,  and.  by  lifting  tappet  V,  releasing  all  levers  which  do 
not  conflict  with  the  new  imsition  of  switch.  The  stroke  from 
reverse  to  normal  acts  in  the  same  way. 

Signal    levers    also    operate    in    the    same    manner    with    the    ex- 


ception that  on  the  reverse  stroke,  when  contact  block  Z  is  in 
position  4,  the  current  is  sent  through  magnet  1  from  the  battery. 
releasing  the  lever  and  allowing  it  to  pass  to  position  5,  the  normal 
indication  being  the  only  one  considered  necessary. 

The  safety  magnet  S  is  placed  beneath  the  indication  magnet 
I.  the  indication  armature  resting  normally  upon  the  pole  pieces 
of  the  safety  magnet.  All  current  flowing  from  battery  to  the 
control  wires  passes  through  this  safety,  magnet.  This  is  so  ar> 
ranged  that  a  cross  between  two  wires  would  cause  both  the 
current  flowing  through  the  switch  motor  and  that  flowing^  through 
the  indication  magnet  to  flow  through  the  safety  coils,  so  that 
if  the  whole  current  came  back  through  the  indication  coils  the 
current  could  not  exceed  that  flowing  through  the  safety  magnet; 
and  since  the  armature  rests  upon  the  safety  magnet  and  is  one> 
quarter  of  an  inch  away  from  the  indication  magnet,  the  latter 
cannot  lift  the  armature.  The  safety  coils  being  connected  in 
series,  a  break  in  any  of  the  wires-  concerned  would  cut  off  the 
current  from  the  function. 

Fig.  1665  shows  diagrammatically  a  switch,  a  two-arm  home 
signal,  a  distant  signal,  a  dwarf  signal,  the  generator,  battery, 
power  switchboard,  operating  switchboard,  interlocking  naachine, 
circuit  controllers,  indicating  mechanism,  switch  and  signal  motors, 
etc.,  and  wiring  for  same.  The  switchboards  shown  may  be  con- 
sidered as  typical  of  those  usually  installed;  a  generator  with 
suitable  driving  power  and  storage  battery  of  proper  capadty 
being  required  to  supply  the  energy  necessary  for  the  operation  of 
the  plant.  The  power  board  is  used  to  regulate  and  safeguard 
the  circuit  from  the  generator  to  the  operating  board,  and  the  latter 
to   distribute    and   protect    the   circuits   to   the    interlocking  machiBe 
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Figs.  1646-1664 
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Figs.    1646-1647.     Switch   Controller. 
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Fig.   1648.     Indication  Selector. 
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Letters  and  Numbers  Hefer  to  LUt  of  NameB  of  Parts  on  Following  Page. 
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»f  Parts,  Switch  Controller; 
Figs.  1646-1667. 

)m  Strip,  Brass 
Strip,  Brass 

tt'j  /(?r  Strips 
lating  Block 
\ecting  Rod 
act  Spring 

act  Block 
act  Spring 
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Figs.  1649-1650.     Details  of  Lever. 


Names  of  Parts,  Indication  Se- 
lector; Fig.  1648. 

1  Terminal  Screw 

2  Terminal  Block 

3  Base  Block 

4  Screw  to    Fasten    to    Machine 

Trame 

5  Screzv  to  Fasten  to  Base 

6  Magnet 

7  Frame 

8  Armature  with  Contact 

9  Contact  Spring 
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Figs.  1651-1664.    Symbols  Used  in  Circuit  Diagrams  for  Electric  Interlocking. 
General  Railway  Signal  Company. 


Fig.  1665 
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POWER  INTERLOCKING,  Electric.    Gen'l  Ry.  Sig.  Co. 


Figs.  1666-1670 
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g.  1666.  Fig.  1667.  Fig.  1668.  Fig.  1669.  Fig.  1670. 

!>iagram  Showing  Successive  Stages  in  Operation  of  Electric  Switch  Control  Apparatus. 


itus.  The  circuits  are  as  follows:  From  the  gen- 
is  conducted  through  binding  post  2  of  the  power 
the  fuse,  rheostat  R  and  field  coils  to  the  negative 
tor;  the  rheostat  providing  variable  resistance,  the 
:  is  regulated  so  that  the  proper  amount   of  energy 

battery,  taking  the  following  path:  From  positive 
tor,  binding  post  2,  fuse,  one  coil  and  blade  of 
;it    breaker    AC,    switch    S,    fuse    B-f-,    binding    post 

battery,   binding  post  8,   fuse  B — ,    fuse   G — ,   bind- 

negative  side  of  generator.  Part  of  the  current 
rrator    passes    through    both    coils    of    the    automatic 

in  series.  This  holds  the  circuit  breaker  closed 
is  flowing.  This  circuit  breaker  can  be  arranged 
i  predetermined  load  or  by  a  reversal  of  current. 
V  is  connected  across  the  terminals  of  the  circuit 
-hen  switch  S'  is  in  position  shown  it  registers 
the  generator.  When  S'  is  reversed  the  voltmeter 
voltage  of  the  battery.  Switch  S  is  provided  to 
hs  of  current  to  battery  and  interlocking  machine 
Another  switch  11  is  pro»'ided  which,  when  closed, 
rent  from  the  generator  directly  onto  the  operating 
-esistance  R'. 

delivered  to  the  operating  board  from  post  6  of 
»   binding    post    1,   thence    through    fuse,    to    coils    of 

MS,  points  of  polarired  relay  H  to  binding  post 
I  (thus  holding  circuit  breaker  closed)j  also  from 
he  ammeter,  through  contacts  of  circuit  breaker 
he  circuit  breaker  relay  the  path  is  divided,  one 
»  binding  post  7  and  the  switch  operating  bus  bar, 
3  binding  post  6  and  the  signal  bus  bar,  both  passing 
:s   of  the  circuit  breaker    MS.     The   resistance   coils 

R*  will  allow  enough  current  to  pass  through  the 
several  signals  in  clear  position  and  switches  locked, 
rate  any  function,  the  main  path  being  through  the 
;  circuit  breaker  to  posts  7  and  6,  thence  to  the 
ars  of  the  machine. 

ion  current  enters  the  operating  board  from  the 
non   wire  at  binding  post   4   passing  through   coil   of 

to  binding  post  5  and  to  the  indication  bus  bar. 
ren  an  indication  wire  and  any  operating  wire 
the  position  of  this  relay,  thus  causing  the  circuit 
>  open.  The  attempted  operation  of  any  function 
reaker  has  opened  will  cause  the  circuit  breaker 
c  thereby  lighting  a  red  lamp  which  gives  an  indi- 
trouble.  For  with  the  circuit  breaker  open  current 
ough   coils  of  the  actuating  relay  directly  above  the 

GS,  and  the  resistance  R'  R'  to  the  functions. 
:k  up  the  actuating  relay  closing  a  circuit  through 
coils  of  the  circuit  breaker  relay  and  the  red  lamp  in 
nmon.  The  circuit  breaker  relay  would  pick  up  its 
f  opening  both  main  operating  circuits. 
[  lamp  lights  in  case  the  positive  wire  is  grounded 
IS  is  thrown  to  the  right,  while  a  ground  on  the 
vould  cause  lamp  to  light  up  when  switch  is  closed 

in  the  figures  from   1  to  4  inclusive  are  shown  with 


circuits  suitable  for  a  distant  signal,  a  two-arm  home  signal,  a 
switch  movement  and  a  dwarf  signal  respectively. 

The  switch  movement  is  controlled  by  means  of  two  wires  in 
addition  to  the  main  common  wire,  and  the  indication  current, 
which  is  generated  by  the  switch  motor  itself,  is  transmitted 
through  the  same  wires  and  an  indication  common.  In  one  posi- 
tion of  the  lever,  one  of  these  wires  is  the  control  and  the  other 
is  the  indication  wire,  while  in  the  other  position  these  conditions 
arc  reversed,  that  is,  the  wire  which  was  originally  the  control 
becomes  the  ix^dication,  and  the  indication  becomes  the  control  wire. 
Each  of  these  wires  is  connected  to  two  contact  springs  at  the  cir- 
cuit controller;  in  the  normal  position  of  the  lever  one  of  these 
wires  is  connected  to  the  positive  terminal  of  the  battery  through 
the  coils  of  the  safety  magnet  S  and  switch  bus  bar.  and  the  other 
wire  is  connected  to  the  indication  common  through  the  coils  of 
the  indication  magnet  I  and  the  indication  bus  bar;  when  the  lever 
is  reversed  these  connections  are  reversed  also. 

A  pole  changer  switch  P  is  placed  at  the  switch,  being  operated 
automatically  by  the  lock  plunger  in  the  last  part  of  its  movement 
after  it  has  passed  through  the  lock  rod  and  locked  the  switch. 
Connection  is  made  between  the  movable  part  of  the  pole  changer 
and  the  lock  plunger,  motion  being  imparted  through  the  medium 
of  pole  changer  movement  I,  Fig.  1671.  The  arrangement  of  this 
mechanism  is  such  that  two  pins  mounted  upon  the  lock  rod  M 
cause  the  pole  changer  to  throw  in  one  direction  when  the  switch 
has  reached  its  normal  position,  and  in  the  other  when  switch 
has  reached  its  reversed  position,  thus  accomplishing  three  objects: 
First,  to  cut  the  current  off  from  the  motor;  second,  to  reverse  the 
armature  connections,  and  third,  to  complete  the  indication  circuit. 

The  pole  changer  P  (Fig.  1666)  consists  essentially  of  two 
movable  contacts  and  eight  fixed  contact  springs.  Each  armature 
terminal  of  the  motor  is  connected  to  two  of  the  fixed  contact 
springs,  one  field  terminal  to  two  others,  and  each  control  wire 
to  one  of  the  remaining  contact  springs.  The  other  field  terminal 
is  connected  to  the  main  common.  The  connections  are  such  that 
in  one  position  of  the  pole-changer  terminal  A  of  the  armature  is 
connected  to  one  of  the  control  wires  and  terminal  B'  to  the  field 
coils,  while  in  the  other  position  terminal  B'  is  connected  to  the 
other  control  wire,  and  terminal  A  to  the  field  coils. 

In  the  diagram  (Fig.  1665)  the  functions  are  shown  in  the 
normal  position.  In  this  position  the  normal  operating  wire  is  con- 
nected  to  battery,  but  no  current  flows  because  it  is  disconnected 
at  the  pole  changing  switch.  If  the  lever  3  is  reversed,  the  reverse 
control  wire  is  placed  in  connection  with  battery,  causing  current 
to  flow  from  battery  through  the  safety  and  control  devices  on  the 
power  and  operating  boards,  to  switch  operating  bus  bar,  fuse,  safety 
magnet  S',  indication  selector  coil,  circuit  controller  contacts 
2  and  3,  the  reverse  control  wjre,  pole-changer,  contacts  4  and  6 
switch  motor  armature  .A',  pole  changer  contacts  6  and  7,  the 
field  coils  F,  to  main  common  return  and  back  to  battery.  The 
motor  operates  the  switch  mechanism  and  when  the  switch  has 
completed  its  movement,  the  lock  plunger  changes  the  pole  changer 
from  contacts  4-6  to  contacts  8-9  and  from  contacts  6-7  to  con- 
tacts 10-11,  disconnecting  the  reverse  control  wire  from  the  arm- 
ature, connecting  the  terminal  A  instead  of  B'  with  the  field  coila 
and  connecting  the  terminal  B'  with  the  reverse  indication  wire. 


Figs.  1671-167S 
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Figs.  1671-1672.    Electric  Switch  and  Lock  Movement. 


Names  of  Parts,  Electric  Switch  and  Lock  Movement;  Figs.  1671-1672. 


A  Motor 

B  Connecting  Shaft 

C  Pole  Changer 

D  Cam  Crank 

E  Driving  Fin 

F  Gears  and  Frame 

G  Driving  Rod 


H    Lock  Movement 
I     Fole  Changer  Movement 
J     Detector  Bar  Operating  Mechan- 
ism 
K    Long  Ties 
L    Outline  of  Cover 
M   Lock  Rod 


N  Front  Rod 

O  Tie  Flate 

P  Throw  Rod 

R  Lock  Crank 

S  Lock  Link 

T  Detector  Bar  Driving  Link 

W  Pole  Changer  Rod 


Fig.    1673.     Lock    Plunger;    Locks 
Both  Lock  and  Throw  Rods. 


^i 


^ 


Fig.  1674.     Link  S.  Figs.  1671-1672. 


Fig.  1675.    Throw  Rod,  with  Tappet  for  Lock  Plunger.     See  H,  Fig.  1671. 


An  electric  motor  when  driven  by  a  current  tends  to  develop 
an  electromotive  force  in  opposition  to  the  driving  electromotive 
force  and  after  the  current  is  cut  off  the  armature  continues  to 
rotate  from  acquired  momentum  and  continues  to  develop  this 
electromotive  force.  The  new  connections  made  by  the  pole 
changer  as  above  described  are  such  that  the  current  thus  de* 
veloped  leaves  the  armature  at  terminal  A,  passes  through  the 
field  coils  in  the  same  direction  as  the  driving  current  flowed, 
thus  maintaining  their  magnetization  through  the  main  common 
to  the  indication  common,  through  the  indication  common  to  the 
magnetic  cutout  H  on  the  operating  switchboard  and  the  indication 
bus  bar,  indication  coils  I*,  indication  selector  contacts  13  and  12, 
contacts  on  controller*  reverse  indication  wire  (which  is  the  normal 
operating  wire  for  the  other  position),  pole  changer  contacts  8 
and  9  to  the  terminal  B'  of  the  armature,  thereby  energizing 
indication  magnet  I'  and  effecting  release  locking  as  explained 
in  the  operation  of  the  lever.  Figs.  1649-1650. 


Indication  selector  RC-NC  (see  also  Fig.  1648)  is  arranj 
such  a  manner  that  energy  flowing  through  operating  wires  al 
the  armature,  and  closes  the  contacts  for  reverse  indication  wh( 
reverse  operating  wire  is  energized,  and  for  the  normal  indi 
when  corresponding  operating  wire  is  energized.  From  the  ab 
will  be  seen  that  in  order  to  cause  a  false  indication  curr< 
flow  through  the  indication  magnet  P  three  conditions  mi: 
fulfilled:  First,  the  operating  current  must  be  cut  off;  secow 
indication  wire  must  be  put  in  connection  with  the  motor  arm 
and  third,  the  connection  between  the  armature  and  fields 
be  reversed.  The  first  of  these  might  be  caused  by  a  broken 
the  second  by  crossed  wires,  and  the  third  would  requin 
breaks  and  two  crosses  at  certain  points.  A  combination  < 
three  together  require  prearranged  conditions  and  movements 
are  considered  impossible  of  accidental  occurrence.  While  a  i 
is  under  operation  a  cross  between  the  normal  and  rererae 
would   send   current   from   the  battery   back  through   the  iodii 

(1 
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Figs.  1676-1691 


Fig.  1676.     Driving  Rod  G.  Figs.  1671-1672. 

.0: 


Fig.  1682.    Commutator 
V,  Figs.  1688-1689. 


Figs.  1677-1681.     Pole  Changer  Movement  I,  Figs,  1671-1672. 
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Figs.  1683-1687.     Friction  Clutch. 
Letters  Refer  to  List  of  Names  of  Parts  Below. 


^l^jdml^yi^^ig^:^. 


Figs.  1688-1680.     Pole  Changer   C,   Figs.   1671-1672. 
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Figs.      1690-1691.      Tie 

Plate,  with  Slot  for 

Gear    Wheel    O, 

Figs.  1671-1672. 


Names  of  Parts,  Pole  Changer;   Figs.  1688-1689. 

A     Case                                                  E    Operating  Rod  I  Binding  Posts 

B     Solenoids                                          F    Snap  Spring  K  Arwaturcs 

C    Contact  Springs                               G    Contact  Block  L  Shaft 

D     Contact  Block                                H    Contact  Block  V  Commutator 


Pigs.  1692-1697 
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Fig.  1692.    Motor  A,  Figs.  1671-1672. 


Figs.   1693-1694.    Switch  and   Lock   Movcmcn 
Cover  L,  Figs.  1671-1672. 


^ 
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Figs.  1695-1696.    Motor  Brush  Holder. 


Fig.    1697.     Connecting    Shaft    B, 
Figs.  1671-1672. 


magnet,  but  a  false  indication  is  prevented  by  safety  magnet  S* 
whkh  prevents  the  indication  coils  1'  from  attracting  the  armature 
as  explained. 

Placing  the  lever  3  in  normal  position  again  connects  the 
normal  control  wire  with  battery  through  safety  magnet  S*.  coil 
NC  of  indication  selector,  contacts  16  and  17,  normal  control  wire 
to  pole  changer  contacts  8  and  9,  and  armature  terminal  B'.  the 
current  passing  through  and  leaving  at  A,  that  is  in  the  reverse 
direction  to  that  sent  through  it  in  reversing  the  switch,  the 
current  flowing  through  the  fields  in  the  same  direction  as  before. 
The  armature  rotation  is  consequently  reversed  and  the  switch 
rail  is  moved  back  to  its  normal  position.  At  the  end  of  the 
movement  the  pole  changer  P  is  shifted  back  to  the  position  shown 
in  the  diagram  and  the  indication  current  is  generated  as  before. 
It  however  leaves  by  the  terminal  B'  and  returns  to  the  terminal 
A  through  the  normal  indicating  wire. 

The  pole  changer  P  besides  being  operated  automatically  by  the 
lock  plunger  is,  during  all  the  intervening  time,  under  control  of 
the  lever  by  means  of  the  magnets  M  and  M'.  The  magnet  M  has 
one  terminal  connected  to  the  normal  control  wire  and  the  other 
to  the  main  common  wire.  The  magnet  M'  has  one  terminal  con- 
nected to  the  reverse  control  wire  and  the  other  to  the  main  common 
wire.  When  the  normal  control  wire  is  connected  to  battery 
current  flows  through  the  magnets  M  and  when  the  reverse  control 
wire  is  connected  to  battery,  current  flows  through  the  magnet  M'. 
These  currents  arc  strong  enough  to  shift  the  pole  changer  when- 
ever it  is  free  from  the  lock  plunger,  which  is  during  the  whole 
switch  movement  and  during  all  the  lock  plunger  movement 
except  the  first  and  last  three-quarters  of  an  inch.  If  the  switch 
lever  8  is  reversed  to  reverse  the  switch,  the  reverse  circuit  is 
energized  as  explained  above,  current  flowing  through  the  switch 
motor  in  the  proper  direction  and  through  the  magnets  M'.  The 
current  thus  holding  pole  changer  in  position  to  maintain  the 
current  in  the  motor.  If  for  any  reason  it  is  desired  to  put  the 
switch  back  normal  before  it  has  completed  its  reverse  movement, 
as  for  instance,  where  the  points  are  blocked  by  snow,  or  other 
obstruction,  it  is  only  necessary  to  place  the  lever  back  to  normal 
indication  point;  this  will  energize  the  normal  circuit  including 
magnets  M,  shift  the  pole  changer  into  position  to  send  the 
current  through  the  motor,  the  pole  changer  shifting  back  to  the 
piMiition  shown  at  the  end  of  the  movement,  and  the  indication 
current  being  developed  as  before.  No  current  is  sent  through 
the  indication  magnets  when  the  magnets  M  shift  the  pole  changer 
for  the  reason  that  the  controller  connected  to  the  lever  is  in 
the  wrong  position  with  reference  to  the  pole  changer,  and  should 
the  magnet  fail  to  work  none  is  developed  for  the  reason  that 
the  connections  between  the  armature  and  field  coils  are  not  cor- 


rectly made  to  generate  energy,  it  being  necessary  to  reverse  th< 
before  this  can  occur.  Circuit  breaker  CB  shown  in  the  diagra 
is  operated  automatically  by  the  switch  movement,  and  cuts  ( 
current  from  the  magnets  M-M  when  switch  is  normal,  and  fro 
M'-M'  when  switch  is  reversed,  this  taking  place  only  when  t 
switch  is  home  and  securely  locked  in  position. 

When  it  is  desired  that  two  switches  be  operated  together,  f 
instance  both  ends  at  a  crossover,  a  special  short  lever  is  used  f 
one  and  a  standard  lever  for  the  other.  These  two  levers  a 
placed  next  to  each  other  in  the  machine  and  connected  by  a  b 
so  that  they  move  together. 

The  two-arm  home  signal  No.  2  is  shown  selected  through 
switch  box  at  No.  8  switch.  The  signal  circuits  are  shown  for 
model  8  enclosed  signal  (Figs.  1700-1711),  operated  at  110  voll 
having  a  dynamic  indication.     The  operation  is  as  follows: 

When  the  lever  8  is  reversed  the  signal  mechanism  is  connect) 
to  battery  through  the  signal  bus  bar,  contacts  1  and  2,  indicati< 
magnet  I",  the  control  wire,  the  circuit  breaker  G.  the  armatu 
A«,  and  field  coils  F»,  selector  coils  S  or  S*  depending  upon  tl 
position  of  switch  3,  through  a  contact  at  the  switch  box  to  ma 
common.  This  current,  if  the  switch  is  normal,  energizes  tl 
selector  coil  controlling  the  upper  arm  and  the  motor,  catasing  tl 
armature  to  route  and  thus  to  clear  the  signal.  When  the  sign 
arm  is  clear  circuit  breaker  G  opens,  causing  current  to  flo 
through  high  resistance  brake  magnet  B*  so  that  the  current 
reduced  to  the  very  small  quantity  required  to  hold  the  sign 
mechanism  at  clear.  Energizing  the  brake  magnet  sets  a  frictio 
brake  on  a  disk  connected  to  the  armature  shaft  and  hoMs  tl 
signal  clear  as  long  as  the  lever  8  is  in  the  reverse  position.  Tl 
current  which  operates  the  signal  motor  was  shown  to  have  passe 
through  indication  coils  I'.  This  is  done  for  the  purpose  of  t\ 
leasing  the  lever  2  from  the  latch  L*  and  permitting  it  to  mli 
the  full  stroke  to  reverse  position.  This  is  not  in  a  strict  teni 
an  indication  of  the  clear  position  of  the  signal,  but  no  indki 
tion  is  considered  necessary  for  that  position  as  no  release  kxl 
ing  is  effected  by  the  final  movement  excepting  that  between  dittai 
and  home  signals,  and  this  is  provided  for  in  the  circuit  brcskt 
controlled  by  the  home  signal. 

When  the  lever  2  is  placed  normal  the  circuit  through  the  brak 
magnet  B'  is  broken  at  controllers  1  and  2,  and  the  control  «>r 
is  put  into  connection  with  the  indication  common  throu^  th 
indication  magnet.  This  releases  the  brake  B'.  opens  the  circoi 
and  causes  the  signal  arm  to  assume  normal  position.  The  eroH 
head,  meanwhile,  in  returning  to  normal  position  drives  the  ana 
ature  in  the  opposite  direction  to  that  taken  while  clearing  tb 
signal,  thus  developing  an  electromotivt  force.  When  the  cro« 
head   has  reached  the  normal  position   it  closes  the  circuit  at  coo- 
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cannrtted  to  the  indict  lion  wire.  At  the  rcwne  indication  point 
the  control  wire  »  connected  tg  the  |>osilJve  pole  of  battery »  and 
the  free  terminal  of  the  indication  magnet  is  connected  to  the 
liegativ^e  aide  of  the  battery  thrauKh  the  indication  common  and 
ttiain  commoTt  wires.  In  the  fuU  norm  at  and  revetde  posit  ion  the 
control  wire  will  retain  the  conncrtiun  that  it  had  at  the  cor^ 
responding  indication  points,  but  the  indication  magnet  is  cut 
nil  to  prevent  unnecei^sary  wa^le  of  current  or  hcatinjr  of  the  coils. 

When  the  lever  1  is  reversed  the  cmtrol  wire  is  connected  to 
the  battery  and  the  current  flovvE,  through  the  working  coit  W,  the 
circuit  breaker  G*  to  the  main  common.  Thi*  pgH.s  the  signal  arm 
to  clear  position  which  opena  circuit  breaker  G*  and  cuts  m  the 
retaining  coil  which  is  in  shunt  with  it.  The  current  in  the  re- 
taining coil  holds  the  signal  in  the  ^'f^r  position.  The  indication 
magnet  Is  connected  to  the  battery  at  the  indicatiort  point,  for  the 
purpose  of  releasing  the  Itver  to  make  its  final  movement  to  reverse 
'  pDsitiott.  As  with  the  high  signal  this  is  not  actually  an  indication 
of  the  clear  position  of  the  siirnaL  but  in  thita  case  also  no  indica- 
tion is  considered  necessary  for  the  reasan  that  no  locking  is  to 
be  released  by  the  final  movement  of  the  lever  to  the  reverse  position. 


Fiff. 


1C90.     Circuits  for  Selected  Three- Arm  Signal  a 
Safety  Lock. 


Fig.  1700.     Model  3,  Signal  Mechanism  in  Case. 


Till*  arrangement  ts  employed  merely  for  the  purpose  of  obwi 
uniformity  in  the  eonslructinn  of  the  switch  &nd  signal  levers. 

When  the  lever  4  h  pushed  back  normal  the  circuit  t^f 
the  retaining  coil  ii  broken  and  the  signal  arm  rctULTnA  to  ^ 
position.  When  it  reaches  this  position,  the  circtiit  breaker  B 
nectA  the  indication  wire  ^ith  the  common  at  the  lignaU  ai 
the  movement  "f  the  lever  to  normal  has  put  the  free  termii 
the  indication  ma^et  I*  iri  connection  Vfith  the  indicatinn  n 
current  Hows  through  the  indication  magnet  and  effects  th«  i 
of  the  lever  from,  latch  L*  permitting  it  to  be  placed  m  fall  t 
position  thus  ejecting  release  locking. 

To  guard  against  injurious  effects  of  crosses  between  > 
the  wires,  precautions  both  in  circuit  and  tneehantca^l  arraai 
art  taken.  One  arningeraent  ia  as  follows:  H  on  the  operttinf  i 
board  is  a  poUriEed  cutout  nomiatly  held  closed  in  the  p 
ghown  in  the  diagram.  Should  a  crciss  orcur  witb  %nf  ( 
operatmg  wires,  the  potarieeil  relay  would  operatev  thus  0: 
controlling  circuit  breaker  MS,  and  preventing  fiartber  opt 
of  any  of  the  functions  until  the  removal  of  the  trcHible.  Ai 
ration  of  the  trouble  would  he  given  at  the  ofMrtting  board, 
ever»  as  the  red  lamp  mounted  thereon  would  light  up  ib 
that  the  polarized  cutout  had  operated. 

It  will  he  seen  that  all  wires  which  are  in  opcrsdre  c 
tinn  at  the  function  are  also  connected  at  the  interlocking  0 
to  the  negative  pule  of  the  battery  through  the  indication  ba 
the  tutout  If  J  the  indication  common  and  the  main  ooam 
that  current  reaching!  any  of  the^^e  wires,  on  account  of 
crossed  with  a  live  wire  will  Wow  through  the  coil  H^  in  t 
tion  to  operate  the  polarized  relay  thud  catting  off  the  ci 
which  might  othcrwi.^e  effect  a  fal%  tnovemeut.  The  mi 
of  this  return  path  is  less  than  that  through  the  motor  t 
main  common,  so  that  the  greater  part  of  the  current,  doe 
cross,  must  flow  back  through  the  Coil  H.  The  windings  c 
coll  H  are  so  proportioned  that  any  current  doe  to  ■  cross  ! 
enough  to  move  a  motor  will  attract  the  armature  Cff  tbe  pol 
cutout  to  the  other  pole,  throw  the  automatic  circuit  btcaber  fpet 
cut  off  all  current  from  the  crossed  wires  before  injr  filK 
a  tion  of  the  motor  can  take  place.  Fig?s.  1T7S-L77S  illustrate 
gramma tica|]y»  the  action  of  this  apparatus,  the  irircs  sbo«n  I 
fliith  arrows  indicatiTtg  the  flow  of  current. 

The  indication  corumon  i«  led  out  to  a  dbtsncc  frftca  tht  ' 
where  it  joins  the  main  common.  This  is  done  to  avoid  the  e 
of  drop  in  potential  in  the  main  common  due  to  the  woddng 
number  of  switches  and  signals^  If  the  indication 
connected  directly  at  the  battery  this  drop  in  potential 
to  send  a  current  back  through  the  indication  wire  9!  tone 
function    not    under   operation   and  would   in   some   CftMS  090 


POWER  INTERLOCKING,  Electric.    Gen'l  Ry.  Sig.  Co. 


Figs.  1701-1702 


Fig.    1701.     One-Arm,    Model    3     Signal 
Mechanism. 


Fig.    1702.    Two-Arm.   Model    3     Signal 
Mechanism. 


annecessarily,  thus  causing  annoyance.  By  joining  the  in- 
common  to  the  main  common  at  a  distance  from  the  bat- 
is  drop  in  potential  is  avoided.  In  large  plants,  where  it 
le  undesirable  to  permit  one  cross  to  put  all  functions  out 
:e,  the  functions  are  divided  into  groups,  each  group  having 
itc  circuit  breaker  and  common  wire  (Fig.  1779),  in  which 
:ross,  in  one  group  will  not  affect  the  operation  of  functions 
groups. 

mechanical   locking  is  effected   by   locking  dogs   which  are 
by    the    tappets,    and    connected    to    locking   bars    in    the 


same  manner  as  the  vertical  locking  in  mechanical  machines   (Figs. 
661-881). 

The  switch  machine  proper  of  electric  switch  and  lock  move- 
ments as  connected  to  a  single  switch  is  shown  in  Figs.  16Ti- 
1672.  It  consists  of  a  connecting  shaft  B,  gear  frame  F,  lock 
movement  H  with  its  driving  rod  G,  pole  changer  movement  I, 
pole  changer  C  and  cover  L.  (See  also  Figs.  1678-1697.)  The 
connecting  shaft  B  is  flexible  in  all  directions  and  renders  the 
maintenance  of  a  careful  alignment  between  motor  and  gear  frame 
unnecessary.     The  function  of  the  gear  frame  F  is,  first,  to  reduce 


Pigs.  1703-1704  POWER  INTERLOCKING,  Electric.    Gen'l  Ry.  Sig.  Co. 


Fig.  1703.     Front  View  Two-Arm,  Model 
3,  Slotted  Signal. 


Fig.   1704.     Rear  View  Two-Arm,  Mod< 
3,  Slotted  Signal. 


the  speed  of  the  motor  and  correspondingly  increase  its  power  to 
an  amount  suitable  for  the  movement  of  the  switch  and  detector 
bar;  and  second,  to  disengage  the  motor  after  the  switch  machine 
has  entirely  completed  its  stroke.  The  disengagement  of  the  motor 
is  effected  by  means  of  a  friction  clutch  mounted  upon  a  shaft 
connected  to  the  armature  shaft,  Figs.  .1683-1687.  After  the  switch 
mechanism  has  completed  its  movement  either  to  the  reverse  or 
normal  position,  this  clutch  allows  the  motor  to  run  on  momentum 
and  generate  the  indication  current  necessary  to  effect  release 
locking  at  the  lever,  and  also  eliminates  the  injurious  strain  which 
would  otherwise  fall  upon  the  motor,  the  adjustment  of  the  clutch 
being  such  as  to  enable  the  armature  of  the  motor  to  rotate 
without  undue  strain.  The  movement  of  the  switch,  detector  bar 
and  lock  plunger  is  effected  by  the  pin  E  (Fig.  1671),  on  the 
main  gear  which  connects  direct  with  the  lock  movement  by  the 
rod  G  and  to  the  switch  by  engagement  with  the  cam  crank  D. 
It  is  through  the  medium  of  the  lock  movement  H  that  the  lock 
plunger,    detector    bar    and    pole    changer   are   operated.     Motion    is 


transmitted  to  the  craiik  R  by  the  rod  G,  to  the  lock  plu: 
link  S  and  to  the  detector  bar  by  the  link  T.  Since  \ 
tector  bar  and  plunger  are  driven  by  the  same  crank,  if 
occupying  the  track  prevents  the  movement  of  the  deted 
the  plunger  cannot  be  withdrawn.  Motion  is  imparted  to 
changer  C  through  the  medium  of  the  pole  changer  move 
after  the  lock  plunger,  in  returning,  has  passed  entirely 
the  hole  in  the  lock  rod  M.  By  the  pole  changer  m 
mechanism.  Figs.  1077-1681,  acting  in  combination  with  two 
the  lock  rod  M,  the  pole  changer  C  is  caused  to  throw 
direction  when  the  switch  has  reached  its  normal  positi 
in  the  other  when  the  switch  has  reached  reversed  pott 
revolving  circuit  breaker  V,  Figs.  1688-1689,  is  arranged 
current  off  from  the  magnets  of  the  pole  changer  wheiu 
switch  is  in  its  full  normal  or  reverse  position  (see  Fifc 
The  gear  frame  and  lock  frame  together  with  the  stock  ] 
shown  securely  bolted  and  braced  to  a  rigid  tie  plate  O  (l 
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Pigs,  z  705-1 709 


«t^0)  OO^ 


Names  of  Parts,  Model  3  Signal  Mechanism;  Figs.  1705-1709. 


^   •Entail  Shield,  Protecting  Mechanism  13 

Against   Water  14 

^  ^rge   Shield,  Protecting  Mechanism  15 

Against   Water  16 

incased  Circuit  Breaker  Spring  17 

•Stationary  Contact  18 

Contact  Arm  19 

^rass  Nut  20 

^ye  for  Operating  Circuit  Breaker  21 

^ut  for  10  22 

*^    ^lunger  for  Operating  Circuit  Breaker  24 

11  K^ap  Screw  25 

W   Afoin  Frame  26 

(M) 


Special  Screw  for  Armature  27 
Poj/  /^or  Operating  Circuit  Breatcr    28 

Crosshead  for  One-Arm  Signal  29 

La/cA  for  5"/o//^d  Signal  30 

5/0/  Magnet  31 

Aw/  32 

Crosshead  for  Two- Arm  Signal  33 

Oi7  ^/iiV/rf  34 

Brake  Disc  35 

Selector  Magnet  36 

Door  37 

3fo/or  Caj^  38 

Cap  Screw  39 
Socket  Plug 


Jam  Nut 

Plunger  for  Dashpot 

Plunger  Ring 

Dash  Pot 

Bronse  Disc 

Brake  Coil 

Armature 

Field  Coil 

Bushing  for  Thrust  Bearing 

Upper  Plate  for  Thrust  Bearing 

Lower  Plate  for  Thrust  Bearing 

Cap  Screw 

Cap  Screw 


Figs.  17x0-1718 


POWER  INTERLOCKING,  Electric.    Gen'l  Ry.  Sig.  Co. 


Figs.  1710-1711.   Two-Arm, 
Model  3    Signal. 


Figs.  1712-1713.    Two-Arm  Outside 
Connected  Signal. 


Figs.    1714-1715.  One-Arm    Outside 
Connected  Signal. 
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M^     ^ 

Figs.    171(5-1717.     Motor    Mechanism,    Outside    Con- 
nected Signal. 


Names  of  Parts,  Motor  Mechanism  for  Outside  Co 

nected  Signal; 

Figs.  1716-1717. 

A 

Field 

H    Main  Gear 

B 

Brake  Wheel 

K    Chain  Sheave 

C 

Brake  Countenveigh 

i     M   Main  Shaft 

D 

Frame 

N    Brake  Magnet 

£ 

Intermediate  Gear 

0    Brake  Armature 

F 

Motor  Pinion 

Q    Gear  Case 

G 

Intermediate  Pinion 

Fig.    1718.     Case    and    Spring   Connection,  D 
Figs.  1712-1713. 


1690-1691),  which  maintains  all  parts  in  their  proper  relation  to 
each  other.  The  lock,  front  and  throw  rods  are  shown  at  M,  N 
and  P  respectively. 

The  operation  of  a  switch  mechanically  is  as  follows:  Current 
having  been  delivered  to  the  motor  as  already  explained,  it  is 
set  in  motion  and  operating  through  a  train  of  gears,  carries  the 
main  gear  with  pin  E,  Fig.  1671,  through  a  complete  revolution. 
During  about  one-third  of  the  revolution  the  lock  bolt  is  with- 
drawn and  the  detector  bar  raised  simultaneously.  When  the  bar 
has  reached  its  highest  position,  the  pin   E,  coming  in  contact  with 


the  outer  end  of  the  cam  crank  D,  throws  the  switch  during 
next  one-third  of  the  revolution.  During  the  final  one-third 
lock  plunger  is  returned  to  its  place  and  the  detector  bar  lowti 
After  the  lock  plunger  passes  through  the  lock  rod  the  1 
changer  is  thrown  and  at  the  same  time  the  motor  is  disenRt 
as  explained  above.  It  will  be  seen  that  with  this  switch  ffli 
ment  the  stroke  of  the  detector  bar  is  from  one  end  to  the  eel 
and  return,  the  bar  never  reaching  the  extreme  reverse  posi) 
as  it  does  when  connected  to  a  mechanical  switch  and  1 
movement. 
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Figs.  1719-1726 


M.. 


r\    M 

J.  L, 

20.     Mechanism  Cover,  Outside  Connected 
Signal. 


Figs.     17-21-1723.     Details     of 

Brush   Holders.  Outside 

Connected  Signal. 


g.   1724.     Details   of   Brake,   Out- 
side Connected  Signal. 


Fig.  1725.     Motor  Armature,  Commutator,  Brake  Wheel 
and   Pinion,   Mounted   on   Shaft,    Outside 
Connected  Signal. 


Uustrates  an  arrangement  for  throwing  one  detector 
switch  movements.  The  device  consists  of  a  floating 
jntrally  connected  to  a  pivoted  lever  at  A.  '  The 
y  of  each  lever  is  connected  to  the  lock  crank  of 
switch  movement.  The  lower  end  of  the  lever  at 
nd  that  of  the  lever  at  B  is  connected  to  the  de- 
ow,  if  the  upper  end  of  the  lever  at  B  be  moved 
;  lever  will  move  about  its  center  as  an  axis  and 
e    moved.     In    this    case    the    center    of    the    lever    is 

by  the  rod  and  the  lever  at  A.  If  the  lever  at  A 
ic  right,  it  will  move  the  connecting  rod,  which  will 
n    to    the   lever   at    B.     This    lever   will    move    to    the 

upper  end  as  an  axis  and  the  bar  will  be  thrown. 
re  so   proportioned  that   in   either  of  the   above  cases 

be    moved   through    half    its    full    stroke,   that    is.    to 

back.  If,  now,  both  switches  should  be  moved  at 
vould  move  through  its  full  stroke  and  back,  as  the 
lever  at  B  would  be  moved  to  the  left  at  the  same 
rnter  was  moved  to  the  right. 

signal  mechanism  for  a  one-arm  enclosed  signal  is 
.  1701  and  1705-1706.  The  mechanism  consists  of 
hine,  arranged  for  60,  75  or  90  degrees  as  required, 
[,  crosshcad,  frame  and  the  necessary  circuit  con- 
motor  is  mounted  in  a  thrust  bearing  and  is  rigidly 
position  by  action  of  the  upper  and  lower  bearings. 
:tly  connected  to  the  armature  shaft,  actuates  the 
ugh  a  ball-bearing  nut  when  the  armature  revolves, 
of  the   signal    was  explained   in   connection   with   Fig. 


..CL. 


7b  Main  Common 

-  Signal  Control 
from  "nock  IMatf 


;.    Wiring  Diagram   for   Model  5  Signal 
Used  in  Interlocking.     (For  Views  of 
nal  Mechanism,  See  Figs.  429-434.) 


1635.  I'igs.  1705-1706  show  the  general  arrangement  and  method 
of  operating  the  brake  contact,  which  is  shown  in  the  upper  portion, 
the  contact  shown  as  closed  provides  the  low  resistance  path  to  the 
motor,  and  when  open  cuts  in  the  brake  circuit.  VV'hen  the  signal 
is  clear  the  lower  contact  closes,  thus  providing  a  path  for  any 
outside  circuit  such  as  a  distant  signal,  indicator  or  repeater. 

The  arrangement  employed  for  a  two-arm  slotted  or  selected 
signal  is  shown  in  Figs.  1700,  1702-1704  and  1708-1709,  also  the 
arrangement  of  the  motor  and  other  working  parts.  The  selector 
magnets  22  (Fig.  1707),  when  energized,  cause  the  signal  cross- 
head  to  engage  with  the  signal  rod  through  action  of  the  dog^ 
operated  by  the  armature,  and  the  signal  clear?  when  the  crosshead 
is  raised.  The  contacts  cut  in  the  high  resistance  brake  when 
signal  arm  is  clear.  This  signal  is  fitted  with  dynamic  indication 
which  is  also  controlled  by  the  contact  shown. 

The  outside  connected  signal  used  in  connection  with  all  elec- 
tric interlocking  is  shown  in  Figs.  1712-1715. 

The  signal  movement  is  more  fully  shown  in  Figs.  1716-1725. 
The  machine  consists  of  an  electric  motor,  a  train  of  gears  and  a 
magnetic  brake.  The  motor  armature  with  its  brake  disk  and 
pinion  is  shown  in  Fig.  1725. 

The  operation  of  the  signal  is  as  follows:  Current  is  delivered 
to  the  motor  by  the  reversal  of  the  lever  on  the  interlocking 
machine.  The  armature  is  set  in  motion,  and  acting  through  the 
train  of  gears  revolves  the  chain  sheave  B,  Fig.  1713  (also  see  K. 
Fig.  1717),  winds  up  chain  C  which,  acting  through  the  flexible 
connection  J)  (also  see  Fig.  1718)  lifts  the  counterweight  lever 
and  clears  the  signal  in  the  usual  manner.  When  the  arm  has 
reached  the  proceed  position,  the  circuit  breaker  operates  as  already 
explained  and  sets  the  brake,  which  stops  the  motor.  VV'hen  it  is 
desired  to  restore  the  signal  to  the  stop  position  the  lever  is 
returned  to  the  normal  indication  point,  thus  cutting  off  current 
from  the  brake  magnets  and  motor.  A  circuit  through  the  motor 
and  indication  magnets  is  then  complete  except  at  the  signal  cir- 
cuit breaker.  The  motor  is  now  free,  the  counterweight  falls  and 
the  armature  rotates  in  the  opposite  direction  to  that  which 
cleared  the  signal;  at  the  same  time,  the  signal  arm  assumes  the 
stop  position.  Just  as  the  arm  reaches  the  stop  position,  the  circuit 
breaker  completes  the  indication  circuit,  and  the  motor  now  acting 
as  a  generator  sends  in  the  indication  and  effects  the  release  locking. 

Figs.  1712-1713  show  a  standard  two-arm  high  signal.  Aside 
from  the  pole  and  its  fittings  the  signal  includes  one  signal  move- 
ment A  and  two  circuit  breakers  H'  and  H^  (see  also  Figs.  1782- 
1749).  The  signal  movement  A  is  the  same  as  used  for  the  single 
arm  signal  except  that  the  chain  wheel  is  provided  with  sprockets 
for  gripping  the  chain  C  which  passes  over  it.  When  the  motor 
armature  revolves  in  one  direction  it  clears  the  upper  arm  and 
when  in  the  other  direction  the  lower  arm.  For  this  purpose  the 
fields  are  arranged  with  two  windings,  and  the  reversal  of  the 
armature  rotation  is  effected  through  the  switch  selector  operated 
by   the   switch    points.     Wh:n   the    lever   is    reversed,   current   flows 


Figs.  1750-1751  POWER  INTERLOCKING,  Electric.    Gen^V  Rv.  Sig.  Co. 


Fig.    17-50.     Derail   and    Signals. 


Fig.   1751.     Switch   Instrument  or  Selector.      (For  Details  see  Figs.   1 705-1769.) 
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POWER  INTERLOCKING.  Electric.     Gen'l  Ry.  Sig.  Co.  Figs.  1752-1755 


Figs.  1752-1753.    Two-Position  Electric  Solenoid  Dwarf  Signal. 
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Figs.  1754-1755.    Two-Arm,  Three-Position  Electric  Solenoid  Dwarf  Signal. 


Figs.  1756-1760 
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Letters    Refer    to    List    of 
Names  of  Parts  Below. 
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Figs.    1756-1758.     Details   of  Solenoid   Dwarf   Signal,   Figs.  1752-1755.    O   Is  Normally  off  Center, 

Locking  the  Signal  in  the  Stop  Position. 


Names  of  Parts  of  Model  2,  Electric  Dwarf  Signal;  Figs.  1756-1758. 


A    Rack 

J     Pinion 

S    Contact 

B    Roller 

K    Collar 

T    Insulating  Segment 

C    Shaft  for  B 

L    Bottom  Support  for  H 

V     Operating  Rod 

D    Magnet   Core,  Brass 

M   Armature 

W   Spring 

E    Cap  For  D 

N     Yoke 

X    Elastic  Nut 

F    Bolt 

0    Crank 

Y    Eye 

G    Washer 

P     Tube,  Brass 

Z    Clamp  Screw 

H    Restoring   Spring 

Q    Cotter 

I     Commutator,   Indication 

R    Washer 

■er 


Figs.  1759-1760.    Two  Position  Electric  Solenoid  Dwarf  SignaL 


(M) 


POWER  INTERLOCKING.  Electric.     Genl  Ry.  Sig.  Co. 


Figs.  176Z-1764 


Letters  .  Refer    to     List    o£ 
Names  of  Parts  Below. 


Figs.  1761-1763.     Electric  Solenoid   Pot  Signal. 


Names  of  Parts    of    Electric    Pot 
Signal;   Figs.   1761-1763. 

A  "Stop"  Disc  E  Case 

B  "Proceed"  Disc  F  Lamp  Stand 

C  Cover  G  Cap  Screw 

D  Cap  Screw  H  Hinged  Cover 


Names  of  Parts  of  Details,  Model  8» 
Dwarf  Signal;  Fig.  1764. 

A  Operating  Jaw 

B  Indication  Contact  Arm 

C  Circuit  Breaker  Frame 

D  Lock   Washer 

E  Spacing   Tube 

F  Upper  Core 

G  Copper  Cap 

H  Restoring  Spring 

K  Operating  Rod 

L  Solenoid  Yoke 

M  Stud  for  Holding  C  to  Case 

N  Bolt 

O  Armature 


Fig.  17C4.     Details  of  Mechanism  for  Figs.  1759-1763. 


Figs.  1765-1770 
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Letters  Refer  to  List  of  Names  of  Parts  Below. 
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Fig.    17G5.     Switch    Instrument   or  Selector.     (See    Fig.   1751). 


Names    cf    Parts    of    Switch    Instrument; 


A  Coz  cr 

B  FcU  Gasket 

C  Staf>lc 

D  Hasp 


Fig.  1765. 

E    Hinge  Pin    for   D 

F    Base 

G    Hinge  Pin  for  h 


&: 


Figs.    1  TOO- 1767.     Contacts  and   Support   for 
Fig.  17G5. 


Figs.    1768-1769.     Double    and    Single    Con- 
tact Arms  for  Fig.  1765. 


Names  of  Parts  of  Contact  Arm  for  Switch 
Instrument;  Figs.   1768-1769. 


A  Contact 

B  Contacts 

C  Screw 

D  Insulator,  Mica 

E  Screw 


G  Insulator,  Mica 

H  Lock  Washer 

K  Nut 

L  Arm 

M  Clamp  Screxi.' 


F    Insulating  Block         N    Lock    Jl'aslier 


>j»      -I* 


i   h 


Kig.  177i>.    Operating  Switchboard. 
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Figs.  1771-1774 
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LeUeis  Refer  to  List  of 
Names  Below. 
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Fig.  1772.     Normal. 
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Fig.  1778.     Effect  of  a  Cross  at  X. 

Figs.    1772-1773.     Wiring     Diagrams     Showing 
Arrangement  of  Circuits  and  Apparatus  on 
Operating  Switchboard  for  Protection 
Against   False  Indications  or  False 
Movements  of   Functions   Re- 
sulting from  Crossed  Wires. 


Fig.  1771.  Operating  Switchboard. 


Names  of  Parts  of  Fij?.   1772. 

A    Circuit   Breaker  Sf>ritig  and   Lexer 

B     Actuating  Relay 

C 

D 


Circuit  Breaker  Magnet 
Polarized  Relax 


E  Polarized  Relay  Armature 
F  Circuit  Breaker  Relay  Coil 
G    Resistance  Tubes  {Ordinarily  60  Ohms 

Each) 
H     Circuit  Breaker  Relax  Contacts 


Fig.  1774.     Electric  Solenoid  Bridge  Lock. 


Note. — This  lock  is  operated  by  the  same  type  of  mechanism 
as  dwarf  signal   Figs.    1752-1755. 


Figs.  1775-1779  POWER  INTERLOCKING,  Electric.     Gen  1  Ry.  Sig.  Co. 


Figs.  1775-177G.     Circuit  Breaker  Relay  for  Operating  Switchboard. 


Fig.   1777.     Brush  Contact 
with    Yoke  and   Core, 
(A,  Figs.  1775-1776). 


lA^.-.:^^;^ 


H 


Fig.    1778.     Back  Yoke  (B, 
Fig.  1776). 


Fig.  1779.    Special  Operating  Switchboard  for  Use  Where  the  Functions  Are  Divided  into  Five 
Groups,  Each  Group  Having  a  Separate  Common  Wire. 
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POWER  INTERLOCKING.  Electric.     Gen'l  Ry.  Sig.  Co.  Fi?s.  1780-1781 
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Fig.   1781.     Back  View  of  Fig.   1780,  Case   Removed. 


Fig.  1782 


POWER  INTERLOCKING,  Electric.     Gen'l  Ry,  Sig.  Co. 


Fig.   1782.     Part  of   Electric   Inter- 
locking Machine,  Without  Case, 
Showing   Electro-Mechan- 
ical Screw  Release.    Elec- 
tric Zone,  New  York 
Central  &  Hudson 
River. 


The  interlocking  machine  for  the  New  York  Central  electric 
zone  work,  while  conforming  in  principle  and  in  general  design  to 
model  No,  2  (Figs.  1641-1644),  manufactured  by  the  General  Rail- 
way Signal  Company,  includes  the  following  new  features: 

(a)  An   electro-mechanical    screw    release    (Figs.    1782    and   2898). 

(b)  Electric  lever  locks   (Figs.   2319  and    H,   Fig.   1781). 

(c)  A  cabinet  extending  to  the  floor  and  arranged  to  be  locked 
or  scaled  (Figs.  1780-1781). 

(d)  A  terminal  board  equipped  with  polarized  relays  for  the 
protection  of  each  functional  wire   (.\,  Fig.   1781). 

(e)  Improved  locking. 

A  front  view  of  part  of  an  interlocking  machine  with  cabinet 
removed  is  shown  in  Fig.  1782.  This  shows  the  appearance  of  the 
improved  locking  which  is  similar  in  design  to  the  back  locking 
in  the  "Standard"  Machine  (F'igs.  726-771)  but  of  reduced  size. 
It  is  arranged  to  take  four  bars  in  each  groove  of  the  locking  plate, 
and  is  so  designed  as  to  require  a  smaller  variety  of  dogs  than 
the  earlier  type   (Model   No.   2)    of   this  machine. 

The  model  4  switch  machine  shown  in  Figs.  1783-1788,  in- 
clusive, is  a  redesign  of  the  Model  2  (Figs.  1671-1697).  It  is 
substantially  constructed,  rotating  parts  being  bushed  with  bronze. 
All  coils  arc  taped,  and  subjected  to  the  vacuum  impregnation 
process.  It  can  be  used  as  cither  right  or  left  hand  without 
change,  as  it  makes  no  difference  to  which  side  the  lock  and 
throw  rods  are  connected.  One  or  two  adjustable  lock  rods  can 
be  used  which  permits  the  use  of  the  machine  for  the  operation 
of  double  slip  or  movable  point  frogs  without  additional  facing 
point  locks  and  connections.  All  parts  are  contained  in  a  cast 
iron  case  which  also  forms  a  base  plate  for  the  mechanism,  and 
is  provided  with  a  cover  which  affords  protection  against  the 
weather.     This  case   is   bolted   through   tie   plates  to   the  head  block 


and  the  next  tie  back.  The  armature  has  a  free  movement  after 
completing  the  operation  of  the  switch,  which  enables  it  to  acquire 
momentum  for  generating  the  indication  current. 

The  signal  circuit  controller  (switch  box)  is  provided  with  four 
normal  and  four  reverse  contacts;  it  is  in  the  same  case  with 
other  parts,  and  is  under  the  joint  control  of  locking  movement 
and  points  in  such  a  manner  as  to  assure  that  the  switch  point  is 
up  to  the  stock  rail,  and  also  that  it  is  locked  in  the  proper 
position.  Should  the  signal  circuit  controller  become  disconnected 
from  the  switch  points,  all  of  its  contacts  arc  opened.  Duplex 
locking  is  provided  by  the  use  of  locking  plungers  or  dogs  of 
different  relative  position  which  insures  correspondence  in  posi- 
tion of  the  switch  points  and  the  machine.  The  removal  of 
the  brush  holders  and  support  permits  the  armature  to  be  Hfted 
out.  The  commutator  and  brushes  are  on  top,  making  it  easy 
to  clean  or  inspect  them. 

By  the  use  of  a  crank  which  is  placed  in  the  hole  shown  in 
the  end  of  the  armature  A,  Fig.  1783  (after  one  of  the  brushes 
has  been  raised  from  contact  with  the  commutator  in  order  to 
cut  off  current),  the  movement  can  be  turned  to  any  part  of  its 
stroke,  for  the  purpose  of  adjusting  any  part  or  parts,  without 
the  assistance  of  the  operator  in  the  tower. 

The  motor  is  of  the  four  pole  type.  The  power  is  applied  to 
the  switch  points  through  a  train  of  gears  having  a  friction  clutch. 
the  cones  of  which  are  provided  with  large  wearing  surfaces  and 
are  so  tapered  that  they  cannot  wedge  together.  The  bearing 
surfaces  are  ground  true  and  separated  by  conical  fibre  rings 
which  prevent  cutting. 

Referring  to  the  illustrations.  Fig.  1783  shows  the  movement 
with  the  main  covers  removed  and  with  the  individual  covers  open. 
Fig.  1784  shows  movement  with  the  main  cam  gear  and  locking 
bar  and  pole  changer  removed.  F'igs.  1786-1787  show  the  upper 
and  lower  sides  of  the  main  cam  gear.  I'ig.  1785  shows  the 
locking  bar  to  which  are  attached  locking  plungers  or  dogs,  cam 
fiots,  for  the  operation  of  switch  box  and  setting  the  pole  changer, 
and  to  which  detector  bar  connections  are  attached.  Fig.  1788 
shows  the  movement  as  installed  in  the  New  York  Central  Electric 
Zone  connected  to  a  single  switch,  without  a  detector  bar.  elec- 
tric detection  (see  definition)  being  used.  Figs.  1666-1670,  inclu- 
sive, show  the  wiring  diagram  of  the  switch  as  connected  to  the 
lever  in  the  interlocking  machine,  the  heavy  lines  and  arrows 
in  each  diagram  indicating  the  wires  carrying  current  and  the 
direction  of  flow  during  each  position  of  the  switch  and  the  lever, 
from  normal  to  reverse  and  return  to  normal.  The  cycle  of  oper- 
ation is  divided  into  five  parts  (each  part  representing  about  90 
degrees  of  travel  on  the  main  gear)  as  follows: 

First  fifth.     Free. 

Second  fifth.  Unlocking,  during  which  detector  bar  is  raised 
and  switch  box  contacts  opened. 

Third  fifth.     Movement  of  the  .switch  points. 

Fourth  fifth.  Locking,  during  which  detector  bar  is  lowered, 
pole  changer  is  set  and  switch  box  contacts  closed  (reversed). 

Fifth  fifth.  Free  movement,  reversal  of  pole  changer  and  stop- 
ping of  motor.  (The  free  movement  is  the  major  portion  of  thi* 
part  of  the  stroke.) 

The  various  movements  as  outlined  above,  arc  accomplished  fe'Si 
the  main  gear.  F'igs.  1786-1787,  the  locking  bar,  Fig.  1785,  tk"*^* 
lock  bolts  N  (Fig.  1785),  and  the  throw  rod  M  (Fig.  1783).  Tt»« 
rollers  O,  O  (Fig.  1785)  on  the  lockinjf  bar  engage  with  tl^»< 
cam  U  on  the  upper  side  of  the  main  gear,  the  roller  on  N  (Fi-  ^ 
1784)  engages  with  the  cam  T  on  the  under  side  of  the  m»-  • 
gear  and  the  roller  V  on  the  unde/  side  of  main  gear  engages  w£.  ** 
the  jaw  of  the  throw  rod  M.   F'ig.  1783. 

The    cam    U     (Fig.    1787)    causes    an    intermittcn    movement       ^^ 
the    locking    bar,    the    first    part    of    which    throws    the    circuit    cc^  * 
troller    C,    Fig.    1666,    to    a    central    position    and    closes    the    circ«J»' 
of    the    pole    changer    coils    corresponding    to    the    movement    bei  '•^^ 
made    (the   circuit    for    the   other   set   of   coils   being  already   closer^^^ 
and    raises    the    detector    bar.      The    second    portion    of    the    locki*"*/^ 
bar    stroke    (after    the    period    of    rest)    the    circuit    controller   co«^' 
pletes   the   movement    of    C.    Fig.    1666,   and    sets    the   wings  J,   Vig- 
1T83,   in    position   to   engage   with   the   cutout  cams   S   S,   Figs.   176^ 
1787,   on   the   main    gtar,   and   lowers   the   detector   bar.      The  move- 
ments   of    the    switch    box    and    the    reversible    pole    changer    bein^ 
performed  by  means  of  the  cam  slots  and  cranks,   not  shown.     An 
independent   connection    of   the    switch   box    to    the   points  drops  the 
movable   contact   piece   immediately   after   the   points   begin   to  move, 
in    which    lowered    position    it    will    remain    as    long    as    the    points 
are  open. 

After  the  movements  above  described  are  completed,  the  main 
gear  continues  to  move  until  one  of  the  cams  S  S  engages  with 
the  wing  J,  which  engagement  reverses  the  pole  changer,  cutting 
off  the  operating  current  and  closing  the  indication  circuit,  the 
current  for  which  is  generated  b  the  motor  running  as  a  gener- 
ator for  the  time  being. 

It  will  be  noted  that  during  the  last  fifth  of  the  stroke,  the 
only  mechanical  work  performed  by  the  machine  is  that  of  re- 
versing the  pole  changers,  consequently,  the  switch  throwing  and 
locking  parts  being  at  rest,  the  gears  and  armature  acquire  con- 
siderable   inertia    so    that    when    the    current    is    cut    off    and    the 
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Fig.  1783 


Fig,  1784 
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POWER  INTERLOCKING,  Electric.     Gen'l  Ry.  Sig.  Co. 


Figs.  1785-1787 
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Figs.  1788-1789  POWER  INTERLOCKING,  Electric.     Gen*l  Ry.  Sig.  Co. 


Fig.  1788.    Model  4  Switch  Movement,  as  Installed  on  Electric  Zone;  New  York  Central  &  Hudson  Rivei 


contacts  transferred  to  the  other  position  in  the  pole  changer,  the 
motor  generates  current,  the  direction  and  path  of  which  is  shown 
by  Figs.  1668  and  1670.  This  momentary  impulse  energizes  the 
magnets  for  the  indicating  device  in  the  interlocking  machine, 
tripping  the  releasing  mechanism  on  the  lever  and  allowing  the 
operator  to  move  it  to  the  full  normal  or  reverse  position.  The 
current  thus  generated  also  acts  as  a  snub  on  the  mechanism, 
bringing  it  to  a  stop  without  injurious  shock. 

Figs.  1792-1793  show  the  signal  mechanism  known  as  the  Model 
No.  7.  It  is  a  modification  of  the  Model  No.  3  signal  (Figs.  1700- 
1711),  especially  designed  to  handle  a  home  and  distant  arm  on 
the  same  post.  This  is  accomplished  by  making  the  stroke  of  the 
mechanism  slightly  longer  and  dividing  the  travel  of  the  cross- 
head  into  two  parts,  the  first  clearing  the  home  and  the  second 
the  distant  signal.  In  this  mechanism  the  slot  or  selector  coils 
are  stationary.  Seven  circuit  breakers  (front  and  back  contact) 
are  provided,  which  can  be  operated  at  varying  periods  of  the 
stroke  and  will  take  care  of  any  ordinary  circuit  requirements. 

Where  more  than  two  arms  are  to  be  operated  from  one  mech- 
anism, it  becomes  necessary  to  use  a  selector  head  (Fig.  1794), 
one  of  these  being  required  for  every  arm,  more  than  one,  that 
is  to  he  operated  from  the  same  up  and  down  rod.  This  is  an 
electro-mechanical  device  for  connecting  the  up  and  down  rod  to 
the  shaft  carrying  the  spectacle  casting  and  blade.  In  other  words, 
the  mechanism  is  arranged  to  move  two  up  and  down  rods  sue- 
cesshrely,  the  first  of  which  controls  all  of  the  home  arms,  the 
second  of  which  controls  all  of  the  distant  arms*  and  the  par- 
ticular arm  of  either  group  is  electrically  selected  for  mechanical 
connection  to  its  operating  rod. 

The  construction  and  operation  of  the  selector  head  is  as 
follows:  The  up  and  down  rod  is  equipped  with  a  double  jaw 
which  is  pinned  to  the  crank  C.  This  crank  works  loosely  about 
the  semaphore  shaft  and  carries  the  lug  L.  Frame  E  is  keyed  to 
the  semaphore  shaft  and  supports  the  magnet  G.  The  armature 
of  the  magnet  is  pivoted  at  M  and  carries  pawl  F.  Arm  B  is 
keyed  to  the  armature  and  moves  with  it.  Normally,  pawl  F  is 
in  engagement  with  the  cam  II  so  that  the  arm  cannot  be  cleared. 
Arm  B  carries  contact  blocks  at  its  ends  which  rest  against  contact 
posts  D.  Through  these  are  carried  the  circuits  for  the  other 
arms  to  be  operated  by  the  same  up  and  down  rod.  When  G  is 
energized  it  raises  pawl  F  into  engagement  with  lug  L  and  at  the 
same  time  breaks  all  circuits  through  D  by  raising  arm  B.  The 
signal  can  now  be  cleared  by  movement  of  the  up  and  down  rod. 
Cam  H  holds  pawl  F  in  engagement  with  dog  L  throughout  the 
stroke.  A  dashpot  A  is  provided  to  absorb  shocks  when  the  arm 
returns  to  the  stop  position.  When  desired,  circuits  may  also  be 
controlled  by  the   roller  contacts  K  on  the  semaphore  shaft. 

The  circuits  correspond  generally  to  those  of  the  Model  3  and 
outside  connected  signals  and  are  as  shown  in  detail  for  a  home, 
distant  and  route  signal  in  Figs.  1790-1802,  which  show  the  oper- 
ating, indicating  and  slot  circuits.  The  slotting  of  the  signal  is  an 
accessory  that  can  be  omitted  if  desired.  It  will  be  noted  that  the 
control  of  the  distant  signal  is  accomplished  through  a  relay  rather 
than  by  a  direct  connection  to  a  lever,  which  is  necessary  on  account 
of  the  home  movement  and  distant  movement  of  the  mechanism 
usually  being  controlled  from  two  separate  interlocking  plants,  and 
the  undesirability  of  connection  between  plants,  on  account  of  in- 
terference in  the  cross  protection  circuits,  also  the  distant  arm 
often    indicates    for    the    next    automatic    home    signal    in    advance. 


The  motor  dwarf  signal  made  by  the  Cleneral  Railway  Signal 
pany  is  known  as  the  Model  *4  and  is  shown  in  Figs.  180i 
This  signal  is,  in  all  essential  features,  a  high  signal,  in  whi« 
counterweight  is  replaced  by  a  coiled  spring  shown  at  A,  Fig.  1 
The  dynamic  indication  is  accomplished  by  the  unwinding 
coiled  spring  driving  the  motor  armature  in  the  reverse  din 
the  spring  being  wound  up  for  this  purpose  during  the  d 
movement  of  the  signal.  The  circuit  breaker  shown  at  A 
1805,  is  arranged  to  snap  over  at  the  end  of  the  clearing 
ment  (the  snap  break  preventing  any  burning  of  the  cor 
and  to  return  to  the  normal  position  (closing  the  indication  ci 
when  the  arm  has  gone  to  the  stop  position.  It  is  operat 
direct  connection  to  a  secondary  cam  mounted  on  the  same 
as  the  main  driving  cam.  All  shock  of  overcoming  the  iner 
the  moving  parts  when  signal  is  returned  to  normal,  is  ab 
by  a  second  spring,  coiled  in  the  opposite  direction,  which  b< 
the  indicating  spring  when  a  second  arm  is  added,  so  that  t 
dicating  spring  for  one  arm  becomes  a  buffer  for  the  other. 


Fig.   1789.     Motor  Generator  Set   and   Switchbc 
Electric   Interlocking   Plant.     Electric    Zone, 
York  Central  &  Hudson   River. 
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Figs.  1790-1791 
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Power  and  Operating  Switchboard  Circuits  for  Electric  Interlocking  Plant 

Central  &  Hudson  River. 
MANIPULATION. 

Throw  Szvitches. 
To   Charge  Battery   1 

2    

3    

1  and  2    

1  and  3     

To  Serve  Int.  From  Gen 

"        "        Low   Voltage    Feeders 

From   B2  

To    Serve    Low    Voltage    Feeders 

From   B3 

To  Serve  Lights  From  A.  C 

"        "  *'  •*        D.  C 

TO  START  MOTOR. 
Throw  9  Up,  Place  Starting  Szcntch  in  Starting  Position  and  Close  Switch  8;  After 

Motor  is  Up  to  Speed  Move  Starting  Szintch  to  Running  Position. 
To  Read  Voltage  of  llO-Volt  Battery  Hold  Switch  "A"  Closed  for  2  Minutes  and 

Take  the  Reading  of  the  Voltmeter  at  the  End  of  This  Time. 
Sttntch  "A"  Should  Not  be  Closed  While  Charging  Battery. 


Names  of  Parts  of  Power  Switchboard,  Fig.  1790. 

1  Ammeter  Sxi-itch 

2  J'oltmeter   Sn'itctt 

3  Charging    Switch    for  10-Volt   Battery 

4  Control  Switch 

5  Control  Stvitch 

6  Under-Load    Reverse    Current   Circuit  Breaker 

7  Field  Switch 

8  Alternating      Current     Circuit  Breaker 

9  Switch  for  Power  Supply  and  Lamp  Circuit 


/once. 

—\ <3  Une.  ^ 

A  B 

1791.     Circuits  for  Starting  Switch;  Single  Phase 
Induction   Motor,  Shown   in   Figs.   1789-1790. 


Figs.  1792-1793 
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Fig.    1792.     Front    View,    Model    7,    Signal 
Mechanism. 


Fig.     1793.     Rear     View,     Model    7,    Signal 
Mechanism. 


The  movement  of  the  motor  is  transmitted  to  the  arm  through 
a  train  of  gears  and  a  cam.  Fig.  1803.  The  connection  from  the 
cam  to  the  arm  is  so  arranged  that  the  arm  is  locked  by  the  cam 
slot  at  all  times  except  when  operated  by  the  motor.  A  reversible 
(double  field)  motor  is  used,  by  means  of  which  selection  of  arms 
is  accomplished. 

The  circuits  as  shown  in  Figs.  1807-1810  for  the  one-arm, 
and  P'ig.  1811  for  the  two-arm  signals,  are  practically  identical 
with  those  of  the  high  signal.  The  heavy  lines  and  arrows  show 
the  flow  of  current  in  a  complete  cycle  of  movement. 

The  type  of  electrically  driven  generator  as  used  in  the  New 
York  Central  Electric  Zone  work,  is  shown  in  Fig.  1789.  It  con- 
sists of  a  single-phase  induction  motor  direct  connected  to  a 
shunt  wound  generator.  The  motor  is  supplied  (except  in  the 
Grand    Central    Station    where    300    volt    primary    is    used)    from    a 


2,200  volt,  2')-cycle,  single-phase  line  through  static  transformers 
having  110   volt   secondaries. 

The  induction  motors  have  "squirrel  cage"  armatures  and  have 
their  fields  wound  as  for  a  three-phase  motor,  the  winding  being 
connected  in  delta  (Fig.  1791).  In  the  starting  position*  a  non- 
inductive  resistance  and  a  reactance  are  connected  in  series  with 
the  motor  field  as  shown  at  A.  The  resistance  and  reactance 
causing  a  sufficient  phase  displacement  in  the  windings  to  set  up  a 
distorted  revolving  field  effect,  sufficient  to  give  a  good  starting 
torque.  In  the  running  position,  two  terminals  of  the  field  are 
direct  connected  to  the  line,  as  shown  at  B.  The  change  from 
starting  to  running  positions  being  accomplished  by  a  double  throw 
switch  as  indicated. 

The  regulation  of  the  generator  is  accomplished  by  a  field  rheostat, 
the  switchboard  connections  being  arranged  for  self -excitation  when 
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Fig.  1794 


Fig.  1794.     Selector  Head. 


charging  the  110  volt  battery  or  the  110  volt  and  the  10  volt  bat- 
teries in  series,  and  for  separate  excitation  from  the  110  battery 
if  it  becomes  necessary  or  desirable  to  charge  the  10  volt  battery 
separately  (Fig.  1790).  Three  sets  of  batteries  are  provided;  one 
110  volt  Jor  the  interlocking  plant  proper,  and  two  10  volt  for 
.annunciators,  locks,  etc. 

The  powef  switchboard  is  equipped  with  motor  starting  switch, 
alternating  current  circuit  breaker,  generator  field  rheostat,  fuses, 
under  load-reverse  current  circuit  breaker,  and  measuring  instru- 
ments and  their  switches. 

The  alternating  current  circuit  breaker  is  a  commercial  over- 
load, no-voltage  release.  The  generator  field  rheostat  is  of  the  en- 
ameled type,  that  is,  having  the  resistance  covered  with  enamel, 
^nd  has  a  fixed  resistance  in  series  when  connected  for  separate 
excitation  of  the  fields. 

Switch  A  must  be  held  closed  two  minutes  (see  note  in  figure) 
"before  taking  voltage  reading  of  storage  battery.  When  this  switch 
is    closed   a    current    of    about   2.5   amp.    is    taken    from    the    battery 


through  the  45  ohm  resistance.  This  is  necessary  to  eliminate  any 
false  difference  of  potential  that  may  exist  across  the  terminals  of 
the  battery  due  to  inaction. 

The  500-ohm  resistance  is  used  to  cut  down  charging  current 
for  the  10-volt  batteries. 

Rotary  switch  2  is  for  the  purpose  of  reading  the  voltage  of 
any  circuit  independently.  The  under-load,  reverse-current  circuit 
breaker  is  held  closed  by  magnetic  attraction  only;  no  latches 
of  any  sort  being  employed.  The  holding  magnets  are  so  designed 
as  to  be  de-energized  if  the  current  reverses.  The  contacts  are 
large  and  automatically  adjust  themselves  for  a  maximum  surface 
of  contact. 

The  operating  board  controls  the  supply  of  current  for  the 
interlocking  machine  by  means  of  the  circuit  breaker,  circuit 
breaker  relay  and  polarized  relay,  which  automatically  cut  current 
off  when  any  cross  occurs  on  an  operating  wire  of  sufficient 
magnitude  to  cause  the  improper  movement  of  any  function,  as 
explained  in  connection  with  Figs.   1772-1773. 
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Figs.  ;i  796-1803 


1797.     Home  Signal 
Clearing. 


Fig.  1798.     Home  Signal 
Clear. 


Fig.   1803.     Two-Arm  Motor  Dwarf  Signal. 


1 


?      CK 


i. 


rOO.     Distant  Signal       Fijr.  1800.    Home  and  Dis-      Fig.     1801.       Slot     Circuit       Fig.    1802.     Normal     Indi- 
Clearing.  tant  Signals  Clear.  Opened  by  Track  Re-  cation. 

lay,  Restoring  Signal 
to  Stop  Position. 


1796-1802.     Wiring  Diagrams  Showing  Successive  Stages   in   the   Operation   of  a   Model   7    Signal;    Home 

Signal  Semi-Automatic. 


FigB.  1804-1806  POWER  INTERLOCKING,  Electric.     Gen  1  Ry.  Sig.  Co. 


Fig.  1804.    Front  View,  Two-Arm  Motor 
Dwarf  Signal. 


Fig.    1805.      Rear   View,   Two-Arm 
Motor   Dwarf  Signal. 


Fig.  1&X>6.     One-Arm  Motor  Dwarf  Signal. 
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Figs.  1812-1820 
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Fig.  1812.     Electric  Interlocking  Machine,  View  Showing  Back  Elevation   Partly  in  Section. 


Figs.    1815-1818.      Indication 
Latches. 

1  Stem 

2  Latch  for  Suntch  Lever 

3  Latch  for  Signal  Lez'er 


Figs.    1813-1814.     Indication   Transformer. 


Figs.    1819-1820.       Indication 
Motor. 


ELECTRIC  INTERLOCKING. 

THE    UNION    SWITCH   &    SIGNAL  COMPANY. 

The  interlocking  machine,  an  end  and  a  front  elevation  of  which  the  locking  of  all  levers  whose  movements  would  conflict  with  the 

are   shown    in    Figs.    1821-1822,   and   a   rear   view   in   Fig.    1812,    re-  new    position    of    the   lever.      The   final    movement,   which  can  take 

sembles    very    much    in    general    appearance    the    electro-pneumatic  place  only  after  the  indication  is  received,   unlocks  all  levers  whose 

machine.    Fig.    1897,    and    the    levers    have    the    same    movements.  movements    would    not    conflict    with    that    position    of    the   k?er. 

The  preliminary   movement,   limited  by   the   indication   latch,   effects  The   preliminary  movements,  in    reverse   directions,   overlap  to  socb 
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Figs.  1821-1844 


Jl-1822.     Electric  Interlocking  Machine;  Views  Showing  End  Elevation  in  Section  and  Front  Elevation: 


Letters  and  Numbers  Refer  to  List  of  Names  of  Parts 
Below. 


Figs.  1825-1844.    Details  of  Lever 
Connections,  Quadrants,  Indication 
Segments  and  Guide. 


Figs.  1823-1824.    Detail  of  Lever. 


as  to  permit  a  range  of  movement  sufEcient  to  throw 
;  controlling  switch  from  one  controlling  position  to  the 
le  will  of  the  operator. 

itch  points  are  made  to  follow  the  movements  of  the 
-nding  a  current  through  one  or  the  other  of  two  inde- 
;ries  of  field  windings  on  the  switch  operating  motor, 
ses  rotations  in  opposite  directions.  Each  independent 
uires  one  lever,  but  any  two  switches  which  are  to  be 
multaneously,   as   two   switches   of   a   crossover,    have   but 

nal  levers  stand  normally  in  the  middle  position  and  are 
the  right  or  left  for  the  purpose  of  operating  opposing 
*wo  or  more  signals,  governing  diverging  routes,  are 
>lled  by  one  lever  when  the  signals  are  those  operated 
tor,  as  for  instance,  when  two  or  three  arms  are  placed 
St.  The  selection  between  the  arms  in  this  latter  case 
by  means  of  selectors,  operated  by  the  switch  points 
or   by    the   levers   which    control    the   movements    of  the 

in  the  accompanying  iIlu<;trations  the  interlocking  ma- 
lown  equipped  with  a  stroke  completing  attachment,  it 
itomary  to  apply  this  device.  The  stroke  completing 
romprises   a   swinging  arm,   loosely  pivoted  to  each   lever 

pawls  carried  by  the  frames  of  the  indication  segments 
ig  these  arms.  The  arms  are  all  connected  by  means 
xtending   the    full   length   of  the   machine,  and  are  made 


Names  of  Parts  of  Figs.  1885-1S44. 

D  Indication  Segment  for  Switch  Lever 

E  Indication  Segment  for  Two-Position  Signal  Lever 

F  Indication  Segment  for  Three-Position  Signal  Lever 

G  Guide  for  Indication  Latch  and  Segment 

84  Clamp,  Upper  Half 

25  Clamp,  Lower  Half 

26  Journal  for  Clamp 

27  Segment  for  Switch  Lever 

28  Segment  for  Two-Position  Signal  Lez'er 

29  Segment  for  Three-Position  Signal  Lever 

30  Guide  Base 

31  Bushing 

32  Jaw 

33  Long  Lever  Shaft 

34  Short   Lever  Shafts    (2   coupled) 

35  Indication  Segment  Shaft 

36  Strip  to  Support  Slate  Base  for  Circuit  Controller 

37  Quadrant  for  Szvitch  Lei>er 

38  Quadrant  for  Two-Position  Signal  Lever 

39  Quadrant  for  Three-Position  Signal  Le^cr 
47  Machme  Screw 

49  Machine  Screw 

55  Set  Screw 


Figs,  1845-1848  POWER  INTERLOCKING,  Electric.    U.  S.  &  S.  Co. 


Figs.  1845-1846.     Electric  Switch  and  Lock  Movement  with  Electric  Clutch  and  Planetary  Reduction  Gear;  View 

Showing  Plan  and  Side  Elevation. 


enfrHPnTrt' 


Figs.  1847-1848.     Electric  Switch  and  Lock  Movement   with  Countershaft  Reduction  Gear  and  Mechanical  Clutch 


to  oscillate  by  means  of  a  motor  connected  to  the  bar  through  an 
eccentric.  When  an  indication  is  received,  the  indication  latch 
lifts  a  pawl  into  engagement  with  one  of  the  swinging  arms  and 
the  lever  is  thereby  rotated  through  the  final  part  of  its  move- 
ment. The  circuit  to  the  motor  is  controlled  by  a  relay,  the 
exciting  coil  of  which  is  placed  in  the  main  lead  between  the 
battery  and  the  machine.    Controlled  in  this  way  the  motor  is  only 


in  action  when  required  for  completing  the  stroke  of  a  le^^ 
The  indication  part  of  the  system  is  worked  in  the  followtoj 
manner:  The  commutator  of  the  motor,  in  addition  to  the  p»rt 
usually  found  on  a  direct-current  motor,  is  provided  with  a  c* 
lector  ring  and  a  brush,  bearing  thereon.  The  collector  ring  ^ 
connected  electrically  with  one  segment  of  the  commutator.  A 
the   end    of   the    movement,    the    automatic    controller    changes  tb 
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Figs.  1849-1853 


Letters  Refer  to  List  of  Names  Below. 


*?  ^  fi 


1853.    Solenoid  Safety  Circuit    Controller  for  Switch  Movement, 
^iews   Showing    Plan,    Elevation   and  Wiring   Diagram. 

IS  of  Parts  of  Solenoid  Circuit  Controller;  Figs.  1849-1853. 
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Resistance  Coil 

lesistance  Coil 


Support 

t  Operating  Rod 

f  Bridge 

t 


M  Contact 

N  Slate  Block 

O  Slate  Block 

P  Terminal  Binding  Screws 

Q  Terminal  Binding  Screws 

R  Terminal  Binding  Screws 

S  Terminal  Binding  Screws 

T  Latch 

U  Porcelain  Resistance  Grid 

V  Base 

X  Contact 

Z  Connecting  Spring 


path  of  the  current  from  the  operating  brush, 
bearing  on  the  commutator,  to  the  indicatioii 
brush,  bearing  on  the  collector  ring,  at  the 
same  time  cutting  out  the  magnetic  clutch. 
The  motor  then  continues  to  run  light,  driven 
by  current  from  the  battery,  which  current  is 
caused  to  undulate  by  the  varying  position  of 
the  segment  to  which  the  collector  ring  is  at- 
tached. This  undulating  current  induces  an 
alternating  current  in  the  secondary  of  a 
transformer.  Figs.  1813-1814,  and  this  alter* 
nating  current  drives  a  small  induction  motor. 
Figs.  1819-1820,  which  releases  the  indication 
latch  and  permits  the  completion  of  the  stroke 
of  the  lever  on  the  machine.  In  this  manner 
the  indication  is  brought  about  by  utilizing  the 
battery  current  which  is  transformed  into  an 
alternating  current.  The  indication  motor  pre- 
viously referred  to  has  its  armature  shaft  in 
a  vertical  position;  to  this  is  attac)ied 
a  piece  of  centrifugal  apparatus  very  similar 
in  construction  to  the  well  known  form  of 
governor  used  on  the  steam  engine.  The  rapid 
rotation  of  the  armature  causes  the  weights  to 
separate,  and  through  a  combination  of  levers, 
to  lift  the  indication  latch  and  release  the 
lever.  This  mode  of  construction  makes  it 
necessary  to  have  a  rapid  rotation  of  the  indi- 
cation motor  armature  to  produce  the  desired 
effect,  and  this  rotation  can  be  secured  only 
by  a  rapid  succession  of  alternating  impulses 
in  the  coils  of  the  motor.  A  direct  current 
through  these  coils  has  no  effect  other  than 
to  hold  the  armature  against  rotation.  Single 
impulses  which  may  be  caused  by  making  or 
breaking  a  circuit,  will  cause  the  armature  to 
move  through  not  more  than  ten  degrees,  and 
a  succession  of  such  impulses,  following  each 
other  as  rapidly  as  it  is  possible  to  make  and 
break  a  circuit  by  hand,  will  cause  only  a 
step  by  step  movement  of  the  armature,  the 
armature  coming  to  a  full  stop  at  the  end  of 
each  step,  so  that  impulses  produced  in  this 
manner  will  not  cause  the  weights  to  move 
from  their  position  of  rest  against  the  arma- 
ture shaft. 

Fig.  1845  is  a  plan  and  Fig.  1846  a  side 
elevation,  showing  a  switch  and  its  operating 
mechanism.  The  switch  and  lock  movement  is 
driven  by  a  direct  current  motor  of  about  1% 
h.p.,  designed  to  be  operated  at  110  volts.  The 
shaft  of  this  motor  is  connected  by  means  of 
a  magnetic  clutch  to  a  shaft  extension  in  the 
same  line,  working  a  cam  drum,  which  oper- 
ates the  switch  and  lock.  Intermediate  between 
the  magnetic  clutch  and  drum,  there  is  a  re- 
duction gearing  with  a  speed  ratio  of  25  to  1. 
There  are  two  cams  on  the  drum,  one  of  these 
working  the  lock  rod  and  detector  bar,  and  the 
other  the  switch,  connection  being  made  to  the 
detector  bar  and  switch  through  cranks.  The 
lock  is  worked  direct  by  a  straight  bar  which 
slides  longitudinally  beneath  the  cam,  motion 
being  imparted  by  means  of  a  lug  fitting  the 
cam  slot.  In  each  case  the  cam  slot,  for  a 
portion  of  its  travel,  moves  in  a  plane  at  right 
angles  to  the  shaft,  so  that  while  that  portion 
is  passing  the  lug  on  the  driving  bar  or  crank, 
no  movement  of  the  latter  takes  place;  it  is 
only  while  the  lug  is  engaged  by  the  diagonal 
portion  of  this  slot,  that  movement  is  imparted 
to  the  switch  or  lock  mechanisms.  The  opera- 
tion is  as  follows:  When  the  drum  is  re- 
volved by  the  motor,  the  lock  rod  and  de- 
tector bar  immediately  begins  to  move,  and  as 
soon  as  these  have  completed  part  of  their 
stroke,  their  motion  ceases  and  the  movement 
of  the  switch  begins.  After  the  switch  has 
been  moved  over  against  the  stock  rail,  further 
motion  of  the  lock  bar  locks  the  switch  and  at 
the  same  time  operates  a  knife  switch  which 
opens  the  control  circuits  and  closes  the  indi- 
cation circuit.  The  cam  drum  is  reversible. 
BO  that  the  movement  can  be  operated  either 
right  or  left  (the  position  of  the  motor  and 
clutch  remaining  the  same)  by  changing  the 
drum,  end  for  end.  The  motor,  clutch  and 
drum  are  all  attached  to  a  steel  base  plate. 
The    direction    of    roUtion    for    reversing    the 


Figs.  1854-1855 
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Fig.  1854.     Control  and  Indication  Circuits  for  a  Single  Switch;   Beginning  of  Reverse  Movement. 
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Fig.  1855.     Operating  Circuits  for  Crossover;  All  Parts   in  Normal  Position. 

switch  is  controlled  by  means  of  two   field  windings,  one  of  which  of   a   rigid   connection    prevents   breaking   or    straining   of  the  ptf^s 

is  cut  out  while  the  other  is  in  circuit.     When  the  switch  is  to  be  if  the  movement  of  the  switch  should  become  blocked,  the  blockifll 

thrown    in    the    reverse    direction,    the    lever    on    the    interlocking  of    the    switch    merely   causing   the   clutch    to    slip    until  a   fuse  is 

machine  merely  changes  the  connection   of  the   operating  circuit  to  blown   on   the  interlocking  machine.     If  the  switch  is   found  to  b* 

the    other    field    winding.  blocked,  it  can  be  thrown   back  by  simply  reversing  the  lever,  nui 

The   magnetic   clutch   permits  of  breaking   the   motor   connection  this  can  be  done  quickly  enough   to  avoid  blowing  the   fuse, 
with   the  throwing  mechanism   at  the   proper  time;   and  the   absence  Figs.    1847-1848    show    this    type    of   switch   and   lock   moveni«fll 
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Fig.  1856 
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Fig.  1856.     Control  and  Indication  Circuits  for  Electric  Interlocking  Signals. 


with  a  countershaft  reduction   gear  and  also   a  mechanical 
stead    of   the   electro-magnetic   clutch   just   described, 
safety    controller,    which    automatically    cuts    out    a    switch 

the  wires  become  improperly  connected,  combines  in  one, 
:tions  of  two  electro-magnetic  circuit  controllers.  The 
of  one  is  to  open  the  motor  circuit  when  the  lever  move- 
completed,  and  of  the  other  to  open  the  next  operating 
rhen  it  is  energized  improperly  by  connected  wires,  and 
>revent  a  wrong  movement.     The  instrument  which  is  illus- 

Figs.  1849-1853,  comprises  two  solenoids  A  and  A',  fixed 
;  iron  base  V.  Each  solenoid  has  a  movable  core  D,  con- 
f  means  of  a  jaw  E  to  a  lever  F.  The  lever  F  is  pivoted 
iddle  to  a  fixed  support  G  and  is  connected  at  its  upper 
I  rod  H,  free  to  move  longitudinally.  The  rod  H  car- 
>ntact  bridge  I,  which  will  connect  the  contacts  J  and  K 
i  core  D  is  drawn  into  the  solenoid,  and  will  connect  the 
L  and  M  when  the  core  D  is  drawn  outward.  The  levers 
'  are  connected  near  the  lower  ends  by  a  spring  Z,  which 
le  bridge  V  to  connect  L'  and  M',  when  the  core  D  is 
nto  its  solenoid  A  to  nearly  the  full  extent.  Similarly 
let  bridge  I  is  made  to  connect  L  and  M  when  the  core 
rawn  into  the  solenoid  A'.  The  contacts  J  and  K  are 
»y  the  slate  block  N,  with  springs  interposed  so  that  they 
pushed  in  about  3-16  inch.  The  contacts  L  and  M  are 
the  slate  block  O.  The  relation  of  the  parts  is  such,  that 
{e   I    touches   the   contacts   J    and    K,    while    the   core   D   is 

inch  from  its  complete  inward  stroke,  and  the  bridge  I' 
L'  and  M'  with  the  core  D  about  1-16  inch  from  its  full 
stroke.      These    clearances    are    allowed    for    making    good 

Each  solenoid  has  two  coils  of  wire.     The  coil  C  has  100 

Xo.  13  B.  &  S.  and  the  coil  B  1100  turns  of  No.  15  B. 
'he  resistance  U  and  U',  each  of  twenty  ohms,  are  in 
th  the  coils  B  and  B'  at  the:  starting  of  a  movement,  and 
lits    including    them    may    be    called    the    starting    circuits. 

B  is  connected  to  terminals  P  and  Q,  and  the  coil  C  is 
I  to  terminals   R  and   S. 

e  beginning  of  a  movement,  current  flows  through  coils  C 
and  resistance  U  in  series,  and  draws  in  the  core  D, 
the  bridge  1'  to  connect  L'  and  M',  which  shunts  the 
ind  U,  so  that  the  operating  and  indicating  currents  flow 
)ugh  the  coil  C,  of  a  very  low  resistance,  but  having  suf- 
rns  to  hold  the  core  D  in  place.  The  bridge  I  will  touch 
C    before    V    touches    L'    and    M',    so    that    if    the    current 

to  come  from  a  foreign  source  without  the  lever  having 
ired.  current  would  also  flow   from  the  last  operating  wire, 


which  is  still  in  connection  with  battery,  through  coils  C%  B', 
bridge  I,  and  the  motor,  and  would  hold  I'  away  from  L'  and  M% 
by  drawing  in  the  core  D'.  This  current  will  run  the  motor  light 
in  the  direction  it  ran  in  making  the  last  movement  without  ener- 
gizing the  clutch.  The  contact  K  is  provided  with  a  head  on  its 
inner  end«  which  makes  connection  with  a  contact  X,  when  K  is 
pushed  outward  by  the  spring,  but  when  K  is  pushed  in  by  the 
bridge  I,  it  is  separated  from  X.  The  object  of  this  is  to  cause 
the  cut-off  current  to  flow  only  through  the  safety  contacts  J  and 
K,  and  thus  afford  a  test  of  their  condition  at  each  movement 
of  the   switch. 

When  the  core  D  is  drawn  completely  into  the  solenoid  A,  the 
latch  T  drops  into  the  path  of  a  projection  on  the  lever  F'«  so 
that  if  the  magnet  A'  is  energized  while  A  is  still  holding  its 
core,  the  core  D'  will  be  stopped  by  the  latch  T  before  it  puts  the 
bridge  I'  against  J*  and  K'.  A  limilar  latch,  T',  stops  the  core 
D  under  similar  conditions.  These  latches  come  into  play  in  the 
action  of  the  cut  off  current  last  above  mentioned.  If  in  that 
case  the  bridge  I'  were  allowed  to  move  far  enough  to  touch  J' 
and  K',  the  safety  circuit  to  be  mentioned  later  would  be  tem- 
porarily closed  and  cause  sparking  at  the  contacts. 

The  circuits  of  a  single  switch  can  be  understood  from  an 
inspection  of  Fig.  1854.  In  the  position  of  the  parts  as  shown, 
which  is  the  beginning  of  the  reverse  movement,  current  will  flow 
from  battery  1  through  primary  2,  fuse  3,  -wire  4,  spring  6, 
bridge  11  (11,  11a  and  11  are  one  piece  on  machine),  spring  9, 
wire  14,  field  16,  wire  18,  coil  C  of  A,  connector  26,  coil  B  of  A, 
wire  20,  contacts  K'  and  X',  resistance  U,  wire  22,  contacts  87 
and  38  of  knife  switch  33,  wires  23  and  45,  clutch  62  by  brushes 
50  and  51.  armature  63  by  brushes  49  and  47,  thence  by  common 
wire  to  battery.  This  current  will  energize  the  magnet  A,  the 
bridge  I  will  connect  J  and  K,  and  the  bridge  I'  will  connect  L' 
and  M'.  The  above  circuit  remains  the  same  up  to  wire  18,  thence 
through  coil  C  of  A,  wire  28.  contact  M',  bridge  I',  contact  L\ 
wire  30,  conUct  35,  knife  83,  contact  38,  to  wire  23,  whence  it  is 
the  same  as  above.  The  current  in  the  coil  C  holds  the  core  D  and 
the  bridges  I  and  I'  in  position  last  noted. 

When  the  switch  movement  is  completed,  the  knife  33  is  moved 
from  contact  38  to  contact  86.  still  remaining  in  contact  with  85. 
This  cuts  off  the  current  from  the  clutch  52,  and  causes  it  to  flow 
through  wires  43  and  46,  indication  brush  48,  armature  63,  brush 
47,  and  common  to  battery.  The  current  still  flows  through  the 
coil  C,  thus  holding  I  and  I'  in  positions  noted.  The  current 
entering  the  armature  68,  by  the  way  of  the  brush  48,  which  bears 
on   a  ring  connected   to  a  segment  of  the  commutator,   is   thereby 


Figs.  1857-1858 
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Figs.    1857-1858.     Style   "B'*   High   Signal   Mechanism,   Adapted  to  Electric  Interlocking. 


rendered  pulsating  in  character.  In  flowing  through  the  primary 
2  of  the  transformer,  it  develops  magnetism  of  a  like  character 
in  the  iron  core.  This  in  turn  induces  alternating  current  in  the 
secondary  coil  55,  which  flows  through  the  induction  motor  56,  by 
means  of  which  the  latch  is  lifted,  thus  relasing  the  lever  to  make 
its   final   movement. 

The  final  movement  of  the  lever  puts  the  bridge  12  in  contact 
with  spring  contacts  8  and  10,  which  closes  a  branch  circuit,  and 
current  flows  from  armature  53  by  way  of  brush  49,  wires  32  and 
81,  contact  J,  bridge  I,  contact  K,  wire  19,  coil  B'  of  A',  con- 
nector 25,  coil  C  of  A',  wire  17,  field  15,  wire  13,  spring  10, 
bridge  12,  spring  8,  wire  57,  motor  56,  and  secondary  55  in  paral- 
lel, and  resistance  58  to  battery.  This  current  energizes  magnet 
A',  draws  in  its  core  D',  and  pulls  the  bridge  I'  away  from  con- 
tacts L'  and  M',  thus  cutting  ofi  all  current. 

Fiflc.  1855  shows  a  crossover  with  all  parts  in  normal  position. 
To  reverse  the  crossover,  the  bridge  11  will  be  moved  by  the 
lever  to  connect  the  contacts  5  and  9,  when  current  will  flow 
from  battery  1  through  2,  3,  4,  5,  11,  9,  14,  field  116.  wire  60, 
contacts  137  and  138  of  knife'  switch,  wire  62,  contacts  64  and  65 
of  knife  switch,  field  16,  "wire  18,  coil  C  of  A,  connector  26, 
coil  B  of  A,  wire  20,  contacts  K'  and  X',  resistance  U,  wire  22, 
contacts  37  and  38  of  knife  switch,  wires  23  and  45,  clutch  52, 
armature  53,  thence  through  common  to  battery.  This  current 
energizes  magnet  A,  thereby  causing  the  bridge  I  to  connect  J 
and  K,  and  bridge  I'  to  connect  L'  and  M'.  The  connection  of 
L'  and  M'  shunts  the  coil  B  and  resistance  U  out  of  the  motor 
circuit,  as  explained  in  connection  with  the  single  switch.  When 
the  mechanism  connected  to  armature  63  has  moved  a  short  dis- 
tance, the  knife  switch  63  is  shifted  from  contacts  64  and  65,  to 
contacts  66  and  67,  which  breaks  the  circuit  through  armature  53, 
and  continues  the  circuit  from  wire  62  through  contacts  66  and 
67,  wires  123  and  145,  clutch  152,  armature  153,  thence  through 
common  to  battery.  The  switch  operated  by  motor  153  then 
makes  its  complete  movement,  at  the  end  of  which,  the  knife  133 
is  shifted  from  contacts  137  and  138  to  contacts  135  and  136, 
which  stops  the  current  through  field  116  and  armature  153,  and 
continues  the  circuit  from  wire  14  through  contacts  135  and  136, 
wire  114  to  field  16,  thence  it  is  the  same  as  that  above  traced, 
which  caused  the  preliminary  movement  of  the  mechanism  oper- 
ated by  armature  53.  The  current  in  this  last  circuit  causes  the 
armature  53  to  complete  the  movement,  and  indicate,  which  it  does 
as   explained   in  the   description   of   the   single   switch. 

The  action  of  the  crossover  mechanism  may  be  briefly  stated 
as  follows:  The  armature  53,  which  is  governed  by  the  safety 
controller  starts  the  movement,  and  after  a  short  preliminary 
movement,  opens  its  own  circuit,  and  closes  that  of  153.  Arma- 
ture 163  then  completes  its  movement,  and  again  closes  the  circuit 
to   63,   which   then  completes  its  movement,   and   indicates. 

To  explain  the  action  of  the  safety  controller,  in  protecting 
against  stray  currents,  reference  will  be  made  to  Fig.  1855,  which 
shows  a  lever  in  complete  normal  position.  Suppose  a  live  wire  to 
be  connected  with  wire  14  at  Y.  Current  would  flow  through  the 
magnet  A,  just  the   same   as   though   the   lever   had  been   reversed. 


This  would  cause  the  bridge  I  to  touch  J  and  K,  when  a  circuit 
would  be  closed  and  current  would  flow  from  battery  1,  througb 
2,  3,  4,  6,  11,  10,  13,  contacts  139  and  140,  wire  118,  field  15,  wire 
17,  coils  C  and  B'  of  A',  19.  K,  I,  J,  31,  32,  armature  58  by 
brushes  49  and  47,  to  common.  This  current  would  energize  mac- 
net  A',  and  would  hold  the  bridge  I'  away  from  the  contacts  L' 
and  M'.  It  would  also  turn  the  armature  68  in  the  direction  it 
ran  in  making  the  last  movement,  because  the  current  goes 
through  the  same  field  15  that  was  then  used.  The  rotation  of 
the  armature  produces  a  back  E.  M.  F.,  which  limits  the  current 
to  such  a  small  amount  that  there  is  no  danger  of  burning  out 
the  magnet  A'.  This  condition  would  continue  as  long  as  the 
fault  remained.  When  this  is  removed,  the  apparatus  replaces 
itself  in  proper  condition  for  use.  If  the  contact  had  occurred  at 
Y'  on  wire  114,  the  action  would  be  the  same. 

For  high  signals,  use  is  made  of  the  ordinary  Style  "B"  elec- 
tric semaphore.  Figs.  419-428,  with  the  addition  of  a  third  brush 
to  the  motor,  to  give  the  indication  in  a  manner  similar  to  that 
described  for  the  switch  machine,  with  other  slight  changes  made 
necessary  by  .  the  use  of  a  higher  voltage.  The  high  signal 
mechanism  is  illustrated  in    Figs.   1857-1858. 

The  dwarf  signal.  Figs.  1859-1860,  is  actuated  by  an  electric 
motor,  similar  in  all  respects  to  that  used  in  connection  with  the 
high  signals.  The  motor  drives,  by  means  of  a  worm  gear,  a 
horizontal  shaft  to  which  the  armature  of  an  elcctro-magnetie 
clutch  is  fixed.  The  other  part  of  the  clutch,  enclosing  the  ex* 
citing  coil  is  fitted  loosely  on  the  shaft  This  loose  part  of  the 
clutch  has  a  crank  pin  afiixed,  to  which  the  operating  rod  of  ^ 
signal  is  attached.  When  the  signal  is  at  normal  or  stop  posi- 
tion, the  crank  pin  is  vertically  under  the  shaft;  when  clear,  tibit 
crank  pin  is  about  45  degrees  above  the  horizontal.  The  excitifif 
coil  of  the  clutch  is  connected  in  series  with  the  motor,  and  when 
energized  by  the  operating  current,  both  the  motor  and  clutch 
are  excited,  the  first  causing  the  clutch  armature  to  rotate,  and 
the  second  causing  the  loose  part  of  the  clutch  to  adhere  to  the 
armature  and  move  with  it.  When  the  signal  reaches'  the  dear 
position,  a  circuit  switch  cuts  in  sufficient  resistance  to  reduce  the 
holding  clear  current  to  a  very  small  amount  and  to  stop  tlK 
motor.  The  dwarf  signal  is  locked  in  the  normal  position  bf 
means  of  a  hook-shaped  formation  on  the  eye  of  the  operating  rod* 
which  engages  with  the  shaft  carrying  the  clutch,  if  the  rod  is 
moved  upwardly  a  very  short  distance.  Sufficient  lost  motion  is 
allowed  in  the  crank  pin  hole  to  permit  a  slight  upward  move- 
ment of  the  rod  without  turning  the  clutch. 

The  signals  are  protected  against  improper  movements  due  to 
stray  currents,  by  means  of  a  fuse  placed  in  the  signal  operatisf 
circuit  between  the  slot  coil  and  the  motor.  When  the  sigaal 
lever  is  in  the  normal  position,  the  indication  wire  is  connected 
to  the  common  wire,  and  as  the  indication  wire  is  also  connected 
to  the  control  wire  at  the  signal  motor,  both  beingr  connected  to 
the  same  brush  on  the  armature,  a  current  which  might  reKh  Ae 
control  wire  would  be  short  circuited  back  to  battery  through  tbe 
indication  wire,  and  would  cause  a  very  heavy  current  to  flow 
and  blow  the  fuse  in  the  operating  circuit,  thus  cuttinf  off  cnntst 
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Figs.  1859-1861 


Figs.  1859-1860.     Motor  Dwarf  Signal. 
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Fig.   1861.     Dwarf  Signal   Circuits. 

the  signal  motor  and  preventing  a  false  movement.  If  a 
ct  with  a  foreign  source  should  occur  beyond  the  fuse,  it 
1  also  be  beyond  the  slot,  so  that  the  slot  magnet  would  not 
lergized  and   the   signal   would   not  clear.      The   same   arrange- 

is  followed  in  reference  to  the  safety  controller  in  connec- 
with  the  switch  motor.  The  coils  of  the  magnets  referred  to 
tx>th  placed  between  the  field  coils  of  the  motor  and  the 
ture,  so  that  if  the  contact  should  occur  beyond  these  pro- 
g  magnets,  it  would  also  be  beyond  the  field  magnet  coils, 
consequently  in  this  case  the  field  magnets  would  not  be 
ized  so  that  the  armature  would  not  rotate, 
ig.  1856  shows  the  arrangement  of  signals  at  a  turnout  from 
in  track.  The  two  high  signals  are  operated  by  lever  1,  the 
;  arm  signal  in  the  right  hand  position  of  the  lever,  and 
louble  arm  in  the  left  hand  position.  Selection  between  the 
arms  of  the  high  signal  is  effected  by  the  switch  box  on 
1    2.      The    dwarf   signal   is   controlled  by    lever   3    in    its   right 

position.  Lever  1  is  shown  reversed  to  the  left,  and  upper 
of    1-L    is   clear.      The   current    for   clearing    this   signal    flows 

battery  5,  through  primary  6  of  indication  transformer,  fuse 
witch    9,    contacts    10    and    12a,    wire    36,   contact    34,    wire   87, 

slot  coil  of  15a.  contacts  29a,  17a,  75a,  fuse  74a,  field  coil 
brush  22a«  armature  of  signal  operating  motor,  brush  23a, 
48,  to  common.  When  the  signal  is  clear,  the  contact  17a 
;>arated    from    29a   and  75a,    but   this   break  is   shunted   by   the 

coil  of  slot  magnet  15a,  and  the  resistance  28a,  which  permits 
a  small  current  to  flow,  but  sufficient  to  hold  the  signal  clear, 
tut  the  signal  normal,  the  lever  is  moved  toward  normal 
on  until  stopped  by  the  indication  latch,  in  which  position  10 
I  contact  with  18a,  but  is  separated  from  12a.  The  separa- 
of  10  and  12a  breaks  the  circuit  through  the  holding  coil  of 
lot  magnet,  and  allows  the  signal  to  go  to  normal  position. 
I  the  signal  is  normal,  16a  makes  contact  with  80a,  and  com- 

») 


pletes  a  circuit  so  that  current  flows  from  battery  6  through  pri- 
mary 6,  fuse  35,  switch  9,  contacts  10  and  18a,  wire  89,  contacts 
30a,  16a,  76a,  30b,  16b,  76b,  field  coil  19a,  tongue  25a  of  cen- 
trifugal controller,  contact  27a,  brush  22a,  armature  of  signal 
motor,  brush  23a.  and  wire  48,  to  common.  This  causes  the  signal 
motor  armature  to  rotate,  and  when  it  has  acquired  sufficient 
speed,  the  tongue  26a  is  moved  over  to  the  contact  26a,  when 
the  current  will  enter  the  armature  through  the  brush  24a  and 
collector  ring  21a,  instead  of  the  brush  22a.  This  causes  the 
current  to  undulate  and  produces  undulating  magnetism  in  the 
core  of  the  transformer,  thereby  inducing  an  alternating  current 
in  the  secondary  coil  7  of  the  indication  transformer,  which  flows 
through  the  coils  of  the  indication  motor  8,  lifts  the  latch  by 
means  of  centrifugal  action  and  releases  the  lever,  permitting  it 
to   be  put   in   normal   position. 

If  the  switch  2  had  been  reversed,  the  contact  arm  83  instead 
of  34,  would  have  been  in  contact  with  control  wire  36,  and  the 
current  would  have  passed  from  wire  36  through  contact  83,  wire 
38,  slot  magnet  15b,  and  contacts  29b,  17b  and  75b.  This  would 
have  cleared  the  lower  arm.  The  circuits  for  the  single  arm  high 
signal,  and  the  dwarf  signal  are  in  every  respect  similar  to  those 
just  described.  The  clutch  84  of  the  dwarf  signal  replaces  the  slot 
magnet   15   of  the   high  signal. 

Fig.  1861  illustrates  a  safety  controller  for  signals,  intended 
to  take  the  place  of  the  fuse  74.  It  is  superior  to  the  fuse  in 
some  respects,  as  it  replaces  itself  ready  for  operation  when  the 
fault  is  removed,  and  is  independent  of  the  strength  of  current. 
Of  course  a  certain  minimum  current  is  required  to  operate  it, 
but  this  minimum  need  not  be  greater  than  the  signal  operating 
current,  as  is  the  case  with  the  fuse.  It  is  similar  in  general 
appearance  and  mode  of  operation  to  the  common  polarized  relay, 
but  has  no  permanent  magnet.  The  permanent  magnet  of  the 
common  polarized  relay  is  replaced  in  this  instrument  by  the 
single  spool  ele<;tro-magnet  A.  The  double  electro-magnet  B — B* 
is  the  usual  electro-magnet  of  the  polarized  relay.  To  move  the 
armature,  therefore,  requires  current  in  both  A  and  B — B',  and 
these  two  currents  must  flow  in  a  certain  direction  relatively  to 
each  other.  The  signal  control  circuit  is  taken  through  the  mag- 
net A,  the  indication  circuit  through  magnet  B — B',  and  the  con- 
nection of  the  signal  motor  to  common,  goes  through  the  contacts 
C  and  D,  controlled  by  the  relay.  When  the  signal  is  operating, 
current  flows  only  in  A,  when  it  is  indicating,  the  current  flows 
only  in  B — B',  and  in  neither  case  is  any  effect  produced  on  the 
armature  which  remains  stationary,  holding  the  common  return 
circuit  closed.  When  the  signal  lever  is  normal  the  indication 
wire  is  connected  to  common  at  the  lever.  If  then  a  live  wire 
should  make  contact  with  the  control  wire,  a  current  would  flow 
through  slot  magnet  15,  contacts  29  and  75,  magnet  A,  field  coil 
18,  contacts  27  and  25,  field  coil  19,  magnet  B — B',  contacts  76  and 
30,  thence  through  indication  wire  to  common.  This  would  energize 
both  magnets  A  and  B — B',  and  the  connections  are  so  arranged 
that  the  direction  of  flow  is  right  to  move  the  armature  C  away 
from  the  contact  D,  and  thus  open  the  motor  return  circuit.  This 
condition  would  be  maintained  until  the  fault  is  removed,  when  the 
armature  would  replace  itself  in  contact  with  D. 


Figs.  1862-1863 
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Fig.  1862.     Circuits  for  Single  Switch;  Lever  and  Switch   Normal. 
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Fig.    1863.     Circuits   for   Single   Switch;    Switch   Normal   Lever  Against   Reverse   Stop;   Starting  Circuit  for 

Reverse  Movement  Energized. 


(W 


POWER  INTERLOCKING,  Electric.    U.  S.  &  S.  Co. 


Figs.  1864-1865 
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?.  1864.     Circuits  for  Single  Switch;  Lever  Against  Reverse  Stop.     Right-Hand  Contact  Bridge  of  Circuit 
CTontroller  Has  Moved  Against  the  Back  Contacts;  Switch  Beginning  to  Move  from  Normal  to  Reverse. 
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gr.    1865.     Circuits    for   Single    Switch;    Lever    Against    Reverse    Stop;    Switch    Reversed.     Knife    Switch 
Actuated  by  Mechanism  Has  Opened  Operating  Circuit  and   Closed    Indication   Circuit. 


Figs.  1866-1867 
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Fig.  18CG.     Circuits  for  Single  Switch;  Lever  and  Switch  Reversed;  Stopping  Circuit  Closed  by  Final  Move- 
ment of  Lever. 


Fig.  1867.    Circuits  for  Single  Switch;  Lever  and  Switch  Reversed;  Stopping  Current  Has  Opened  Battc/y 
Circuit  by  Moving  Right  Contact  Bridge  of  Circuit  Controller  to  Center. 
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Pigs.  1868-1869 


Fig.  18ti8.  Circuits  for  Single 
Switch;  Lever  and  Switch  Re- 
versed. Battery  Current  Having 
been  Opened  by  Right-Hand 
Contact  Bridge  of  Circuit  Con- 
troller, the  Left-Hand  Contact 
Bridge   Returns  to  Center. 
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Fig.  1869.  Circuits  for  One- 
Arm  Dwarf  Signal;  Lever  aud 
Signal  Normal, 
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Figs   1870-1871 
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Pigs.  1873-1873 
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Figs.  1874-1875 
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Fig.  1874.  Circuits 
for  Two-Arm 
High  Signal; 
Lever  Signal  and 
Switch  in 
Normal   Position. 


Fig.   1876.      Elec- 
tric Switch  and 
Lock    Movement. 
Views  Showing 
Dimensions  and 
Framing  of  Ties 
and  Location  of 
Safety.  Circuit 
Controller. 
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Fig.  1876 


Numbers  Refer  to  List  of  Names  of  Parts 
Following  Pagc> 


Fif?.  1876.     End  Elevation  and  Part  Section  of  Federal  Electric  Interlocking  Machine. 


ELECTRIC  INTERLOCKING. 

THE  FEDERAL  SIGNAL  COMPANY. 


The  machine  (Figs.  1876-1877)  is  a  miniature  Saxby  &  Farmer 
mechanical  interlocking  machine  equipped  with  circuit  controlling 
and  indicating  devices  to  adapt  it  to  use  in  electric  interlocking.  The 
following  parts  are  identical  in  design,  with  the  corresponding  parts 
of  the  Saxby  &  Ifarmer  mechanical  machine  shown  in  Figs.  661-667: 
Machine  Leg  1,  Lever  2,  Bottom  Girder  3,  Rocker  4,  Quadrant  5, 
Latch  Handle  6,  Latch  Shoe  7,  Latch  Rod  8.  Latch  Rod  Thimble  9, 
Latch  Rod  Spring  10,  Rocker  Die  11,  Top  Plate  12,  Front  Rail  13. 
Back  Rail  14,  Locking  Bracket  15,  Bearing  for  front  and  back 
rails  16,  Rocker  Shaft  17,  Universal  Link  18,  Pin  19,  Rocker  Shaft 
Crank  20,  and  several  other  minor  parts  referred  to  later. 

The  following  parts  arc  peculiar  to  this  machine  and  are  em- 
ployed for  controlling  the  various  electrical  circuits  used  in  the 
System:  Of  these  devices,  21  is  a  Lock  Slide  connected  with  the 
lever  2,  by  means  of  links  22,  and  pins  23,  Magnet  Girder  24,  Indi- 
cation and  Locking  Magnet  25.  Safety  Lock  26,  Controller  27, 
xnounted  on  Slate  Board  28.  Terminal  Board  29,  Fuse  30,  Casing 
of  Machine  81,  Push  Circuit  Controller  82,  E,lectric  Lock  33,  con- 
necting rod  84,  connecting  electric  lock  33  with  rocker  4,  besides 
other  essential  parts  which  will  be  properly  described  later.  The 
quadrant  5  is  machined  on  its  top  surface  which  is  curved  and 
formed  in  steps,  two  ahead  of  and  two  behind  a  center  line  pass- 
ing  from  pivot  S6  through  the  quadrant,  the  radii  of  the  curved 
surfaces  are  from  the  same  point  36;  these  steps  form  notches  the 
Mse   of  which   will  be  presently   explained.      The  connecting   rod  34, 
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is    moved  by    the    rocker   4,   and   actuates   a  controlling  commutator 
contained  in  and  controlled  by  electric  lock  33. 

On  lever  2,  at  a  point  below  the  top  plate  18,  is  attached  the 
lock  slide  21.  This  slide  is  arranged  to  slide  on  the  magnet  girder 
24,  between  lugs  49,  which  form  guides  keeping  the  slide  in  place 
(a  portion  only  of  the  lug  being  shown).  Plates  50,  supported  on 
studs  51.  are  located  above  the  slides  and  are  used  to  keep  the 
slide  from  lifting.  The  bottom  surface  of  slide  21  is  notched  or 
cut  out  at  points  52,  53,  54  and  55.  There  is  a  drop  latch  or 
dog  56,  in  the  slide  21.  This  dog  is  forced  down  by  a  spring  67, 
which  presses  on  its  upper  end.  Mounted  on  the  under  side  of 
the  magnet  girder  24,  is  the  indication  magnet  25,  and  the  safety 
lock  magnet  26.  Both  of  these  are  of  the  solenoid  type  encased  in 
iron  shells  58  and  59,  respectively,  wire  coils  to  receive  the  plungers 
60  and  61,  are  placed  within  the  iron  casings.  These  plungers 
whose  upper  ends  are  of  brass  project  below  their  respective  casings 
into  brass  retaining  heads  62  and  63.  The  indication  magnet 
plunger  60.  is  fitted  with  a  T  head  of  similar  length  to  notches 
52  and  53,  in  the  lock  slide.  This  T  head  occupies  a  slotted 
pocket  64,  and  is  made  to  engage  with  notches  52  and  53,  as  occa- 
sion requires.  The  T  head  normally  rests  below  the  top  surface 
of  the  magnet  girder  a  distance  about  equal  to  the  depth  of  notches 
52  and  53.  The  drop  latch  or  dog  66,  when  the  slide  is  moved 
forward,  will  spring  downward  until  it  rests  on  the  top  of  T  head 
of   pluifger    60.      After   this   dog   has   so  dropped   the   lever   cannot 


Fig.  1877 
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Names  of  Parts  of  Federal  Electric  Interlocking  Machine.     Figs.  1876-1877. 
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Fig.  1877.     Front  View  Federal  Electric  Interlocking  Machine. 


Pin  for  Universal  Link 

Rocker  Shaft  Crank 

Lock  Slide 

Locking  Slide  Link 

Turned  Pin 

Magnet  Girder 

Indication  and  Locking  Solenoid 

Safety  Lock  Solettoid 

Circuit  Controller 

Slate  Board 

Terminal  Board 

Fuse 

Machine  Casing 

Push  Circuit  Controller 

Electric  Lock 

Connecting  Rod 

Frame  Bolt 

Pivot  Pin 

Tap  Bolt 

Latch  Handle  Pivot  Pin 

Rocker  Shaft  Crank  Pin 

Washer 

Pivot  for  Rocker  Die 

Slot  in  Rocker 

Normal  Notch  in  Quadrant  5 

Normal  Indication  Notch  in  Quad- 
rant 5 

Reverse  Indication  Notch  in  Quad- 
rant 5 

Reverse  Notch  in  Quadrant  5 

Rocker  Pivot  Pin 

Lug  for  Guiding  Lock  Slide  21 

Plate  for  Guiding  Lock  Slide  21 

Stud  for  Supporting  Plate  50 

Reverse  Notch  in  2% 

Normal  Notch  in  21 

Reverse  Safety  Notch  in  21 

Intermediate  Safety  Notch  in  21 

Indication  Drop  Latch  or  Dog 

Spring  for  56 

Iron  Solenoid  Shell  for  25 

Iron  Solenoid  Shell  for  26 

Indication  Solenoid  Plunger 

Safety  Solenoid  Plunger 

Retaining  Head  for  60 

Retaining  Head  for  61 

Slotted  Pocket  for  Head  of  60 

Spindle 

Top  Commutator  Girder 

Bottom  Commutator  Girder 

Switch  Blade  for  Operating  Circuit 

Switch  Blade  for  Indication  Circuit 

Positive  Bus  Bar 

Negative  Bus  Bar 

Binding  Post 

Binding  Post 

Binding  Post 

Binding  Post 

Binding  Post 

Binding  Post 

Fuse  Terminal 

Fuse   Terminal 


be  either  replaced  or  moved  any  further  forward  than  the  length 
of  the  slotted  pocket  64,  as  the  dog  is  confined  in  the  pocket  and 
is  raised  only  by  the  plunger  60,  as  will  be  shown.  The  plunger 
61,  of  safety  lock  26,  is  designed  to  lift  sufficiently  to  enter  notches 
64  and  65.  and  also  to  rise  beyond  the  extreme  end  of  the  slide 
81.  Considering  now  that  all  circuits  are  normal  and  that  the 
lever  2,  occupies  its  normal  position,  there  is  no  current  flowing 
through  either  the  indication  or  safety  magnets.  If,  however, 
current  should  reach  either  of  these  magnets  at  this  time,  their 
respective  plungers  would  be  raised  and  enter  the  notches  in  the 
lock  slide  81,  thus  preventing  any  movement  of  the  lever. .  The 
same  condition  would  exist  if  the  lever  were  completely  reversed. 
In  this  case  the  notch  58«  in  the  lock  slide  81,  would  be  in  the 
position  now  occupied  by  notch  63,  that  is  directly  over  the  pocket 
64,    of   the    indication    magnet    25,   the   notch    54,   would   be   directly 


over  the  plunger  61,  of  lock  magnet  26.  It  will  be  readily  seen 
that  if  current  should  reach  cither  of  these  magnets  with  the 
lever  2,  in  the  reverse  position  that  the  lever  would  be  locked 
and  could  not  be  returned  to  its  normal  position  until  current  ww 
cut  off  from  these  magnets.  Thus  the  lever  is  immovable  if  * 
cross  or  ground  of  dangerous  character  exists  in  any  of  the  cir- 
cuits. The  lever  actuates  controller  27,  which  may  be  descrfted 
as  follows:  A  spindle  65,  is  mounted  in  bearings  on  the  top  vnA 
bottom  commutator  girders  66  and  67.  Attached  to  the  sjMwIk 
65,  and  operated  thereby  are  switch  blades  68  (Fig.  1877)  ^ 
the  operating  circuit  and  69,  for  the  indication  circuit  Thoc 
switch  blades  are  mounted  loosely  on  the  spindle  65,  and  insolatM 
therefrom  by  means  of  rubber  or  fibre  bushings  which  are  forved 
outside  of  metal  tubes  turning  freely  on  the  spindle.  The  twitcb 
blades    are    provided    with    extension    collars    wluch    engmge   contact 
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Figs.  1878-1880 


Barnes  of  Parts,  Federal  Switch  Motor;  Figs. 
18T8-16B0. 
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Figs.  1878-1880.     Switch  Motor. 


ingcrs  attached  to  28.  There  are  also  mounted  loosely  on  the 
pindles  65,  toggled  driving  members  which  are  arranged  to  engage 
»^ith  the  switch  blade  bushings  at  a  certain  part  of  their  movement 
.nd  throw  or  force  the  blades  into  their  respective  contacts.  Two 
ontacts  for  each  switch  blade  are  located  one  on  each  side  of 
he  spindle  65.  An  operating  rod  and  crank  are  provided  to  con- 
lect  the  lower  end  of  the  lever  2,  with  the  spindle  65,  and  trans- 
nit  motion  from  the  lever  to  the  spindle.  The  toggle  devices  are 
lirectly  moved  by  driving  collars  rigidly  fixed  to  the  spindle  65. 
n  addition  to  the  apparatus  just  described,  the  spindle  65  carries 
in  insulating'  bushing  on  which  are  mounted  contact  rings  which 
rngage  with  contact  fingers.  These  rings  and  fingers  make  and 
ireak  the  safety  circuit. 

The  terminal  board  20,  serves  as  means  for  connecting  the 
lifTerent  conductors  from  the  controller  27,  to  the  wires  leading 
»ut  from  the  machine.  On  this  board  are  mounted  the  positive  and 
negative  bus  bars  90  and  01  (Fig.  1877),  which  run  the  entire 
ength  of  the  machine,  and  six  binding  posts  92,  93,  94,  95,  96,  97, 
ilso  the  fuse  terminals  98,  99.  Suppose  the  source  of  electrical 
'nergy  to  be  properly  connected  across  the  bus  bars,  current  passes 
'rom   the  positive  bus  through   a  conductor  to   the   ^use   80,  thence 

0  one  terminal  of  a  low  resistance  winding  of  about  .5  ohms  in 
he  safety  magnet  26,  through  the  contacts  of  the  operating  switch 
18.  From  this  the  current  may  go  to  either  the  normal  of  the 
cvcrse  operating  circuits  which  control  the  movement  of  the  switch 
operating  mechanism  in  either  the  normal  or  the  reverse  direction, 
'rom  the  fuse  the  circuit  also  runs  to  one  terminal  of  the  wind- 
ng  of  indication  magnet  2o,  thence  to  the  indication  switch  blade 
hrough  contact  69,  tlicncc  in  the  same  manner  as  the  control 
trcuit  to  the  normal  or  reverse  indication  circuits.  Another  circuit 
rem  the  positive  bus  is  through  a  high  resistance  winding  of  the 
afety  magnet  26.  After  passing  through  this  winding,  the  circuit 
oins  that  of  the  low  resistance  winding,  which  connects  with 
he  switch  68.  The  operation  of  a  lever  for  a  switch  or  derail  is 
s    follows:    The    first    movement    of   lever    2,   moves    the    lock  slide 

1  forward  until  the  dog  56  drops  into  pocket  64.  This  movement 
Iso  brings  notch  55  over  plunger  61  of  safety  magnet  26.  At  the 
arae  time  that  the  dog  56  drops,  the  controller  27  will  have  turned 
ufficiently  to  open  the  contact  between  the  ring  and  fingers,  thus 
breaking  the  safety  circuit  at  this  point.  If  the  slide  is  advanced 
till  further  tintil  the  lever  latch  drops  behind  the  notch  46,  the 
ogglt  switch  68,  will  snap  over  making  up  the  reverse  operating 
ircuit  which  will  operate  the  switch  to  which  it  is  connected. 
:urrent  will  now  flow  through  the  windings  of  the  magnet  26,  and 
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the  plunger  61  will  project  into  the  notch  55,  in  the  lock  slide  21, 
the  plunger  will  remain  up  until  the  magnet  becomes  de-energized 
by  the  breaking  of  the  operating  circuit  at  the  switch.  So  long  as 
the  plunger  61  is  up  the  lever  2  cannot  be  placed  in  the  complete 
reverse  position  nor  returned  to  its  normal  position,  therefore 
if  the  current  supplied  to  the  circuit  should  become  grounded  (and 
take  current  of  sufficient  strength  to  blow  the  fuse  30)  the  plunger 
61,  would  still  stay  up  owing  to  the  magnet  26  being  energized  by 
the  current  in  the  high  winding  which,  as  before  explained,  is 
connected  to  the  positive  bus,  but  not  through  the  fuse  80.  This 
high  winding  will  not  permit  sufficient  current  to  flow  in  the  cir- 
cuit to  operate  the  switch,  therefore  no  movement  of  the  switch 
apparatus  will  take  place.  The  fault  causing  the  ground  must 
however  be  removed  before  the  plunger  61  will  allow  any  further 
movement  of  the  lever.  If,  however,  the  circuit  was  normal  and 
the  switch  movement  operated  correctly  the  motor  would  open  the 
circuit  at  that  point,  but  close  the  normal  circuit  which  is  now 
open  at  the  controller  contacts.  This  breaking  of  the  circuit  will 
cause  the  plunger  61  to  drop  back.  After  the  switch  apparatus 
has  opened  the  operating  circuit  a  device  operated  by  the  switch 
after  reaching  a  predetermined  position  closes  the  reverse  indi- 
cation circuit,  causing  the  indication  magnet  24  to  become  energized. 
This  raises  its  plunger  60,  the  T  headed  portion  of  which  now 
forces  up  the  spring  dog  56,  out  of  the  pocket  54  where  it  was 
acting  as  a  lock  against  any  further  movement  of  the  slide  81,  or 
lever  2.  When  the  dog  is  lifted  the  lever  2  may  be  pulled  forward 
to  notch  47,  at  which  point  the  controller  27  will  have  turned 
sufficiently  to  operate  the  toggle  switch  and  break  at  that  point  the 
indication  circuit.  It  will  be  seen  that  if  the  indication  magnet 
were  to  become  improperly  energized  while  the  lever  2  was  in 
either  its  normal  or  reverse  position  the  slide  21  would  be  locked, 
if,  however,  the  magnet  25  should  be  improperly  energized  while 
current  was  passing  through  magnet  26,  magnet  26  would  lock  the 
slide  21,  even  though  the  T  headed  plunger  60  should  release  the 
dog  56.  Therefore,  unless  the  switch  apparatus  is  de-energized 
(which  condition  can  only  exist  when  the  switch  is  either  fully 
normal  or  reversed)  the  lever  2  will  be  locked  up  by  the  magnet 
26,  and,  as  the  indication  magnet  can  only  be  properly  energized 
after  the  switch  mechanism  has  made  a  complete  movement  the 
dog  56  will  not  release  the  slide  21,  until  the  proper  time.  There- 
fore, two  entirely  opposite  conditions  must  obtain  simultaneously 
in  order  to  permit  an  improper  movement  of  the  lever,  viz.,  an  im- 
proper de-energization  of  the  magnet  86,  and  an  improper  ener- 
gization of  magnet  25.     After  the  lever  has   reached  notch   47,  the 
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Figs.  1881-1883.     Switch  Reducing  Gear. 


Switch  and  Lock  Movement. 


Names    of   Parts   of   Federal   Switch    Gear; 
Figs.  1881-1883. 


1 

Casing 

80 

Nut 

8 

Lug 

81 

Crosshead  Lug 

8 

Worm 

88 

Supporting  Bar 

4 

Bearing 

88 

Lug  on  Casing 

5 

Casing  Head 

84 

Cut  Out  Switch 

6 

Housing 

85 

Binding  Post 

7 

Driving  Gear 

86 

Binding  Post 

8 

Pinion 

87 

Switch  Arm 

9 

Bearing 

88 

Escapement  Crank 

11 

Nut 

89 

Toggle  Spring  and  Pin 

18 

Yoke 

30 

Insulating  Base 

18 

Way  for  18 

31 

Switch  Operating  Arm 

14 

Operating  Rod 

38 

Insulated  Roller 

15 

StuMng  Box 

33 

Thrust  Bearing 

16 

Collar 

34 

Collar 

17 

Lug  on  18 

35 

Wire  Inlet 

18 

Nut 

40 

Crosshead 

19 

Helical  S/)ring 

safety  circuit  at  ring  and  finger  on  27  is  made  up.  This  closes  a 
path  from  the  closed  contact  at  the  switch  apparatus  to  the  negative 
bus  bar.  The  function  of  this  current  is  to  provide  a  circuit  of 
practically  no  resistance  in  shunt  with  the  switch  movement  to 
common,  so  that  if  positive  current  should  reach  the  switch  move- 
ment improperly  this  stray  current  would  not  tend  to  operate  the 
switch  but  on  the  contrary  take  the  short  cut  to  negative  which 
would  result  in  opening  the  main  circuit  either  at  a  fuse  or  at  the 
main  overload  circuit  breaker. 

What   has   been    said    of   the    operation    of   the    lever    2,    in   the 
forward   direction    describes    its    operation    in    the    rcvrse   direction 


except  that  the  reverse  circuits  are  made  and  broken.  The  nugnets 
25  and  26  are  energized  the  same  as  before. 

The  full  movement  of  lever  2,  of  course,  causes  the  rocker  4  to 
oscillate  which  in  turn  transmits  motion  to  the  rock  shaft  17,  thus 
operating  the  mechanical  locking  in  the  same  manner  as  in  a 
mechanical  machine. 

The  electric  lock  33  also  controls  the  lever  2,  by  locking  or 
releasing  a  rocking  dog  attached  to  connecting  rod  34.  The  func- 
tion of  this  dog  is  to  prevent  or  permit  movement  of  the  rocker  4. 
inasmuch  as  the  latch  rod  8  cannot  be  lifted  unless  the  rocker  4. 
is  free.  This  electric  lock  33  is  an  important  part  of  this  machine 
when  electric  locking  is  employed. 

The  switch  motor  (Figs.  1878-1880)  is  designed  to  operate  at 
an  E.M.F.  of  75  to  125  volts,  and  is  of  the  bipolar  type.  The 
poles  1,  V,  are  arranged  horizontally  in  the  frame  2.  Four  field 
coils  3,  3',  4,  4',  arc  mounted  on  the  pole  pieces  1,  and  1'.  .\n 
armature  5  is  mounted  between  the  poles  with  its  shaft  6  joumaled 
in  the  motor  heads  7  and  8.  Oiling  devices  9  and  9%  are  attached 
to  the  heads  7  and  8. 

On  the  shaft  is  mounted  the  commutator  10,  also  the  magnetic 
clutch  11.  This  clutch  11  forms  a  flexible  connection  between  the 
motor  and  the  gear  mechanism.  This  clutch  is  of  the  angular  type 
and  is  constructed  with  an  angular  groove  into  which  an  angnUr 
coil  of  wire  13  is  secured.  Collector  rings  14  and  14'  are  mounted 
on  and  properly  insulated  from  the  hub  of  the  clutch  11,  by  the 
insulating  sleeves  and  rings  15,  and  a  key  secures  the  clutch  11  to 
the  shaft  6,  so  that  it  will  turn  with  it. 

An  armature  16,  is  mounted  on  the  shaft  6.  This  armature  U 
is  constructed  with  a  long  hub  16',  which  is  formed  with  a  tongned 
end  17,  designed  to  engage  with  a  grooved  member  attached  to  the 
gear  mechanism.  The  hub  16'.  of  the  clutch  16,  is  hollow  and 
bushed  with  material  that  does  not  require  oiling.  This  bushing  18 
is  so  placed  that  it  cannot  be  conveniently  oiled,  otherwbe,  oil 
coming  in  contact  with  the  faces  of  the  clutch  and  armature  might 
cause  the  clutch  to  slip.  The  armature  shaft  6  is  journaled  in  the 
bushing  18. 

A  stud  19  is  arranged  in  the  motor  head  8  to  secure  the  head 
to  the  frame  of  the  motor  and  to  support  the  brush  holder  fO, 
which  in  turn  supports  two  brushes  21  and  21'  (only  one  bdng 
shown)  which  are  in  contact  with  the  collector  rings  14  an^  14'. 
The  ends  of  the  clutch  coil  13  are  connected  to  the  collector  ringi 
14  and  14',  respectively.  One  pair  of  the  field  coils  4,  are 
arranged  to  operate  the  motor  in  one  direction,  and  the  other  ptir 
4',  in  the  other  direction.  Each  pair  of  field  coils  is  connected 
in  series  with  the  armature  and  the  magnetic  clutch,  althou|^  only 
one  pair  is  energized  at  a  time.  To  accomplish  this  three  wires 
are  connected  to  the  motor  as  follows:  One  wire,  caUed  the  nonnil 
operating  wire,  runs  from  the  interlocking  machine  to  one  Kt 
of  field  coils,  through  them  in  one  direction,  thence  throag^  ^ 
armature,  the  magnetic  clutch  coil,  to  a  common  return  wire,  btdc 
to    the    interlocking   machine.      A    second    wire,    called    the   remte 
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Names  of  Parts  of  Federal 

Indication  Box.    Figs. 

1884-1885. 

1  Box 

2  Slide    Bar     of    Switch 

and     Lock     Move- 
ment 

3  Lower  Contact  Spring 

4  Upper  Contact  Spring 

5  Insulating  Spring  Base 

6  Screw 

7  Binding  Post 

8  Toggle  Tumbler 

9  Bearing  for  8 

10  Toggle  Pin 

11  Insulating  Roller 

12  Link 

IS     Tension  Spring 

14  Operating  Lug  on  8 

15  Cover 


Figs.  1884-1880.     Indication  Box. 


V'lg.  18^t).     Signal  Mechanism  in  Place. 


operating  wire,  runs  from  the  controlling  machine  to  the  other 
pair  of  field  coils  in  a  direction  opposite  to  the  flow  through  the 
first  mentioned  pair,  thence  to  the  same  point  leading  into  the 
armature,  and  as  before  described  to  the  common  wire  back  to 
the  interlocking  machine.  It  is  obvious  that  by  energizing  either 
of  these  operating  wires  that  the  armature  will  rotate  in  one 
direction  or  the  other  according  to  which  field  is  used. 

Brush  holders  and  brushes  22,  are  mounted  on  and  insulated 
from  the  frame  2,  of  the  motor  for  conveying  current  into  and 
out  of  the  armature  5.  Insulated  wire  inlets  23  are  provided  in 
the  end  of  the  motor  head  8.  There  is  also  a  protecting  shield 
24,  situated  in  the  head  directly  over  the  wire  inlets.  Lugs  25 
extend  out  from  the  base  of  the  motor  frame  2,  to  be  used  for  at- 
taching motor  to  foundation  bed-plate.  A  cover  26  is  arranged 
orer    an    opening   above    the    clutch    rings    and    commutator   and    is 
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bolted  to  the   head  8,   protecting  the   interior  of  the  motor  from   the 
weather. 

The  general  operation  of  the  motor  is  as  follows:  The  tongue 
17,  of  armature  16,  engages  with  a  grooved  shaft  on  the  gear 
mechanism  which  is  the  apparatus  to  which  the  motor  is  connected. 
This  armature  16  is  free  to  turn  in  its  bearing  in  the  motor  head 
8,  and  to  revolve  freely  on  shaft  6,  of  the  armature  5.  Now,  if 
current  of  proper  strength  is  supplied  to  one  of  the  operating 
wires,  the  field  coils  connected  with  that  wire  will  become  ener- 
gized and  the  armature  will  rotate,  at  the  same  time  the  clutch 
coil  13  will  become  energized  (it  being  in  series  with  the  motor) 
and  the  clutch  11  will  strongly  grip  the  armature  10,  causing  it  to 
rotate  with  the  clutch  11,  thus  operating  the  mechanism  to  which 
the  armature  is  connected.  As  soon  as  current  in  the  above  cir- 
cuit is  cut  off,  the  armature   16  will  cease  to  revolve  owing  to  the 


Figs.  1887-1889 


POWER  INTERLOCKING.  Electric.      Federal    Sig.   Co. 


Fig.  1887.     Federal  Electric  Interlocking  Machine. 
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Fig.    1888.     Motor     Dwarf 
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Fig.     1880.     Electric    Switch     and     Lock    Movement     Complete 

in  Place. 


de-energizing  of  the  clutch  11,  the  armature  being  free  to  revolve 
may,  owing  to  its  inertia^  make  a  few  turns  before  coming  to  rest. 
If  current  is  now  supplied  to  the  other  circuit  of  the  motor  the 
armature  5  will  revolve  in  an  opposite  direction  and  the  clutch 
11,  as  before,  will  grip  its  armature  16,  and  operate  the  mechanism 
to  which  it  is  attached. 

Fuse  protection  is  provided  in  the  motor  circuits  so  that  if  the 
work  to  which  the  motor  is  applied  is  beyond  the  overload  capacity 
of  the  machine,  the  circuit  will  be  opened.  If  the  machine  be  over- 
loaded but  not  beyond  the  capacity  of  the  fuses  the  magnet  clutch 
11,  and  its  armature  16,  will  slip  thereby  protecting  the  motor  or 
other  apparatus  from  undue  strain  or  derangement  which  might 
otherwise  occur. 

The  switch  gear  mechanism  (Figs.  1881-1882)  is  composed  of 
the  cast  iron  casing  1,  from  which  project  lugs  or  feet  2.  which 
are  used  to  secure  the  gear  to  the  base  plate.  A  screw  3  is  mounted 
on  the  casing  1,  and  revolves  in  bearings  4  and  4'  in  the  casing 
heads  5.  A  housing  6  is  bolted  to  one  of  the  heads,  and  contains  a 
driving  gear  7,  which  is  keyed  to  the  screw  shaft  4.  This  housing 
6  also  contains  a  pinion  8,  which  engages  with  the  gear  7,  and 
operates  it.  The  pinion  8  is  constructed  with  bearings  9  and  9', 
which  are  formed  in  housing  6.  The  bearing  spindle  0',  extends 
outside  the  housing  6,  and  has  attached  to  it  a  grooved  coupling 
which  is  arranged  to  connect  with  a  tongue  17  (Fig.  1880)  on 
the  driving  shaft  of  the  motor.  .\  nut  11  is  secured  in  a  steel 
yoke  12.  The  worm  3  passes  through  the  nut.  The  yoke  12  slides 
on  ways  13,  in  the  casing  1.  These  ways  prevent  the  nut  and 
yoke  from  turning  the  screw  3.  Operating  rods  14  and  14' 
pass  through  guides  in  the  head  5,  which  arc  provided  with  stuffing 
boxes  15  and  15',  to  insure  tight  joints  at  these  points.  The  rods 
14  and  14',  each  have  a  square  collar  16  and  16',  formed  on  that 
portion  of  the  rod,  which  extend  inside  the  casing  1.  These  rods 
extend    through    projections    or    lugs    17    and    17',    on    the    yoke    12. 


On  the  extreme  end  of  the  rods  which  pass  through  the  lugs  17 
and  17',  are  threaded  the  nuts  18  and  18'.  Heavy  helical  springs 
19  are  interposed  on  the  rods  14  and  14',  between  the  square  por- 
tion of  the  rods  and  the  yoke  lugs  17  and  17%  and  also  between 
the  nuts  18  and  18',  and  the  opposite  side  of  lugs  17  and  17*. 
These  springs  being  of  uniform  and  equal  flexibility  do  not  a£ect 
the  mechanism  in  any  way  while  it  remains  at  rest.  The  ends  of 
the  operating  rods  which  extend  outside  the  casing  1  are  joined 
by  a  cross  head  40,  which  is  clamped  firmly  in  position  by  means  of 
the  nuts  20.  This  cross  head  has  a  lug  21,  by  which  connection  is 
made  to  the  slide  bar  of  a  switch  and  lock  movement  or  other  device 
to  be  operated. 

In  the  casing  1,  above  the  screw  3,  is  a  bar  82,  attached  to 
projecting  lugs  23.  on  the  heads  5,  of  the  casing.  Mounted  00 
the  bar  22,  are  cut  out  switches  24  and  24'.  These  twitckes  •« 
of  the  toggle  type  and  consist  of  two  contact  posts  25  tnd  ll> 
the  switch  arm  27.  the  escapement  crank  28,  and  the  toggle  IfriBg 
and  pin  29.  These  parts  are  mounted  on  an  insxxlated  btte  ••» 
which  is  adjustable  on  the  bar  22.  Mounted  on  the  square  f•^ 
tion  of  the  rod  14,  is  a  switch  operating  arm  31.  This  arm  caniB 
an  insulated  roller  32,  which  engages  with  the  wings  on  the  CfOV^ 
ment  crank  28  as  this  roller  moves  from  one  end  of  the  CMtltg  t* 
the  other.  The  current  from  the  interlocking  machine  lor  •p«^ 
ating  the  motor  is  cut  in  and  cut  out  by  these  switches,  thf  CV* 
rent  for  one  set  of  field  coils  being  controlled  by  one  switdl  vA 
for  the  other  set  by  the  other  switch. 

As  there  is  considerable  end  thrust  when  the  screw  I  k  ia 
operation,  means  are  provided  to  avoid  excessive  friction  by  the  flK 
of  ball  thrust  bearings  33  and  33',  which  arc  interposed  between 
collars  34  and  34'  and  the  case  heads  5.  Bushed  wire  inlets  arc 
provided  in  the  casing  1,  at  35;  these  may  be  placed  on  either  side 
of  the  case  as  occasion  requires.  A  waterproof  cover,  in  which 
there  is  a  hinged  door,  is  bolted  over  the  top  of  the  casing.    The 
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Figs.  1890-1891 


Fig.  1890.     Electric  Switch  and   Lock  Movement  in   Place;    Covers   Removed. 


891.     Two-Arm    Home    Signal,   with   Two   Disk  Signals   on 
Same  Post. 

[n     Fig.     1891,     the     semaphore    arms     are    interlocking  signals  and  the 
automatic  block  signals. 


casing  is  partly  filled  with  lubricating  oil  to  a 
point  just  above  the  bottom  of  the  screw  3,  thus 
insuring  thorough  lubrication  of  all  working  parts 
of  the  mechanism. 

The  operation  is  as  follows:  When  the  motor 
is  connected  with  the  pinion  shaft  clutch  and  the 
current  applied  to  the  circuit,  the  pinion  8  is 
revolved.  This  in  turn  revolves  the  gear  7  and 
screw  3;  the  screw  3  in  turn  moves  nut  11,  with 
yoke  12.  and  rods  14  and  14',  toward  one  end 
of  the  casing  1.  When  the  roller  32,  carried  by 
the  rod  14,  reaches  the  wing  of  the  escapement 
crank  it  engages  with  it  and  moves  the  toggle 
point  to  the  opposite  side  of  the  center  of  the 
switch  arm  27,  causing  the  arm  to  snap  open, 
breaking  the  motor  circuit.  The  rods  14  and 
14',  in  operating  move  the  cross  head  40,  which  is 
attached  to  the  switch  and  lock  movement  and 
thereby  throws  and  locks  the  switch.  If  after  a 
complete  movement  of  the  apparatus  is  made,  the 
screw  makes  a  revolution  or  part  of  a  revolution 
due  to  inertia,  the  yoke  12  will  be  moved  slightly 
further  along  the  screws.  The  rods  now  beiny 
stationary,  will  compress  the  helical  springs  against 
the  collars  1(»,  or  nuts  18.  The  springs  act  with 
great  braking  effect  thus  immediately  stopping 
further  rotation  of  the  screw.  When  the  reverse 
motor  circuit  is  made  the  apparatus  will  be  oper- 
ated in  a  reverse  direction  in  the  same  manner 
as  described. 

The  switch  and  lock  movement.  Fig.  1883, 
which  is  actuated  by  the  switch  gear  is  of  the  type 
used  in  mechanical  interlocking.  Mounted  on  the 
frame  of  the  switch  and  lock  movement,  directly 
over  the  slide  2  (Fig.  1883)  is  a  device  called  the 
indication  box.  Figs.  1884-1885.  This  instrument 
is  an  iron  box  1,  with  two  downwardly  projecting 
flanges  which  practically  enclose  the  slide  of  the 
switch  and  lock  movement  so  that  nothing  may 
be  inserted  between  the  slide,  and  under  the  side 
on  the  box  1.  Mounted  within  the  box  1  are 
two  or  more  sets  of  springs.  3  and  4,  which  are 
arranged  to  make  and  break  contact  when 
operated. 

These  contact  springs,  3  and  4,  arc  mounted 
on  a  block  of  insulating  material  5«  which  is 
fastened  to  the  box  1  by  screws  6  and  6'.  Ter- 
minals or  binding  posts  7  and  7',  are  arranged  on 
the  springs  4  and  8.  Toggle  tumblers  8  and  8' 
are  pivoted  in  bearings  9  and  9'.  Through  the 
upper    end    of   the    tumbler%   extend    pins    10,    on 
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Fi}?.  18fl2.     Electric  Switch  Movement  and  Signal.   American  Railway  Signal  Company. 


l-'iji.    lS!i;V      i;iictric  Switch    Movenieiii;   Ci)\er    Rcm(»ve(l. 


each  ciul  *>(  wliich  is  mounted  an  iinnlatctl  roller  11.  The 
pin  10  forms  the  hinging  jjoint  uf  the  to^Kle.  The  link  12  is  als(» 
pivoted  at  its  lower  end  on  the  pin  In.  At  it^  upper  end  it 
engages  with  a  tension  spring  IS,  which  ten<ls  t«i  hold  the  toggle 
in  the  hmt  position  shown.  The  wings  of  the  tumhlrr  s  extern! 
beluw  the  bottom  of  the  box  1.  in  the  path  of  a  lug  14.  wliich  is 
attached  to  the  side  bar  2,  of  the  switch  an<l  lock  movement,  Fig. 
1883.  Trotected  openings  for  wire  arc  provided  in  the  box.  The 
box  is  aUo  provided  with  a  weather  proof  cover. 


Its  operatitui  is  as  follows:  As  the  slide  2  of  the  switch  and  Ixk 
movement  nn>ves  to  the  left,  the  lug  14  will  engage  with  the  project- 
ing tooth  »)f  the  tumbler  »>,  causing  the  tumbler  to  revolve  on  it* 
pivot.  When  the  tumbler  moves  to  a  point  where  the  toggle  pin 
10  get-*  just  beyond  the  center,  the  tension  spring  13  causes  tbe 
toggle  to  snap  to  a  position  opposite  to  that  shown.  In  so  doing 
the  insulated  ri>ller  11  will  strike  with  considerable  force  against 
the  springs  3,  throwing  them  into  contact  with  springs  I.  and 
keeping    these    contacts    in    this    position    until    the    toggle   is  again 
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Figs.  1894-1896 


894.     Interlocking  Machine,  Front  View. 


Fig.  1895.     Interlocking  Machine,  Top  and  Rear  View* 


Fig.  1890.     Interlocking  Machine,  Rear  View. 


the  reverse  direction  when  the  *>prings  will  snap  open 
le  contact  springs  at  the  other  end  of  the  box  1  will 
d   in   a   like   manner   when   the   lug   14,   on   the  slide   2,   of 

and  lock  movement  is  moved  in  an  opposite  direction. 
1  and  lock  movement  must  be*  at  the  extreme  end  of  the 
ore  the  toggle  will  change  its  position,  and  owing  to  the 
the  switch  and  lock  movement  the  slide  cannot  reach  this 
osition  unless  the  switch  is  moved  and  locked.  On  the 
ivcment    of    the    slide    the    toggle    is   tripped    open    on    the 


first  movement  before  the  unlocking  begins.  This  positively  insures 
the  indication  circuit  making  at  the  last  instant  of  the  movement  and 
breaking  at  the  instant  of  commencing  the  stroke.  A  failure  of 
the  indication  properly  to  perform  its  function  would  result  in 
locking  up  the  controlling  lever  until  the  trouble  was  removed. 

The  high  signal  is  in  all  respects  similar  to  the  one  used  in 
automatic  block  signaling  (see  Fig.  446).  A  view  of  the  signal 
in  the  case  at  an  interlocking  plant  is  shown  in  Fig.  1886. 


Fig.  1897 


POWER  INTERLOCKING,  Electro-Pneumatic,  U.  S.  &  S.  Co. 


ELECTRO-PNEUMATIC  INTERLOCKING 

THE  UNION  SWITCH  &  SIGNAL  COMPANY. 


In  this  system  of  interlocking,  the  operating  power  is  supplied 
by  means  of  air  compressed  at  some  convenient  point,  stored  in  one 
or  more  reservoirs  and  conveyed  to  each  function  by  suitable  pipe 
and  hose  connections.  The  control  of  this  power  is  effected  by 
means  of  electromagnets,  the  necessary  electric  current  being  ob- 
tained from  any  reliable  source,  such  as  primary  or  storage  bat- 
teries  or    from   a   generator. 

The  ordinary  air  pressure  used  is  70  lbs.  per  sq.  in.,  although 
the  standard  design  of  apparatus  can  be  made  to  work  satisfac- 
torily with  any  pressure  between  50  and  100  lbs.  In  order  to 
avoid  trouble  from  moisture  condensing  and  freezing  in  the  small 
air  passages,  the  air  on  leaving  the  compressor  is  passed  through  a 
condenser  consisting  of  a  number  of  cooling  pipes  (see  Fig.  2509) 
and  a  large  percentage  of  the  moisture  is  removed.  Any  remaining 
moiilure  U  neutralised  by  akohoL  which  is  placed  in  ThL»  piiics  and 
resfervpir   in    freerinfj   wifat1:]frK 

The  air  prrssiure  acts  im  the  piston  of  a  cylinder  fixed  to  the 
signal  ^it  or  to  the  tic»  near  the  switch  ai  the  case  may  be. 
Near  each  cy Under  i*  a  small  auxiliary  reficrvoir  to  prtJvidc  & 
sufficient  supply  uf  air  to  insure  quick  action  of  the  piston  at  every 
operatton. 

The  jidmi£sian  and  exhaust  oi  air  ai  the  cylinder  is  gOTcmfd  by 
electromagnetic  ^'alves,  controlled  through  wires  trom  the  inter* 
locking  machine. 

Id    the    mjichine    (Figi.    lS97-lti08>    the    levers    t^re    only    :i    few 


a  second  signal   (conflicting  in  function  with  the  first)    when  moved 
to   the   right.      When  the   lever   is    normal   both   signals  are  in  the 
stop    position    and   the    lever    is   not   engaged   by   the   electric  lock. 
When  the  lever   is  reversed  to  clear  a  signal,  the  latter,  on  leaving 
the    stop    position,    opens    the    circuit    controlling    the    lock    wbicb 
immediately  engages  the   lever  and   prevents  its  complete  return  to 
normal,  as  illustrated  in  Fig.  1910.     However,  the  lock  permits  of  a 
partial  return  of  the  lever  to  normal  (Fig.  1911),  an  amount  insuf- 
ficient to  release  such  mechanical  locking  as  is  operated  by  it  (not 
shown),  and  which  must  remain  eflfective  until  the  signal  is  actually 
in    the   stop   position.      This   partial    movement   of  the   lever  toward 
normal  cuts  off  the  current  holding  the  signal  in  the  proceed  posi- 
tion and  permits  its  return  by  gravity  to  the  stop  positton.     If  im 
any  reason  it  should  fail  to  do  so,  it  is  obvious  that  the  lever  mVtiA 
be   prevented    from   being  put   ngrnial^   and   hence  a  change   of  r'**^^^ 
from    the    one    gqveTried    by    the    deranjjfcd    lignal    is    prcveEted,    A 
second   lock  similarly  cunt  rolled  by   the  signal   in   its  eittrcm^  *k4T 
position    might   be   added    to   detect    failures   of    the    si^al    to  ekif 
in    resf^nse    to    its    lever^    but    this    is    not    considered    ncccaaafy   ait 
account  of  the  com^iaratively  insignificant  results  of  luch  *  Catturt. 
The   double   reverse  movement   of  the   signal   levers*   be^ide^   formiDC 
A    menus    of    H^teCting    nnd    operating    iignals,    alio    provides    wtthio 
itself    ^n    effective    form   of   locking   between   two    conAtctinf    siEOall, 

since  one  lever   cannot   a!ta.ume  two  positions  at   tlie    same   tifne,     

In   arlapttng   the    signal    lever    to   the   conlrot   of   the    four 


Fig.    18!i:. 


Elfttro-Pneuyiauc  Iiilerlocking  MHchine^  Horizontal  Roller  Type 


inches  long  and  very  light,  their  principal  work  being  to  open  and 
close  electric  circuits,  and  to  operate  the  necessary  mechanical 
locking  between  each  other. 

These  levers  appear  as  cranks  ■  on  the  front  of  the  machine. 
Each  lever  has  a  latch  by  which  it  is  held  in  any  desired  position, 
but  this  latch  has  nothing  to  do  with  the  interlocking  of  one  lever 
with  another.  Instead  of  pulling  or  pushing  a  lever  the  signalman 
turns  it  to  the  right  or  left,  and  operates  a  horizontal  shaft  which 
revolves  on  its  axis  through  an  arc  of  60  degrees.  The  shaft  by 
means  of  a  rack  and  pinion  actuates  miniature  Saxby  &  Farmer 
locking,  differing  from  that  shown  in  Figs.  666*716  only  in  size  and 
in  the  provision  made  for  the  movement  of  signal  levers  either  to 
the  right  or  to  the  left  of  the  normal  position. 

The  "indication"  from  a  switch  or  signal  actuates  the  armature 
of  an  electromagnet  fixed  in  the  machine,  this  armature  engaging 
with  suitable  notches  in  a  segment  attached  to  the  shaft  of  the 
lever.  As  arranged  with  switch  levers,  this  magnet  when  de- 
energized  locks  the  shaft  after  it  has  been  turned  far  enough  to 
move  the  switch,  and  prevents  the  signalman  from  completing  the 
stroke  of  the  lever  until  the  switch  has  finished  its  movement  and 
is  locked  in  the  new  position.  The  indication  being  received,  the 
stroke  of  the  lever  may  be  completed  and  (the  necessary  locking 
having  thereby  been  released)  the  lever  for  the  signal,  giving  a 
right  to  proceed  over  this  switch,  may  be  reversed. 

To  make  clear  the  general  principles  governing  switch  and  signal 
operation.  Figs.  1909-1916  are  presented.  The  operation  of  a 
signal  will  first  be  described.  Fig.  1909  shows  an  ordinary  lever 
of  a  mechanical  type  arranged  to  stand  normally  on  center,  which 
has  attached  to  it  a  circuit  controller  that  closes  a  circuit  operating 
one  signal  when  moved  to  the  left,  and  closes  a  similar  circuit  for 


arranged,  as  shown  in  Fig.  1912,  the  wires  operating  the  two 
opposing  signals  of  Figs.  1909-1911  would  be  passed  through  « 
circuit  controller  or  selector  operated  by  the  switch  lever  or  by 
the  switch  itself,  so  that  the  direction  of  traffic  would  still  remain 
under  the  control  of  the  signal  lever,  but  the  signal  operated  for 
the  route  of  a  direction  so  selected  would  be  determined  by  the 
position  occupied  by  the  switch  at  the  time.  This  arrangement 
would  necessitate  extending  the  circuit  of  the  signal  lever  lock  to 
the  control  of  the  two  additional  signals,  so  that  any  one  of  the 
four  being  operated  would  produce  the  same  effect  on  the  lock  aJ 
would  either  of  the  two  signals  of  the  arrangement  shown  in  Figs- 
1909-1911.  This  extension  of  the  lock  circuits  is  omitted  from  Fifr 
1912  in  order  that  the  controlling  circuit  may  be  better  understood- 
If  we  introduce  other  tracks  and  switches,  and  the  necessary  signah 
to  govern  movements  from  them  over  the  switch  shown  in  Fig.  IWt 
an  extension  of  the  selecting  method  may  be  made  to  ii^ude  the 
operation  from  the  same  lever  of  all  signals  involved;  but  on  con* 
dition  that  the  track  and  traffic  conditions  never  require  but  one 
signal  to  be  operated  at  a  time.  When  two  or  more  signals  may  be 
operated  simultaneously  they,  of  course,  require  the  use  of  as  manf 
levers.  Figs.  1913-1916  show  diagrammatically  the  arrangement  of 
circuits  and  apparatus  used  for  operating  switches.  The  nomul 
position  of  the  lever  is  at  the  extreme  left,  as  shown  in  Fig.  IMS- 
The  circuit  controller  C-N-L-R  controls  the  circuits  affecting  the 
switch  valve  magnets,  and  normally  current  energizes  valve  noagnet 
N,  the  other  two  magnets  being  de-energized.  The  effect  of  this 
condition  is  to  retain  air  pressure  against  the  side  of  the  pistoo 
which  holds  the  switch  in  its  normal  position.  The  armatures  of 
the  indication  magnets  N  and  R  permit  a  partial  movement  of  the 
lever  from  normal  to  reverse  (that  is,  sufficient  to  shift  the  current 
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POWER  INTERLOCKING,  Electro-Pneumatic.     U.   S.  &  S.   Co. 


Fig.  1898 


vc  magnet  N  to  valve  magnets  L  and  R),  as  indicated  by 
nes  in  Fig.  1913,  the  effect  of  which  is  to  de-cncrgizc  the 
nd  to  energize  both  of  the  latter.  Valve  magnet  L  (known 
ck  magnet)  is  energized  at  the  beginning  of  the  stroke  and 
urrent  is  removed  from  N;  this  withdraws  the  lock  con- 
ty  magnet  L  which  holds  the  switch  valve  in  its  normal 
The  de-energizing  of  X  and  the  energizing  of  magnet  R 
mmediately.  This  moves  the  "D-valve"  (19,  Fig.  1994), 
le  air  to  escape  from  the  normal  side  of  the  piston  and 
ir  from  the  reservoir  on  the  reverse  side  of  the  piston, 
it  to  the  other  end  of  the  cylinder  and  reversing  the 
This  partial  reversal  of  the  lever  can  (through  the  usual 
al  locking  provided  between  switch  and  signal  levers)  be 
ly  when  all  signals,  governing  movements  over  the  switch 
»erated,  are  in  the  stop  position  and  when  so  moved  it 
eked  all  such  signals  until  its  complete  reversal  is  effected. 


the  latter  has  been  released  and  after  the  lever  has  been  put  into 
one  or  the  other  of  its  extreme  positions.  This  arrangement  is 
designed  to  prevent  any  other  than  that  magnet  which  corresponds 
with  the  position  of  the  switch  desired  being  in  circuit  at  any  time 
(a  precaution  designed  to  guard  against  false  indications  resulting 
when  the  switch  [s  momentarily  in  one  position  and  the  lever  is 
in  a  semi-reversed   position   tending  to  shift  it   to   the   other). 

The  same  conditions  govern  the  return  of  the  switch  and  its 
lever  to  normal;  but  the  other  pair  of  indication  contacts,  X  and  .N, 
on  the  switch  movement,  and  the  other  indication  magnet,  X, 
engaging  the  lever,  are  brought  into  use  for  this  purpose.  When 
more  than  one  switch  is  operated  by  a  single  lever,  as  in  the  case 
of  a  cross-over,  the  normal  and  reverse  valve  magnets  at  one  switch 
are  in  scries  with  their  corresponding  magnets  at  the  other  switch, 
the  lock  magnets  are  in  multiple,  and  the  indication  contacts  in 
series,  as  shown  in    Fig.   1916,  the   valves  shifting  simultaneously  as 


>8.     Electro-Pneumatic  Interlocking  Machine;  View  from  Front  Showing  Locking,  Combination  Plate  and 

Indication  Segments. 


over  the  switch  and  lock  movement  are  two  pairs  of  con- 
igs  so  arranged  that  one  pair  is  closed  by  the  slide  bar  in 
me  normal  position  (Fig.  1913)  and  the  other  pair  closed 
ctreme  reverse  position  (Fig.  1914).  Both  pairs  of  these 
are  open  unless  the  switch  is  locked  in  either  one  position 
other.  When  the  complete  movement  of  the  switch  is 
and  the  lock  of  the  switch  movement  has  secured  the 
I  its  reversed  position,  the  plate  P  is  shifted  by  the  move- 
:o  contact  with  springs,  R,  R.  The  effect  of  the  circuit 
iblisbed  on  the  indication  magnet  R  at  the  machine  (which 
I  formed  in  part  by  the  wire  extending  from  the  machine 
xk  magnet  L,  largely  for  the  sake  of  economy  in  wires 
convenience  of  arrangement)  is  to  energize  this  magnet, 
eby  to  lift  its  armature  from  longer  obstructing  the  movc- 
the  lever  to  its  extreme  reversed  position  (Fig.  1914).  The 
vement  of  the  lever  may  then  be  made,  which  releases 
lianical  locking  that  was  heretofore  in  effect,  preventing 
•om  being  cleared  for  movements  over  the  switch,  and  at  the 
nc  shifts  the  switch  controlling  contacts  to  the  position 
I  Fig.  1915.  the  effect  of  which  is  to  remove  at  once  the 
from  the  valve  KkW  magnet,  whereupon  the  switch  valve 
locked    in    its    reversed    position;    current    is    also    cut    off 

indication  magnet  R  and  its  latch  released, 
r    the    tappet    engaged    by    the    latches    of    the    indication 
is   shown    a   circuit   shifter,    known    as   the    "quick   switch," 
ig   these    magnets.      It   is   moved    by   the   tappet   only   after 


a  result.  Each  of  the  two  contacts  thus  included  in  the  indication 
circuit  closes  as  its  own  switch  becomes  fully  moved  and  locked 
(this  being  the  case  whether  these  operations  occur  simultaneously 
or  not),  but  no  indication  will  be  received  at  the  machine  unless 
both  switches  are  locked  in  the  desired  position. 

The  signal  used  is  a  semaphore.  Figs.  1919-1920,  the  design 
being  the  same  used  both  for  interlocking  and  for  block  signaling, 
and  is  shown  in  Figs.  454-460.  Figs.  1917-1918  show  a  mechanism 
designed  to  operate  two  arms  in  three  positions,  and  one  arm  in  two 
positions.  The  arrangement  shown  is  for  use  on  a  signal  bridge 
where  the  two-position  arm  is  below  the  mechanism  and  operated  by 
the  rod  extending  downward;  The  three-position  arms  are  situated 
above  the  mechanism  and  operated  by  the  rods  extending  upward, 
one  for  each  arm.  Each  of  these  rods  is  provided  with  two  cyl- 
inders, as  may  be  seen  in  Fig.  1917.  When  air  is  admitted  to  one 
cylinder  its  piston  is  raised,  raising  one  rack  which  moves  a  pinion 
through  half  its  travel  in  the  same  manner  as  with  the  three- 
position  Style  *'B"  motor  signal  shown  in  Fig.  427,  causing  the  arm 
to  assume  its  intermediate  or  "caution"  position.  When  the  second 
pistop  is  raised  the  pinion  is  again  moved  upward,  completing  the 
movement  of  the  arm  to  the  clear  position.  The  mechanism  may  be 
provided  with  special  piping  so  that  the  air  supply  for  the  third 
position  passes  through  the  second  position  valve.  Circuit  con- 
troller attached  to  hard  rubber  cylinders  may  be  seen  at  each  side 
of  the  mechanism  in   Fig.   1917. 

In    the    dwarf    semaphore    (Figs.    1936-1937)    the    return    of   the 


Figs.  1899-1900         POWER  INTERLOCKING,  Electro-Pneumatic.     U.  S.  &  S.  Co. 


Fig.  1899.     Electro-Pneumatic  Interlocking  Machine,  Horizontal   Roller  Type:  View  Showing  Side  Elevation. 


Fig.  1900.     Electro-Pneumatic  Interlocking  Machine;  View  from  Rear  Showing  Locking,  Combination  Plate  and 

Indication  Segments. 
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POWER  INTERLOCKING,  Electro-Pneumatic.    U.  S.  &  S.  Co.    'Figs.  1901-1902 


Fig.  1901.     Electro-Pneumatic  Interlocking  Machine;   Rear  View  of  Track  Model. 
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Fig.  1902.     Electro-Pneumatic  Interlocking  Machine;     Front  Elevation  Partly  in  Section. 


Figs.  1903-1908        POWER  INTERLOCKING,    Electro-Pneumatic.      U.  S.  &  S,  Co. 
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Fig.  1903.     View  Through  Signal  Lever 
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Fig.  1904.     View  Through  Switch  Lever. 
Figs.  1903-1904.     Sectional  Views  of  Electro-Pneumatic  Interlocking  Machine. 
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1905.     Indication  Segment 
for  Switch  Lever. 


Fig.  UK)7.     Indication  Segment 
for  Signal  Lever. 


Fig.  100(5.     Indication  Segment 

for    Switch    Lever,    with 

Electric  Detector 

Circuits. 


Fig.  1908.     Indication  Segment 

for  Traffic  Lever  (Check 

Locking). 


arm  to  the  stop  position  is  secured  by  the  use  of  the  spring  8,  in- 
stead of  by  a  weight  such  as  is  used  in  the  high  semaphore.  The 
cylinder  is  movable  and  the  piston  stationary,  the  air  pressure 
pushing  up  the  cylinder  against  the  downward  pressure  of  the 
spring.  This  movement  causes  the  arm  to  assume  the  clear  posi- 
tion, and  on  the  release  of  the  air.  when  the  signal  is  to  be  re- 
stored to  the  stop  position,  the  spring  forces  the  cylinder  and  con- 
necting rod  downward.     The   piston  rod   is  hollow,   thus   serving  as 


a  port  for  the  admission  of  air  to  the  cylinder  and  also  for  exhai 
If  the  spring  should  fail  to  restore  the  signal  to  the  stop  positi 
the  signal  lever  would  be  held  by  the  indication  lock,  preventing 
full  return  to  the  normal  position,  thus  compelling  attention 
the  defect  in  the  signal.  The  indication  contacts  are  closed  b] 
metal  strip  (27,  Fig.  1937)  mounted  on  an  insulated  contact  U 
attached  to  the  cylinder.  Thus  the  indication  circuit  is  open  onl 
the  arm  is  in  the  stop  position. 

<« 


POWER  INTERLOCKING.  Electro-Pneumatic.    U.  S.  &  S.  Co.        Figs.  1909-1912 


1909.     Signal  Lever  in  Normal  Position;  Signals 
at  Stop;  Lever  Free  to  Clear  Either  Signal. 


Fig.  1910.     Signal  Lever  Reversed  to  the  Left;  One 
Signal  at  Proceed;  Signal  Lever  Locked,  Pre- 
venting Full  Movement  to  Normal. 


1911.     Signal  Lever  in  "Half- Reverse"  Position; 
Signals  at  Stop;  Lever  Free  to  Complete 
Movement  to  Normal. 


igs.   1940-1041   show  a  suspended  semaphore  arm  operated  by  a 
ler    situated    above.      This    is    the    standard    arrangement    for 

signals  on  some  roads.  It  is  also  convenient  for  use  as  a 
ng  signal  from  terminal  train  sheds,  where  it  may  be  attached 
e  building  above  the  track. 

ig.  1042  shows  a  rotary  pot  signal  designed  to  be  placed  be- 
I  tracks  where  there  is  very  little  clearance;  the  cylinder  is 
d  in  a  horizontal  position  and  moves  the  lamp  and  disks  by 
ink.  They  are  restored  to  the  stop  position  by  the  spring 
ting  under  the  same  conditions  as  in  the  dwarf  signal. 
^rtions  of  the  electro-pneumatic  interlocking  machine  are 
1  in  Figa.  1898-1908«  Figs.  1903-1904  being  a  section  from 
to    front.      The   track    model,   a    feature    of    this   machine,    ap- 

in  section  in  the  upper  part  of  Figs.  1902  and  1004.  It  con- 
of  metal  strips  representing  a  plan  of  the  track.  Each  portion 
I    represents    a    switch    is    movable,    and    is    connected    to    the 


Fig.  1912.    Track  and  Signal  Layout;  Selected 
Signals. 

switch  levers  in  such  a  way  that  every  movement  of  the  lever  to 
move  a  switch  in  the  track  moves  the  corresponding  part  of  the 
model  (see  Fig.  1901).  Some  models  have  miniature  signals  as  well 
as  tracks. 

The  principal  parts  of  the  interlocking  machine  are  indicated 
in  the  transverse  section.  Fig.  1902.  The  mechanical  interlocking 
parts,  supported  by  the  locking  bar  brackets,  are  similar  in  design 
to  the  interlocking  shown  in  Figs.  665-716.  The  whole  apparatus 
is  inclosed  in  a  wooden  case  with  glass  top.  The  wire  connections 
(not  shown  in  the  drawings),  are  all  run  to  binding  posts  on  the 
rear  of  the  frame  supporting  the  machine. 

The  process  of  operating  a  switch  lever  may  be  briefly  described 
as  follows,  taking,  for  example,  lever  No.  3,  Fig.  1902.  All  signals 
which  could  give  a  clear  route  over  the  switch  in  its  present  posi- 
tion being  in  the  stop  position,  so  that  the  interlocking  will  not 
interfere  with  the  intended  movement,  the  signalman  moves  the 
lever  to  the  right,  revolving  the  shaft.  As  soon  as  this  revolution 
has  begun  the  driver  on  the  shaft  (see  Figs.  1903-1904)  has  moved 
the  locking  bar  a  short  distance,  so  as  to  lock  all  levers  which,  if 
moved,  would  permit  trains  to  interfere  with  the  intended  move- 
ment. This  locking  eflfected,  the  further  revolution  of  the  shaft 
causes  bronze  strips  to  close  the  switch  valve  circuits,  which  admit 
air  to  the  switch  cylinder.  The  piston  movement  produced  by  this 
air  pressure  unlocks  the  switch,  moves  it  to  the  other  position,  and 
then  locks  it.  The  locking  of  the  switch  having  been  completed, 
the  closing  of  the  contact  in  the  indication  box  energizes  its 
proper  indication  magnet  in  the  machine,  and  the  signalman  is 
then  able  to  complete  the  stroke  of  his  lever,  leaving  it  inclined 
to  the  right.  This  final  movement  pushes  the  locking  bar  the  re- 
mainder of  its  stroke  and  unlocks  the  lever  or  levers  by  which 
the  signalman  will  clear  the  signal  to  permit  a  train  to  pass  over 
the  switch  in  its  new  position. 

The  switch  cylinder  is  shown  in  Fig.  1943.  Each  cylinder,  by 
means  of  its  piston,  moves  the  switch,  detector  bar  and  lock; 
also  two  or  more  switches  near  together  may  be  moved  by  the  same 
cylinder  where  it  is  found  desirable  to  do  so  (see  Fig.  1944). 
This  multiplication  of  functions  is  provided  for  by  an  increase  in 
the  size  of  the  cylinder  or  by  a  higher  air  pressure. 
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Figs.  1913-1915        POWER  INTERLOCKING,  Electro-Pneumatic.  U.  S.  &  S.  Co. 


Fig.  1913.     Switch   Lever  in  Normal    Position;    Dotted    Lines    Show 

Preliminary  Movement   Made  by  Lever  in  Reversing  the  Switch; 

Switch  Has  Not  Started  to  Move. 


Fig.  1914.    Switch  Lever  Against  Reverse  Indication  Stop;  Switch  Has 

Moved  and  Become  Locked  in  Reverse  Position;  Lever  Has  Been 

Released  by  Indication  Lock  for  Final  Movement  to  Full 

Reverse  Position. 


I  >^ 


Fig.   1915.     Switch    Lever   in   Reverse    Position;    Indication    Latch 

Released;  "Quick  Switch"  in  Position  to  Receive 

Normal  Indication. 


POWER  INTERLOCKING,  Electro-Pneumatic.      U.  S.  &  S.  Co.        Figs.  1916-19x8 
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Fig.    HUG.      Switch    Lever   and    Connections   Arranged    to   Operate   a 

Crossover. 


Figs.    ll>17-lf)18.     Electro-Pneumatic    Signal    Mechanism   for    Operating    Two    Arms    Above    in    Three    Positions, 

and   One   Arm   Below  in   Two  Positions.     Pennsylvania  Railroad. 
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Fig^.  1919-1935        POWER  INTERLOCKING,  Electro-Pneumatic.     U.  S.  &  S.  Co. 


Contacts  for  Switch  Levers. 
B    ?    O 


Figs.    1919-1920.     Three-Arm  Electro- 
Pneumatic  Signal.    Pennsylvania 
Railroad. 


In  Figs.  1943-1048  is  shown  the  switch  and  lock  movement  by 
which  the  rod  from  the  cyhnder  performs  the  double  function  of 
moving  the  switch  and  locking  it.  This  device  is  similar  in  j>rin- 
ciple  to  the  locking  apparatus  used  with  other  kinds  of  interlocking 
where  such  a  combination  of  functions  is  desired.  The  principal 
parts  arc  so  lettered  as  to  explain  their  use.  The  flexible  con- 
nection from  the  auxiliary  reservoir  to  the  cylinder  is  employed 
to  provide  against  undue  strain  on  the  pipe  connections  on  account 
of  settling  of  the  different  parts.  The  piston  rod  and  the  slide  bar 
of  the  switch  and  lock  movement,  together  with  the  detector  bar 
connection,  arc  permanently  connected  and  may  be  treated  as  a 
single  rod.  This  rod  has  a  stroke  of  eight  inches;  but  its  action 
on  the  switch,  by  means  of  the  escapement  crank,  does  not  begin 
until  it  has  moved  about  2  inches;  and  the  switch  action  is  finished 
in  the  next  4  inches  of  the  movement;  so  that  the  first  2  inches 
can  be  used  to  unlock  the  switch  and  the  last  2  inches  to  lock 
it  in  its  new  position.  The  lock  rod,  where  it  passes  through  the 
frame,  appears  in  elevation,  as  in  Fig.  1948.  The  slide  unlocks  the 
switch  by  withdrawing  a  lug  from  the  lower  notch  y  (which  lug 
is  indicated  in  Fig.  1947  by  dotted  lines),  and  locks  the  switch 
after  moving  it  (and  changing  the  position  of  the  lock  rod)  by 
pushing  another  lug  into  the  upper  notch  x.  The  vertical  pin  in 
the  slide  bar  which  moves  the  escapement  crank  is  fitted  with  a 
loose  collar. 

Figs.  1949-1950  show  the  details  of  the  switch  valve.  The 
admission    and    exhaust   of    air    to    and    from    the    cylinder    is    con- 
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Contact  Closed  When  Lever  is  Normal. 


-7 


^ Contact  Closed  When  Lever  is  Reversed. 


-br- 


Contact  Closed  Except  in  Extreme  Pes 
tion  of  Lever. 

Contact    Closed    When    Lever   is   Norm 

-^S^ and  until  It  Has  Just  Passed  Center.   S 

A  D  Above. 

Contact  Closed  When  Lever  is  Reverse 
and  until  It  Has  Just  Passed  Center.  S 
B  E  Above. 


Contacts  for  Signal  Levers. 


B    6 


A  Extreme  Left. 

B  Against  Quadrant  Stop  to  Left. 

C  Middle. 

D  Against  Quadrant  Stop  to  Right. 

E  Extreme  Right. 

Contact  Closed  at  A. 


Contact  Closed  at  E. 

Contact   Closed  at   C,  between   C  and 
and  at  A. 

Contact   Closed  at  C,  between  C  and 
and  at  E. 

Contact    Closed   except   in    Both   Extrci 
Position.s  of  Lever. 

Contact   Closed   at  A,  between  A  and 
and  at  B. 

Contact   Closed  at   E,   between  E  and 
and  at  D. 

Contact   Closed  at  A,  between  A  and 
and  at  D. 

Contact   Closed   at   B,  between   B  and 
and  at  E. 

Contact  Closed  at  D  only. 
Contact  Closed  at  B  only. 

Figs.  1921-1935.    Symbols  Used  on  Circuit  Drawings 
Electro-Pneumatic  Interlocking. 
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POWER  INTERLOCKING.  Electro-Pneumatic.    U.  S.  &  S.  Co.      Figs.  1936-1939 


1 

' 

^ 

13 

^ 
^ 
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Figs.  1936-1937.     One-Arm  Electro-Pneumatic  Dwarf  Signal. 


Names     of     Parts     of     One-Arm 
Electro-Pneumatic  Dwarf  Sig- 
nal; Figs.  1986-1987. 

1  Post  and  Base 

2  Inside  Plug  for  Opening  for  Me- 

chanical   Connection.      (See 
Figs.    1548-1552.) 
8    Outside   Plug   for   Opening   for 
Mechanical  Connection 

4  Mechanism  Cover 

5  Jaw 

6  Up  and  Down  Rod 

7  Bottom  Spring  Socket 

8  Restoring  Spring 

9  l^op  Spring  Socket 

10  Semaphore  Bearing 

11  Semaphore  Crank 
18    Spectacle,  60° 

13  Blade 

14  Semaphore  Shaft 
16    Journal  for  14 

16  Cap 

17  Lamp  Bracket 

18  Back  Spectacle 

19  Cylinder 

80  Nut  for  Fastening  Piston  Ring 

Cage 

81  Cage  for  Piston  Rings 
88    Piston 

23    Hollow    Piston    Rod    and    Air 

Inlet 
Cylinder  Cap 
Valve  Base 
Circuit     Breaker    Springs    and 

Base 
Contact  Block  and  Strip 
Bolt  for  2  and  3 
Hole    for     Crank     Pin.       (See 

Figs.  1548-1552.) 
Dowel  Pins 
Cap  Screw. 

Semaphore  Adjusting  Screw 
Tap  Bolt 
Screzv  for  Cap 
Pin  Valve  Magnet 


Names     of     Parts     of     Two-Arm 
Electro-Pneumatic  Dwarf  Sig- 
nal; Figs.  1938-1988. 

Post  and  Base 

Cap  for  Loner  Semaphore  Bear- 
ing 

Semaphore  Bearing 

Cap  for  Upper  Semaphore  Bear- 
ing 

Mechanism  Cover 

Up  and  Down  Rod,  Lower  Arm 

Up  and  Dozen  Rod,  Upper  Arm 

Spectacle,  60° 

Blade 

Semaphore  Shaft,  Upper  Arm 

Semaphore  Shaft,  Lower  Arm 

Back  Spectacle 

Semaphore  Crank 

Lamp  Bracket 

Restoring  Spring 

Top  Spring  Socket 

Bottom  Spring  Socket 


Figs.  1938-1939.    Two-Arm  Electro-Pneumatic  Dwarf  Signal. 


Figs.  1940-1942        POWER  INTERLOCKING.  Electro-Pneumatic.    U.  S.  &  S.  Co. 
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Firs.  1940- n)41.     One-Arm  Electro-Pneumatic  Suspended   Route  Signal. 


Names      of      Parts    of    Suspended 

Electro-  Pneumatic      Signal ; 

Figs.  1940^194L 

1  Cover 

2  Cylinder  BracM 

4  Shaft  with  Cttttfr^ 

5  £>  and  Down  Rod 
€    Post 

7    Semiipfinrt'  Shaft 
10    LfiM^/^  ilntcki't 


Fig.  1942.     Electro-Pneumatic  Rotary  Pot  Signal. 
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POWER  INTERLOCKING,   Electro-Pneumatic.    U.  S.  &  S.  Co.     Figs.  1943-1944 


Fig.  1943.    Electro-Pneumatic  Switch  and 
Lock  Movement  Attached  to  Bed- 
Plate. 


Fig.     1944.      Electro- Pneumatic    Tandem 

Switch  and  Lock  Movement  for  Use 

with  Movahle   Frogs. 


by  the  D- valve  3  9,  in  the  same  manner  as  is  done  by  the 
ry  slide  vale  of  a  steam  engine,  'J'his  valve  is  operated 
0  small  pistons,  one  on  each  side,  which  are  in  turn  con- 
by  the  pin  valves  of  the  normal  and  reverse  magnets,  the 
as  in  the  signal  mechanism,  explained  in  connection  with 
57.  The  lock  magnet  in  the  center  controls  a  bolt  which 
s  the  D-valvc  in  each  of  its  extreme  positions.  When  the 
t  is  energized  the  spring  lU  is  compressed  and  the  bolt  with- 
allowing  the  D  valve  to  be  moved.  Thus  it  is  necessary  to 
•ne  magnet  de-energized  and  the  other  two  energized  before 
•itch  will  be  moved. 

r  the  Subway  Division  of  the  Interborough  Rapid  Transit 
ny,  owing  to  the  restricted  clearances,  it  was  found  neccs- 
3  redesign  some  of  the  electro-pneumatic  interlocking  appara- 
'.t  was  necessary  to  mount  the  controlling  valve  magnets  for 
ritch  cylinders  on  the  cylinder  head  and  also  to  design  a 
plate  switch  and  lock  movement.  In.  some  cases,  also,  the 
valves   were   mounted   on   a    separate   base   several    feet   away 


from  the  cylinder.  The  special  switch  and  lock  movement  is  shown 
in  Figs.  ]1>.'»7-1958.  It  was  found  that  in  many  cases  there  was 
not  sufficient  space  to  install  the  electro-pneumatic  interlocking 
machine  with  horizontal  rollers  as  usually  made.  A  machine  was 
therefore  designed  with  vertical  rollers.  Figs,  1951-1952,  whkh  is 
very  compact.  The  interlocking  signaN  used  in  the  Subway  are  of 
the  same  design  as  those  used  for  block  signaling  shown  in  Figs. 
537-538  and  540-541.     The  dwarf  signal   is  shown  in   Fig.   1958. 

Figs.  1954-1955  show  what  is  knuwn  as  the  push  button  electro- 
pneumatic  interlocking  machine.  This  is  employed  like  the  dwarf 
interlocking  machine  where  a  number  of  switches  are  concentrated 
in  a  yard  where  all  the  movements  are  low  speed  and  no  inter- 
locking is  required  between  levers,  the  machine  being  employed 
merely  to  reduce  the  number  of  men  necessary  to  operate  the 
switch.  This  machine  is  so  arranged  that  pressing  of  one  button 
will  reverse  the  switch,  and  pressing  of  another  button  will 
put  it  normal  again.  Figs.  1959-1960  show  a  switch  arranged  to  be 
used    with   this   type   of  machine,   an<l    the   circuits    for   operating  it 


Figs.  1945-1950         POWER  INTERLOCKING,  Electro-Pneumatic.  U.  S.  &  S.  Co. 


Figs.  1945-1947.     Electro-Pneumatic  Switch  and  Lock  Movement  Applied  to  Single  Switch    with   One  Detector 

Bar  Ahead  of  Points;  Cylinder  and  Movement  Set  on  Plank. 
Note. — In   latest  construction   an   iron  bedplate   is  used,   which   requires  less  cutting  of  the  ties.     (See  Figs.  1948  and  1956.) 

19  D'Valve 

20  Valve  Seat 

21  Spring  for  Stuffing  Box 

22  Gland  for  Stuffing  Box 
Packing  for  Stuffing  Box 
Nut  for  Stuffing  Box 
Gasket  for  Piston  Seat  in  Valve 

Chamber 
Gasket     for     Head    of    Vah 

Chamber 
Gasket  for  Valve  Seat 
Union  for  Valve  Chamber 
Washer  for  28 
Strainer  for  28 
Oil  Plug 

Tap  Bolt  for  Yoke 
Tap  Bolt  for    Fastening    Vake 

Chamber  and  Seat  to  Cylinder 


Fig.  1948.     Lock  Rod,  for  Figs.  1945-1947. 

Names  of  Parts  of  Electro-Pneumatic  Switch  Valve;  Figs.  1949-1950, 

12 


4 
5 
6 
7 
8 
9 
11 


Valve  Chamber 

Guide  for  Pin  Valve 

Pin  Valve  Plug 

Pin  Valve 

Pin  Valve  Spring 

Head  for  Valve  Chamber 

Yoke 

Lock  Cylinder 

Head  for  Lock  Cylinder 


13 
14 

15 
16 
17 
18 


Pin  Valve  Guide  for  Lock  Cylin- 
der 

Pin   Valve  for  Lock  Cylinder 

Pin  Valve  Spring  for  Lock  Cylin- 
der 

Piston  for  Lock  Cylinder 

Spring  for  Lock  Cylinder 

Piston  for  Szvitch  Valve 

Piston  Rings  for  17 


23 
24 
25 

26 

27 
28 
29 
30 
31 
32 
33 


4    27    20    19    21     22    23    24 

Figs.  1949-1950.     Electro-Pneumatic  Switch  Valve. 
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POWER  INTERLOCKING,  Electro-Pneumatic.    U.  S.  &  S.  Co.        Figs.  1951-1955 


Fig.  1953.   Electro-Pneumatic 
Dwarf  Slide  Signal.   Inter- 
borough  Rapid  Transit 
Company. 


1951-1952.     Electro-Pneumatic  Interlocking  Machine;  Vertical 
Roller  Type. 


Fig.  1954.     Electro-Pneumatic  Push  Button  Machine. 


Fig.  1955.   One  Section  of  Mech- 
anism, Fig.  1954,  Electro- 
Pneumatic  Push-Button 
Machine. 


Figs.  1956-1958        POWER  INTERLOCKING.  Electro-Pneumatic,  U.  S.  &  S.  Co. 


R  N 


R  N 


Locked. 
Fig.  105G.    Diagram  of  Typical  Circuits  for  Operating  Switches  from  Electro-Pneumatic  Push- Button  Machine" 


Fig.    1057.     Electro-Pneumatic   Motion    Plate   Switch   and    Lock    Movement. 


Fig.  1958.     Electro-Pneumatic  Motion  Plate  Switch  and  Lock  Movement  and  Detector  Bar  Movement,  Applied  to 
a  Single  Switch,  with  One  Detector  Bar  Ahead  of  Points;  Adjustable  Lock   Rod. 


are  shown  in  Fig,  3  956.  which  also  shows  a  track  circuit  and 
electric  lock  used  in  place  of  a  detector  bar.*  The  switchbox  is 
a  pole  changer  and  the  electric  lock  is  polarized. 

Fig.  1961  is  a  diagram  of  the  tracks  and  signals  at  the  South 
Terminal  Station,  Boston,  which  are  operated  by  the  machine 
shown  in  Fig.   1897. 

Fig,  1965  shows  the  arrangement  of  circuits  and  apparatus 
for  controlling  the  drawbridge  over  the  Charles  River,  where  it 
is  crossed  by  the  Boston  Elevated  Railroad.  Attached  to  the  struc- 
ture is  a  circuit  controller  F,  which  closes  the  circuit  energizing 
the  draw  indicator  only  when  the  draw  is  in  proper  position,   both 

•Note. — For  electric  detection  applied  to  electro-pneumatic  inter- 
locking see   Figs.  2009-2010. 


with  respect  to  its  vertical  and  horizontal  alinement.  In  s«ric^ 
with  this  is  another  contact  G,  which  insures  the  proper  position 
of  the  wedges  supporting  the  draw  ends  before  the  circuit  >* 
closed.  When  tliis  circuit  is  complete  the  draw  indicator  clean, 
permitting  the  operation  of  the  draw  lock  by  reversing  lever  21. 
and  also  permitting  signals  18-L  and  20-R  to  be  cleared  for  traife- 
These  signals  arc  also  interlocked  with  lever  21.  When  it  is  de$ir«l 
to  open  the  draw  (signals  18-L  and  20-R  being  set  in  the  stop  posi- 
tion), lever  21  is  moved  to  normal,  withdrawing  the  draw  lock, 
which  is  operated  by  the  plunger  cylinder  C.  When  this  lock  » 
withdrawn  circuit  controller  B  closes  a  local  circuit  which  ener> 
gizes  lock  L  on  the  draw  tender's  gearing,  releasing  same  attd 
I)ermitting  him  to  open   the  draw. 

(M) 


POWER  INTERLOCKING,  Electro-Pneumatic.    U.  S.  &  S.  Co.         Figs.  1959-1964 


gs.    1959-1060.     Direct    Acting    Electro-Pneumatic    Switch   Movement   Layout   for   Single  Switch   Without 

Detector  Bar. 


1962-1963.    Three-Way  Valve,  Used  for  Operating 
retro-Pneumatic  Switches  by  Hand  During  In- 
stallation of  Plants  Under  Traffic. 


Fig.  1964.   Diagram  Showing 

Operation  of  Valve  Shown 

in  Figs.  1962-1963. 


Fig.  1965 


POWER  INTERLOCKING.  Electro-Pneumatic.     U.  S.  &  S.  Co. 


TV*. 


Circuits     Controlling    Gate 
Indicators. 


Circuits  Controlling  Draw  Lock  and  Signals. 


*  »  94-    Oemw  e»tn 


JVO  iM^r  umm  7W»f*«««#f  Ammw^aT^ 

Fig.  1965.    Circuits  for  Drawbridge  Protection.     Boston  Elevated  Railroad. 


Names  of  Parts  of  Fig.  1965. 

A  B  Circuit  Closer  and  Bridge  Bolt  Keeper 

C  Electro-Pneumatic  Bridge  Lock  Plunger 

DE  Brackets,  Operating  F 

F  Bridge  Alinement  Circuit  Closer 

G  Circuit  Closer  on  Wedges  of  Bridge 

L  Electric  Lock  on  Valve  of  Draw  Mechanism. 

18-L,  20-R  Bridge  Signals 


m) 


POWER  INTERLOCKING,  Low  Prtssurc  Pneumatic.    Gen'l  Ry.  Sig.  Co.  Fig.  1966 


Letters  Refer  to  List  of  Names  of  Parts  Below. 


Fig.  19G6.     Low-Pressure  Pneumatic  Switch  Movement  and  Lever  Connections. 


Names  of  Parts  of  Low  Pressure  Pneumatic  Switch  Control  Mechanism;  Fig.  1966. 


Switch   Cylinder  X 

Indicating  Valve  a 

Tappet  b 

Normal  Indication  Cylinder  d 

Reverse  Indication  Cylinder  s 

Lever  s* 

Slide  Valve  u 

Motion  Plae  v 

Normal  Indication  Diaphragm  Valve  or  "Relay"             w 

Reverse  Indication  Diaphragm  Valve  or  "Relay" 

Normal  Operating  Diaphragm  Valve  or  "Relay"              y 

Reverse  Operating  Diaphragm  Valve  or  "Relay" 
Switch  Rails 


Air  Reservoir 

Reverse  Control  Pipe 

Normal  Control  Pipe 

Long  Tie  Supporting  C 

Lock  Rod 

Throw  Rod 

Normal  Indication  Pipe 

Reverse  Indication  Pipe 

Normal  Indication  Pipe  Between  Cylinder  and  Indi- 
cating Valve 

Rezerse  Indication  Pipe  Between  Cylinder  and  Indi- 
cating V'alvc 


THE  LOW-PRESSURE  PNEUMATIC   INTERLOCKING 


Interlocking  apparatus   worked    by   compressed   air   at   low   pre»- 

*■«    (15    lbs.   per   sq.   in.)   and  with   no  electrical   features,   is  made 

the  General  Railway  Signal  Company,  and  is  in  use  on  a  number 

railroads.  Compressed  air  in  separate  pipes  is  employed  to 
*^trol  the  admission  of  pressure  to  the  switch  and  signal  cyl- 
^«r8.  Pressure  is  admitted  to  working  cylinders  by  valves  ac- 
'*tcd  by  large  rubber  diaphragms,  which  arc  worked  by  air  at  7 
'•  pressure.  The  lever  of  a  switch  cannot  complete  its  stroke 
'^til  the  switch  has  actually  moved  home  and  conveyed  an  indi- 
'tion  of  the  fact  to  the  cabin.  The  interlocking  is  mechanical, 
*«  parto  being  made  small.  They  are  of  the  "Standard"  type 
^igs.  726-771).  While  the  action  of  compressed  air  in  pipes  is 
Ot  inttvuitaneau8»  lice  an  electric  impulse,  the  movement  of 
h'tches  is  effected  quickly   enough   for  all  practical  purposes;  and 


at  ordinary  distances  the  movement  of  a  signal  is  practically  simtil- 
tancous  with  its  lever. 

The  distinctive  features  of  the  low-pressure  pneumatic  Inter- 
locking machine  are:  (1)  A  row  of  slide  valves  (called  levers) 
like  that  shown  in  outline  at  L  and  L*,  Figs.  1066  and  1969.  (S) 
The  mechanical  interlocking  frame,  placed  vertically  on  the  front 
of  the  machine.  The  manner  of  connecting  the  lever  with  the 
interlocking  is  indicated  by  the  position  and  arrangement  of  the 
tappet  H  in  Fig.  1966.  (3)  The  indicating  cylinders  and  their 
relays  on  each  lever,  as  shown  in  Figs.  1966  and  1969. 

Application  of  air  pressure  is  required  in  every  case  to  accom- 
plish any  movement.  To  move  a  switch  or  signal  from  normal 
to  reverse  position  and  to  receive  a  return  indication  at  the 
machine,  an  air  pressure  must  be  applied  at  the  lever.     All  signals 


Figs.  1967-1968    POWER  INTERLOCKING.  Low  Pressure  Pneumatic.  GenM  Ry.  Sig.  Co. 


Fig.   19(57.     Lovv-Prossiirc   Pneumatic  Interlocking  Machine. 


Fig.   1968.     Low-Pressure   Pneumatic   Switch   and   Lock  Movement    with  Gain-Stroke  Lever.   New  York  Central 

&  Hudson  River. 


m 


POWER  INTERLOCKING,  Low  Pressure  Pneumatic.     Gen^  Ry.  Sig:.  Co.  Fig.  1969 


Letters  Refer   to  List  of  Names  of  Parts 
Below. 
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Fig.    1960.     Low-Pressure   Signal   Movement. 


Names  of  Parts  of  Low  Pressure  Pneumatic  High  Signal  and  Control  Mechanism;   Fig.  IMS. 


A  Signal  Ann 

A^  Signal  Cylinder 

A'  Indicating  I'ahc  Lever 

B  Indicating   Valve 

H  Tapt^et 

I  Indication  Cylinder 

L  Lever 

U  Slide  Valve 


R'     Reverse   Indication  Piaphrugni   Valve  or  ''Relay'* 

R'    Normal   Operating  Diaphragm   Valve  or  "Relay'' 

R'    Reverse  Operating  Diaphragm  Valve  or  "Relay" 

X     Air  Reservoir 

a    Reverse  Control  Pipe 

b    Normal  Control  Pipe 

e     Normal  Control  Pipe  on  Signal 

n     Indication  Pipe 


eld  in  the  proceed  position  by  air  pressure  under  the  piston, 
ntirc  reverse  operating  line  being  charged  from  the  tower 
i  signal  when  the  .'ignal  lever  is  reversed.  Thus  absence  or 
e  of  power  will  always  leave  the  signal  in  the  stop  position. 
he  appearance  of  the  machine  is  shown  in  Fig.  1967,  and 
ay  in  which  the  pressure  is  conveyctl  and  controlled  is  shown 
gs.  1966  and  1961).  Fig.  1966  represents  the  arrangement  of 
J  and  pipes  forming  the  connection  between  the  interlocking 
nc  and  a  switch   cylinder.     The   principal   parts   are:    .S,    switch 

s,  lock  rod;  s\  throw  rod;  M,  motion  plate;  C,  switch  cyl- 
;  D.  indicating  valve;  R*,  R**,  R*,  R^,  controlling  valves  or 
;  L,  L*,  operating  bar  and  slide  valve  on  lever;  I,  I-,  indica 
:ylindcrs;  H,  interlocking  tappet;  X,  air  reservoir. 
)  reverse  the  position  of  the  switch  the  signalman  pulls  the 
L  to  the  left.  In  doing  this  he  admits  air  (from  the  main 
c  X  through  the  valve   L-)    through  pipe  a  to  valve  R*^,   which 

communication  from  the  supply  pipe  X  to  the  right-hand  end 
:  cylinder  C,  pushing  the  pisttin  to  the  left.  Observing  now 
ots  in  L  and  M,  it  will  be  noted  that  after  about  one-half  of 
roke  L  has  been  completed  it  is  stopped  by  the  piston  rod  of  1-; 
ic   operation   of  valve    R^,   already    accomplished,  causes    M    to 

through  the  whole  of  its  stroke.  This  stroke  of  M  is  unin- 
ted,  but  it  performs  in  succession  three  functions.  The  first 
5f   the   stroke,    say    one-third,    does    not    move    the    switch,    but 

D   is  moved   far   enough   to   close   the   two   pipes  on    its    right, 

those  on  its  left  are  open  to  the  atmosphere.  .\t  the  same 
ock  bar  s  has  been  libcratetl  by  withdrawal  of  a  dog  attached 

from  notch  in  s.  As  M  moves  through  the  next  or  middle 
n  of  its  stroke,   it  moves  the  switch;   but  it  now  produces  no 

on  valve  D,  because  the  rod  of  I)  is  now  engaged  by  the 
It  portion  of  its  slot  in  plate  M.  The  switch  being  set,  the 
and  final  part  of  the  stroke  of  M  locks  the  switch  by  pushing 
>nd  dog  attached  to  M  through  a  second  notch  in  s;  and  also 
lot  until  after  the  dog  has  entered  its  notch)  the  plate  changes 

) 


valve  D  so  as  to  connect  together  the  two  pipes  y  and  v.  This  con- 
veys pressure  from  the  supply  through  R^  and  D  to  valve  R',  which 
valve  then  admits  air  from  the  supply  to  I-,  forcing  the  piston  rod 
upward,  and,  by  means  of  the  diagonal  portion  of  the  slot  in  lever 
L,  forcing  it  to  complete  its  stroke.  This  return  action  takes  place 
at  ordinary  distances  in  from  one  to  three  seconds.  In  rapid  work, 
this  automatic  completion  of  the  stroke  of  the  lever  saves  an  appre- 
ciable portion  of  the  signalman's  time.  Wy  the  action  of  L*  pipe  a 
is  now  opened  to  the  atmosphere,  valve  R^  is  released  from  pressure, 
and  R*  is  closed;  so  that  the  right-hand  pipe  to  cylinder  C  and 
its  connection  to  and  through  I)  are  open  to  the  atmosphere.  All 
four  operating  pipes  are  now  at  atmospheric  pressure. 

Ry  the  movement  of  L,  tappet  II  has  been  moved  so  as  to 
produce,  in  the  first  part  of  the  stroke  of  L,  the  proper  mechanical 
locking  of  conflicting  levers,  and  in  the  last  part  of  this  stroke,  the 
proper  unlocking  in  the  same  manner  and  sequence  that  the  same 
interlocking  would  have  effected  in  a  mechanical  interlocking  machine. 

To  move  the  switch  back  to  its  original  position,  the  opposite 
set  of  pipes  is  used.  The  lever  L  is  pushed  to  the  right;  air  through 
b  actuates  R*,  and  the  return  indication  to  the  cabin  actuates 
R2  and  lifts  the  piston  in  I. 

A  crossover  switch  or  slip  with  movable  point  frogs  is  operated 
in  the  same  manner  excepting  that  the  functions  are  connected  in 
series,  the  air  leaving  valve  D,  going  to  the  diaphragm  operating 
the  second  function  in  the  same  manner  as  described  for  the  oper- 
ation of  the  first  function.  Pipes  to  any  number  of  movements  may 
be  connected  in  series  and  operated  from  one  lever  in  this  manner, 
the  indication  from  a  preceding  movement  operating  a  following 
one,  the  last  movement  to  operate  giving  the  indication  at  the 
machine  and  automatically  completeing  the  stroke  of  the  lever. 

To  work  a  signal,  valves  and  operating  pipes  arc  used  of  the 
same  general  style  as  those  for  a  switch,  but  there  is  only  one 
indicating  valve  and  one  indicating  cylinder,  as  it  is  considered 
unnecessary  to  assure  the  attendant  that  a  signal  is  in  the  proceed 


Figs.  1970-1974     POWER  INTERLOCKING,  Low  Pressure  Pneumatic.  Gen'l  Ry.  Sig.  Co. 


Fig.  1970.     Pneumatic  Diaphragm    Valve  or  "Relay. 


Fig.     1971.    Indicating    Valve    for 
High  Signal  (B,  Fig.  1969). 


position.  The  signal  connections  are  shown  in  Fig.  1960.  The 
principal  parts  are:  A,  signal  arm;  A^,  signal  cylinder;  A',  lever 
to  work  indicating  valve;  B,  indicating  valvr:  R^  and  R',  dia- 
phragm valves  or  relays,  controlling  the  admission  of  air  to  the 
top  and  bottom,  respectively,  of  the  signal  cylinder;  R^,  diaphragm 
valve  controlling  admission  of  air  to  cylinder  I.  The  signal  being 
in  the  normal  or  stop  position,  the  indicating  valve  B  is  in  a  posi- 
tion to  maintain  a  connection  between  the  two  pipes  attached  to 
it;  but  as  soon  as  the  signal  arm  leaves  the  horizontal  position  the 
valve  shuts  off  this  connection. 

To  clear  the  signal  the  signalman  pulls  L  to  the  left  the  whole 
length  of  its  stroke.  By  this  movement  L^.  admitting  air  to  pipe  a, 
actuates  valve  R*,  which  supplies  air  to  the  lower  end  of  cylinder 
A*  and  pushes  up  the  piston,  putting  the  signal  in  the  proceed 
position.  The  air  impulse  is  transmitted  so  quickly  that  at  the 
average  distance  (say  500  ft.  or  less)  the  movement  of  the  signal 
is  practically  simultaneous  with  the  movement  of  the  lever.  The 
signal  remains  in  the  proceed  position  as  long  as  L  is  pulled  to  the 


left.  To  restore  it  to  the  normal  or  stop  position,  L  is  pushed  to 
the  right  until  it  is  stopped  by  the  piston  rod  of  I  (at  the  end 
of  the  horizontal  part  of  the  slot  in  L).  With  L  in  this  position, 
pipe  b  is  charged  and  valve  R«  is  opened.  The  passage  between 
pipes  e  and  n  (through  B)  is  now  closed,  so  that  the  opening  of 
R'*  admits  air  from  the  supply  to  the  upper  end  of  A'.  Thb 
restores  the  signal  to  the  horizontal  position,  and  by  means  of 
A'  opens  valve  B.  Air  now  passes  from  e  through  B  and  n 
to  R^,  and  the  latter  causes  air  to  enter  I  and  complete  the 
return  stroke  of  L  by  the  action  of  the  piston  rod  on  the  diagonal 
part  of  the  slot.  Pipes  b,  e  and  n  are  now  at  atmospheric  pressure, 
and  the  parts  are  in  the  same  position  as  at  the  beginning. 

In  Fig.  1970  is  shown  the  diaphragm  valve,  which  is  called 
the  "relay,"  its  function  being  similar  to  that  of  an  electro- 
magnetic relay  in  electrical  apparatus.  This  valve  is  actuated  by 
air  at  7  lbs.  pressure.  This  pressure,  admitted  beneath  the  circular 
rubber  diaphragm  8  in.  in  diameter,  pushes  up  the  cylindriol 
valve,   placed   vertically   in   the   upper   part  of   the   case,   and   thereby 


f  Apt  Jap 


Figs.  1972-1973.     Pneumatic  High  Signal. 


k s- -J 

Fig.  1974.     Improved  Type  of  Cylinder  for 
Pneumatic  High  Signal. 
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POWER  INTERLOCKING,  Low  Pressure  Pneumatic.    Gen'l  Ry.  Sig.  Co.   Figs.  1975-1977 


Fig.  1976. 


Fig.  1976. 


Fig.  1977. 
P'igs.  1975-1077.     Low-Prcssurc  Pneumatic  Dwarf  Signal. 


admits    air   at   16   lbs.    per   square    inch    to   move    the    piston  in    the 

switch    or    signal    cylinder.      The    movement    of    the    diaphragm    is 

only  V*   in. 

The    operating   and    indicating    pipes    extending    to    switches    and 

signals  are  %  in.  in  diameter.  The  supply  pipes  from  the  air  reser- 
voirs arc  larger^  the  size  being  varied  according  to  the  number 
of  switches  and  signals  to  be  operated.  The  air  as  it  comes  from 
the  compressor  is  run  through  cooling  pipes  for  the  purpose  of 
precipitating  moisture. 

Any  number  of  signals  controlling  relative  movements  over  the 
same  switches  may  be  connected  up  to  one  signal  lever  by  placing 
selector  valves  at  switch  points  to  control  the  admission  of  air 
to  the  proper  signal  line.  This  method  provides  practically  the 
same  protection  as  bolt  locking  the  switch  points  with  signal 
lines  at  mechanical  plants. 

Fig.  1968  shows  the  method  of  providing  a  gain  stroke  lever 
from    switch   and   lock   movement   to   switch    point,   and    also   shows 

(808) 


the  general  appearance  of  a  switch  connected  up  to  the  low  pres- 
sure system,  for  either  rear  or  advance  bar  movements. 

The  common  type  of  semaphore  movement  used  with  the 
low  pressure  pneumatic  system,  is  shown  in  Figs.  1972-1978;  the 
movement  is  effected  by  the  operation  of  the  relays,  controlled  by 
the  signal  lever  in  the  machine  as  explained  in  Fig.  1969.  An 
improved  semaphore  movement  known  as  style  B  is  shown  in  Fig. 
1074.  The  principles  of  operation  arc  the  same  as  described  in 
connection  with  Fig.  1969,  excepting  that  the  indication  is  con- 
trolled by  a  piston  so  arranged  as  to  pass  the  air  from  the  normal 
side  of  the  piston  to  the  indication  line  when  the  signal  arm  has 
assumed  the  stop  position. 

Figs.  1976-1977  show  a  Style  E,  pneumatic  dwarf  signal.  The 
operation  is  effected  through  the  same  control  medium  as  shown 
in  Fig.  1969,  the  indication,  however,  is  controlled  by  a  piston 
valve  in  the  same  manner  as  shown  in  Fig.  1974. 


Figs.  1978-1980       POWER  INTERLOCKING,  Power  Operated  Signals  at  Mechanical  Plants. 


Fij^.     VJl^.y     Motor     Dwarf    Signal     Mechanism    and 
Case.     American   Railway  Sij?nal  Company. 


Fig.    1078.     Motor    Starting    Signal,    Used    at    Ends    of 

Passing  Sidings  in  Controlled  Manual  Block  System. 

American  Railway  Signal  Company. 


1080.     Motor  Dwarf  Signal.     American 
Railway  Signal  Company. 


POWER  OPERATE!)  SIGNALS  AT  MECHANICAL  INTERLOCKING  PLANTS 


Where  power  operated  semi-automatic  signals  arc  used  at  me- 
chanical interlocking  plants,  provision  is  usually  made  to  com- 
pel the  signalman  to  put  his  signal  lever  normal  after  the  passage 
of  a  train.  Such  signals,  if  of  the  automatic  type,  will  clear  as 
soon  as  the  train  leaves  the  hlock  if  the  lever  remains  reversed,  and 
permit  another  train  to  follow,  which  might  result  in  delays.  For 
this  purpose,  some  form  of  "stick"  relay  wiring  may  be  employed. 
Fig.  1989  shows  circuits  for  this  purpose.  The  circuit  controllers 
shown  are  operated  by  the  lever  latch.  The  500-ohm  stick  relay  is 
kept  energized  under  normal  conditions  by  a  circuit  as  follows: 
From  the  battery  I),  through  wires  4,  <5,  circuit  controller  A, 
wires  9  and  12,  coils  of  relay,  wires  10  and  8,  circuit  controller  C 
and  wire  3  to  battery.  Current  can  also  flow  through  wire  5,  relay 
point,  wires  11  and  12  and  to  battery  through  coils.  Raising  the 
latch  opens  circuit  controller  A.  Lowering  latch  with  lever  reversed 
closes  circuit  controller  B  and  opens  C;  ('  does  not  open,  however, 
before  B  closes.  Current  now  flows  from  battery  through  wires  4 
and  5,  relay  point,  wires  11  and  12,  coils  of  relay,  wires  10  and 
7,  circuit  controller  B,  wire  2,  track  relay  point,  wire  13,  signal 
mechanism,  wire  1,  to  battery.  This  clears  the  signal.  Passage  of 
a  train  opens  the  track  relay  point*;,  putting  the  signal  to  the  stop 
position  and  opening  the  circuit  of  the  500-ohm  stick  relay.     As  the 


signal  control  circuit  passes  through  the  point  of  this  relay,  the 
signal  cannot  again  clear,  because  this  relay  will  not  be  encrgired 
again  until  the  lever  is  latched  in  the  normal  position.  In  thisca^ 
it  is  assumed  that  the  coil  through  which  this  current  passes  at  the 
signal  is  wound  to  500  ohms;  if  that  resistance  is  less  the  stick 
relay  winding  should  be  reduced  accordingly. 

Another  circuit  arrangement  for  accomplishing  the  same  results 
is  shown  in  Fig.  1090.  The  stick  relay  has  two  windings,  one  of 
which,  D,  is  energized  by  the  battery  -\  through  controller  con'acts 
F  and  E  and  wires  ],  2,  o  and  0.  The  circuit  controller  is  of  the 
snap  type.  Contact  (i  must  close  just  before  the  other  two  open 
when  the  lever  latch  is  lowered  with  lever  reversed;  and  E  and  F 
must  close  only  when  latch  is  lowered  with  lever  nurmal.  With 
lever  reversed  and  latched,  current  flows  from  battery  A,  through 
wire  1,  controller  contact  G,  wire  4,  coil  C  of  stick  relay,  wire  5, 
contact  on  stick  relay,  wire  0,  contact  on  track  relay,  wire  7,  signal 
mechanism,  and  wire  0  back  to  battery.  This  keeps  the  stick  relay 
energized  and  clears  the  signal.  The  presence  of  a  train  in  the 
block  opens  the  track  relay  and  breaks  the  circuit  for  the  signal 
and  stick  relay.  This  put<^  the  signal  to  stop  and  oi)ens  the  stick 
relay  which  cannot  again  pick  up  until  the  lever  is  latched  nonnal. 

Fig.   1991    is  a   diagram   of  circuits  in   use   on  the   Eric   Railrwd 
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POWER  INTERLOCKING,  Power  Operated  Signals  at  Mechanical  Plants.     Figs.  1981-1986 


Figs.    1981-198-2.     Electric    Dwarf  Signal    (Sec    Figs.    1979-1980).     American    Railway 

Signal  Companj'. 


Figs.  1983-1984.  Electric  Dwarf  Signal  Mechanism  (See  Figs.  1979-1982).    American  Railway  Signal  Company. 
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Fig.   1985.     Diagram   of  Control  Circuits  for  Three- 
Arm  Style  "B"  Union  Semaphore   Distant 
ftgnal  at  Mechanical  Interlocking  Plant. 
Pennsylvania  Railroad. 

Note.— 1,    2,    8,    4,    5,    6,   7,   8,    9,   binding   posts;    U,    V,   \V, 
control   relays;   X,   track  relay.      (See   Figs.   2001-2003.) 
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Fig.  198C.    Diagram  of  Control  Circuits  for  Two-Arm 

Style   "B"   Union    Semaphore   Distant   Signal  at 

Mechanical  Interlocking  Plant.   Pennsylvania 

Railroad. 

Note. — l,  2,  8,  4,  5,  0,  binding  posts;  V,  control  relay  for 
lower  arm;  X,  track  relay.  Top  arm  is  controlled  by  polaritv 
of  track  circuit.    (See  Figs.  2001-2003.) 


Figs.  1987-1990      POWER  INTERLOCKING,  Power  Operated  Signals  at  Mechanical  Plants. 


Figs.  19874988.    Mechanism  for   Starting  Signal    (Fig.   1978). 
American  Railway  Signal  Company. 
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Fig.  1989.     Circuit  for  Power  Operated  Signal  at  Mechanical  Interlocking  Plant. 


Circuit  for   Power  Operated  Signal  at  a  Mechanical  Interlocking  Plant. 


for  electrically  operated  distant  and  advance  sJKnal^j.  with  electric 
switch  locks  for  outlying  switches  at  an  interlocking  plant.  Circuits 
east  and  westbound  are  similar  and  have  similar  numbers.  The 
circuit  for  distant  signal  1  is  as  follows:  From  the  battery  at  the 
tower,  through  back  contact  on  indicator  1,  circuit  controller  P  (on 
lever  1),  wire  1,  circuit  controller  \'  (on  signal  3),  relay  D  at 
signal  1,  to  common  wire  0,  back  to  battery.  Indicator  I  is  oper- 
ated by  circuit  from  battery  H  at  signal  2,  through  circuit  con- 
troller G',  wire  4'  and  hand  switch  L.  Therefore,  to  clear  signal  1, 
advance  signal  2  must  be  cleared  (closing  the  contact  on  I)  and  also 
the  home  signal  3. 

Advance  signal  2  is  controlled  by  a  circuit  from  the  main  bat- 
tery through  circuit  controller  S  (on  lever  2),  wire  5',  relay  D  (at 
signal    2),    circuit    controller    IV    (on    electric    switch    lock    A'),    to 


common    wire   6'.      If    the    lock    A'    has   been    released   to   open  ibc 
switch,  B'  will  prevent  signal  2   from  clearing. 

The  switch  lock  A'  is  controlled  by  the  hand  switch  L,  using 
the  same  circuit  from  battery  H  at  signal  2,  that  operates  indicator 
I.  When  L  is  reversed  this  current  passes  through  wire  8',  swi'^ 
lock  A',  wire  5'  back  to  battery.  When  L  is  reversed  indkttor  I 
is  energized  by  the  tower  battery,  thereby  keeping  the  circuit  f« 
distant  signal  1  open.  Locks  I^  and  O  act  on  the  home-signal  ktcn 
to  lock  the  latches  while  the  distant  signal  is  clear,  to  that  tibe 
lever  may  be  put  normal,  but  not  latched  in  that  postticNi.  Tte 
telephones  U  are  installed  in  the  tower  and  at  the  outlying  8wttche>> 
Trainmen  use  these  to  request  an  unlock  from  the  signalman  wbra 
they  wish  to  use  the  switch.  The  telephone  circuit  is  carried  on  the 
main  common  on  one  side,  and  the  ground,  through  condouers,  C 
on  the  other. 

(M) 


POWER  INTERLOCKING,  Power  Operated  Signals  at  Mechanical  Plants.    Figs.  1991-1994 
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Figs.  1995-1996 


INTERLOCKING,  Electric  Locking. 
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Figs.  1997-1998 
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Fig.  1999.    Approach   Locking  for  Single  Switch  on  a  Single  Track  Main  Line. 


switches,  a  signal  should  be  out  of  order,  and  it  were  necessary 
to  flag  a  train  through,  there  would  be  no  protection;  this  for  the 
reason  that  there  would  be  nothing  to  compel  the  signiailman  to 
reverse  his  signal  lever,  and  with  the  signal  lever  normal  the  route 
would  not  be  locked.  The  best  system  would  seem  to  be  a  com- 
bination of  lever  locking  and  circuit  control;  that  is,  to  break  the 
high  home  signal  indication  circuits  and  the  switch  and  derail  con- 
trol circuits  and  lock  route  levers. 

In  another  system  of  electric  locking,  conflicting  routes  only  are 
locked;  that  is  to  say,  a  train  in  'a  certain  route  locks  switches  and 
derails  in  conflicting  routes  only.  This  is  no  more  than  dog  locking 
is  designed  to  do,  except  that  it  holds  after  the  signal  lever  has 
been  put  normal,  until  the  route  is  clear. 

At  power  plants  controlled  otherwise  than  electrically,  lever  lock- 
ing is  the  only  kind  that  can  be  economically  and  efficiently  applied. 
Valves  and  their  controlling  apparatus  are  cumbersome  and 
expensive. 

Where  any  one  of  these  systems  is  applied  only  to  track  sections 
within  the  home  signal  limits  the  use  of  detector  bars  can  hardly 
be  dispensed  with.  It  takes  an  appreciable  length  of  time  for  a 
track  relay  to  act,  and  the  indicator  and  lock  consecutively  consume 
equal  periods.  Therefore,  before  the  lock  has  acted  it  may  be  pos- 
sible to  change  at  least  one  of  the  switches  or  derails  in  the  route. 
Consequently,  it  is  advisable  to  have  a  detector  bar  at  the  entrance 
to  each  high-speed  route,  at  least. 

To  overcome  this  difficulty  and  to  better  prevent  any  change  of 
route  after  a  train  has  passed  the  distant  signal  at  clear,  approach 
locking  has  been  introduced.  This  is  an  arrangement  of  circuits 
whereby  the  lock  on  the  home  signal  or  route  lever  latch,  operates 
when  a  train  approaches  the  interlocking  plant  with  the  governing 
signals  in  a  certain  position. 

Broadly,  there  are  in  use  two  systems:  In  one  the  lock  acts  as 
above  when  the  train  is  approaching  the  distant  signal  with  the  home 
signal  clear,  and  holds  until  the  train  has  reached  a  point  within  or 
beyond  the  interlocking  limits.  This  may  be  modified  so  as  to 
require  the  distant  signals,  also  to  be  clear;  or  it  may  be  made  to 
act  when  a  train  has  passed  the  distant  signal  with  the  home  signal 
clear.  In  the  other  system,  the  route  is  locked  as  soon  as  the  home 
signal  is  cleared,  regardless  of  whether  a  train  is  approaching  or 
not.  Of  course,  in  dealing  with  electrically  controlled  power  plants 
the  above  may  be  modified  so  as  to  break  control  and  indication  cir- 
cuits as  already  described. 

Fig.  1996  shows  the  approach  and  other  locking  circuits  for  the 
mechanical  interlocking  plant  shown  in  Fig.  1995.  The  system  is 
that  described  for  Fig.  1005,  using  7  and  9  as  route  levers,  and  the 
first  of  the  approach  locking  systems. 

A,  B,  C,  D,  E  and  F  are  track  relays  operated  by  batteries  G, 
G,,  etc.,  through  their    respective    track   sections;    a,   b,   c,   d    and   c 


are.  indicators;  a  is  controlled  by  F,  b  by  E,  c  by  A  and  D,  d  by 
C  and  e  by  B.  H  is  a  lock  on  the  latch  of  lever  9,  and  I  Is  • 
lock  cm  latch  of  lever  7;  f ,  g,  h  and  i  are  ciixruit  controllers  oper- 
ated by  levers  8,  2,  17  and  20,  respectively.  Suppose  a  train  to  be 
approaching  on  the  branch  line  with  the  route  lined  up.  Untfl  die 
first  track  battery  G  is  passed  the  route  can  be  changed  at  will,  bat 
as  soon  as  G  is  passed  relay  C  opens,  thereby  de-energizing  infi- 
cator  d,  relay  e'  and  lock  H.  For,  when  No.  17  was  retersed 
circuit  controller  h  was  opened  and  the  shunt  on  the  point  of  d 
and  e  removed.  Thus  lever  9  is  locked  reversed  and  the  route  can- 
not be  changed.  Lever  9  remains  locked  until  the  train  has  pasted 
beyond  signal  4,  as  by  its  passage  relays  D  and  A  are  sncceaalrdy 
opened,  thereby  de-energizing  indicator  c.  This  keeps  the  ciicvit 
for  lock  H  open.  The  signalman  is  prevented  from  restoring  his 
lock  (by  putting  his  signal  levers  normal)  while  a  train  is  approach- 
ing  by  the  special  stick  wiring  of  the  relays  a'  and  e'  which  controt 
the  locks  with  the  "home"  indicators  b  and  c.  They  are  controlled 
by  the  approach  indicators  a,  d  and  e,  and  break  their  own  cireoili. 
They  can  be  restored  only  through  the  back  contacts  on  tiietr  re- 
spective home  indicators  when  a  train  is  in  the  home  section.  Sup- 
pose the  train  approaches  without  the  signals  clear;  in  this  esse 
the  route  would  not  be  locked  and  the  signalman  could  hold  Uie 
train  at  the  home  signal  until  ready  for  it  to  proceed.  At  the  sasK 
time  he  could  allow  another  train  to  xise  any  of  the  routes  widiiB 
the  plant.  The  purpose  of  circuit  controller  f  on  lever  8  is  this: 
Suppose  that  the  route  through  the  crossover  reversed  is  set  np 
for  an  eastbound  movement  Now,  to  be  safe,  lever  9  most  be 
controlled  by  relay  E  (through  indicator  b) ;  otherwise  it  would  be 
possible  to  move  any  of  the  switches  except  the  crossover,  nodi 
the  train  had  passed  through  the  crossover  onto  the  track  dfcntt 
controlling  relay  A.  Therefore  f  is  made  to  break  the  shunt  aroofld 
the  contact  point  of  indicator  b  in  the  circuit  of  lock  B. 
Lock  H  cannot  be  controlled  by  this  indicator  in  all  cases,  be> 
cause  if  this  were  done  a  train  on  the  eastbound  track  would  pffr 
vent  changing  a  route  on  the  westbound  track,  when  it  would  be 
proper  to  do  so. 

One  modification  that  is  frequently  made  is  to  put  the  drcak 
controllers  on  the  distant  signal  levers.  When  this  is  done  the  sp* 
proach  locking  takes  effect  only  when  the  distant  signal  is  desr 
with  a  train  approaching.  In  the  plant  under  consideration  the  dii> 
tant  signals  are  assumed  to  be  power  operated  without  teptnM 
levers.  Sometimes  the  circuits  for  the  approach  indicators  tre 
broken  through  normally  closed  circuit  controllers  on  Uie  booe 
and  distant  signal  arms,  so  that  if  either  should  fail  to  assume  the  foO 
stop  position  when  the  levers  are  put  normal,  the  route  wodd 
remain  locked. 

Fig.  1997  shows  the  circuits  for  approach  and  other  loddng  at  t 
single    track   crossing.      Here    a    separate   circuit    is    run   for  each 
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Fig.  2000.    Approach  Locking  for  Single  Switch  on  a  Single  Track  Main  Line. 


through  circuit-breakers  on  the  distant  signals,  so  that  the 
ig  will  not  release  until  the  distant  signal  arm  is  in  full  hori- 
1  position.  The  locks  act  on  the  latches  of  the  home  signal 
i  to  which  are  also  attached  the  shunt  circuit  controllers 
'n  just  beneath  the  indicators).  These  circuit  controllers  are 
I  only  when  the  levers  are  normal  and  the  latches  down. 
:ontact8  A,  B,  C  and  D  represent  hand  releases  (usually  some 

of   time-release.    Figs.   2893-2908)    whkh   are   used  when   it  is 
Muy  to  change  a  route  that  has  been  given  to  a  train, 
g.    1998    shows    the    same    crossing   wired    with    the    indicator 
t    throxigh    a    circuit    controller    on    the    distant    signal    arm. 

the  approach  indicator  contact  opens  when  the  distant  signal 
ared,  whether  a  train  is  approaching  or  not.  The  locks  act  as 
g.  1997,  but  the  circuit  controllers  F,  G,  H  and  I  need  not  be 
ted  to  the  latches.  They  can  work  with  the  home  signal  levers, 
stkk  relays,  X«  Y,  hold  the  lock  circuits  open  during  the 
le  of  a  train,  whether  the  signal  levers  are  restored  or  not. 
!  circuits  are  suitable  for  a  power  plant  in  which  control  and 
ttion  circuits  are  broken,  and  there  are  no  locks  on  the  levers. 
2ch  a  plant  stick  relays  are  necessary  (as  there  is  no  latch 
ig),    unless    the   section    of   lever    stroke,    after   indication    has 

received,  is  long  enough  to  operate  a  circuit  controller.  At 
at  where  the  home  signal  lever  latches  are  locked  stick  relays 
lot  needed,  as  the  shunt  circuit  controller  can  be  made  to 
oaed  only  when  the  lever  is  normal  with  the  latch  down,  as 
g.  1997,  and  this  condition  will  not  occur  until  the  lock  is 
led.  At  power  plants  the  point  at  which  the  lever  is  held  for 
ktion  can  sometimes  be  used  as  the  latching  point,  as  above. 
in  any  case  where  the  shunt  circuit  controller  is  operated  by 
er  other  than  the  one  upon  which  the  lock  acts,  a  stick  relay 
be  used. 
I  a  power  plant  using  the  first  modification  described  for  Fig. 

but  without  lever  locks,  indicators  are  provided,  controlled 
ack  circuits  in  the  usual  manner,  as  shown  in  Fig.  1999.  In 
iiagram  A,  B  and  C  are  track  relays;  a,  b  and  c  indicators, 
d  c'  stick  relays,  b'  a  secondary  relay  controlled  by  indicator  b, 
E  and  F,  contacts  on  distant  signal  levers  1  and  12  respec- 
.  The  approach  locking  is  accomplished  by  breaking  the  indi- 
1  circuit  of  the  home  signal  governing  the   route,  through  the 

point  of  the  stick  relay,  controlled  by  the  circuit  controller 
le  distant  signal  lever  in  parallel  with  a  front  point  on  the 
lach  indicator.  In  this  system,  unless  the  distant  signal  has  been 
k1»   it   is  possible   to   put   a   home   signal  lever   normal   at   any 

provided  a   train  is  not  in  the  section   governed.     This  does 

with  delay  in  case  the  wrong  route  has  been  lined  up.     The 

relay  is  restored  by  a  back  contact  on  relay  b'.  With  this 
n  there  is  no  delay  due  to  the  locking  in  case  the  signalman 
:ts  to  put  his  home  signal  lever  normal  promptly  behind  each 


train.  When  the  distant  signal  is  cleared  with  a  train  approaching, 
the  home  signal  indication  is  withheld  until  the  train  has  passed 
out  of  the  home  section.  The  current  supply  to  the  switch  btu  bar 
is  cut  through  a  contact  on  relay  b'  in  order  to  provide  detector 
locking  for  a  movement  from  signal  10.  With  this  system  signals 
can  be  tested  at  any  time  without  necessitating  the  use  of  the  hand 
release. 

The  second  system,  wherein  the  home  signal  is  locked  as  soon 
as  its  lever  is  reversed,  is  used  more  extensively  at  power  plants 
electrically  controlled  (see  Fig.  2016).  In  this  system  the  indica> 
tion  circuits  of  the  home  signals  are  normally  broken  through  open 
back  points  of  indicators,  controlled  by  the  home  track  circuits,  so 
that  the  stroke  of  the  signal  lever  to  normal  cannot  be  completed 
without  using  a  hand  release  unless  a  train  occupies  the  track 
section.  In  other  words,  if  the  signalman  clears  a  home  signal,  he 
cannot  completely  restore  his  lever  in  the.  usual  way  unless  a  train 
is  within  the  interlocking  limits  on  the  track  governed.  Additional 
approach  locking  is  accomplished  by  breaking  the  power  circuits 
of  the  switches  and  derails  in  the  route  governed  through  points 
on  stick  relays,  as  shown  in  Fig.  2000.  In  this  figure  indicators 
a,  b  and  c  are  controlled  by  track  relays  A,  B  v^d  ^,  respec- 
tively, a'  and  c'  are  stick  relays,  b'  is  a  secondary  relay  controlled 
by  indicator  b,  and  E  and  F  are  circuit  controllers  on  the  distant 
signal  levers.  The  stick  relays  are  controlled  by  the  circuit  con- 
trollers on  the  distant  signal  levers',  in  parallel  with  the  front 
points  of  indicators,  a  and  c,  which  are  in  turn  controlled  by  the 
approach  track  circuits.  The  stick  relays  are  restored  by  back  con- 
tacts on  relay  b.  The  current  supply  to  the  switch  bus  bar  is 
controlled  by  all  three  relays,  a',  b'  and  c',  providing  electric 
detection.  Hand  releases  D  are  provided  in  Figs.  1999-8000  for 
use,  as  explained  in  connection  with  Fig.  1997  and  2016.  To 
compel  the  signalman  to  restore  the  release  to  its  normal  position 
after  reversing  it,  the  return  for  relay  b'  is  in  each  case  cut 
through  a  normal  contact  on  the  hand  release. 

Some  disadvantages  of  locking  the  route  by  reversing  the  signal 
levers,  regardless  of  whether  or  not  a  train  is  approaching,  are  as 
follows:  1.  It  is  impossible  to  test  signals  easily.  Every  time  the 
lever  is  reversed  it  locks  itself.  This  is  particularly  annoying  at 
mechanical  plants  in  winter,  when  it  is  necessary  to  move  the 
signals  frequently  to  keep  them  from  freezing.  2.  It  interferes 
with  the  flexibility  of  operation.  If  the  wrong  route  is  lined  up 
by  mistake,  it  locks  itself,  thereby  causing  delay. 

It  will  be  observed  that  circuits  for  the  control  of  routes  are 
so  arranged  that  if  any  part  of  the  apparatus  should  fail  or  be- 
come deranged,  the  locking  would  act  and  hold  the  route,  or  pos- 
sibly the  whole  plant,  locked  until  the  trouble  is  repaired.  This 
is  the  governing  principle  in  signaling.  If  anything  fails,  a  dan- 
gerous condition  must  not  result. 
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INTERLOCKING,  Electric  Locking. 


Fig.  2003 
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INTERLOCKING,  Electric  Locking. 
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INTERLOCKING.  Electric  Locking. 


Fig.  2005 
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Figs.  2006-2007 


INTERLOCKING,  Electric  Locking. 
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Figs.  2006-200".     Electric  Locking  Circuits,  North    Philadelphia.     Pennsylvania  Railroad. 
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INTERLOCKING,  Electric  Locking. 


Fig.  2008 
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Figs.  2009-201 1 


INTERLOCKING,  Electric  Locking. 
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Fig.  2009.     Circuits  for  Electro-Pneumatic  Switch  Movement  Without  Detector  Locking. 
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Fig.  iOOOa.     Circuits  for  Electro-Pneumatic  Switch    Movement    with  Detector  Locking. 


a',   b' ,   c' — Track   repeating   relays. 
F',  G — Signal-lever  circuit  controller. 

Fig.  "2010.     Typical  Route  and  Detector  Locking  Circuits  for  Electro-Pneumatic   Interlocking  Plant.     Deh 

Lackawanna  &  Western. 


In  electro-pneumatic  interlocking  for  indication  purposes  a 
switch  lever  is  unlocked  near  the  end  of  the  stroke  to  allow  a 
movement  to  the  extreme  position,  whereas  for  electric  detection  the 
lever  is  unlocked  to  allow  a  movement  starting  from  the  extreme 
position.  As  these  two  lockings  are  never  required  at  the  same 
time  they  can,  in  the  electro-pneumatic  machine,  be  secured  by  use 
of  the  same  apparatus  through  a  modification  of  the  lock  segment 
and  latch,  and  an  addition  to  the  circuits  controlling  the  normal 
and  reverse  indication  magnets. 

The  standard  form  of  segment  is  shown  in  Fig.  1905,  and  its 
operation  indicated  in  Fig.  2000.  This  differs  from  elementary 
form  shown  in  Figs.  1013-1916  in  the  use  of  the  lug  M  engaged 
by  the  reverse  indication  armature  when  energized  (and  also  one 
for  the  normal  armature).  In  reversing  the  switch,  the  magnet 
R  should  remain  de-energized  until  lug  M  passes  the  point  where 
the  armature  of  R  could  engage  it.  If  for  any  reason  (such  as  a 
cross  in  circuits,  etc.)  R  should  be  energized  improperly,  its  arma- 
ture would  engage  with  M  and  prevent  further  movement  of  the 
lever.  This  lug  also  operates  to  prevent  an  indication  magnet  from 
acting  falsely  through  residual  magnetism,  and  also  from  being 
blocked  or  "plugged"  by  a  careless  repairman. 

The  modified  form  of  segment  is  shown  in  Fig.  1000  and  its 
operation  in  Fig.  2009a.  The  armature  K  of  the  normal  magnet  N 
engages  one  side  of  the  dog  A,  with  the  lever  in  the  extreme 
normal  position;  in  other  words,  it  engages  for  detector  locking 
purposes  the  other  side  of  the  same  dog  which  is  engaged  for  in- 
dication purposes  during  a  movement  of  the  lever  from  reverse  to 
normal.  The  additions  to  the  circuit  include  the  wires  B  and  p, 
passing  through  a  front  contact  on  the  track  relay,  and  the  lever 
circuit  controllers  c  and  d,  a  lever  latch  circuit  controller  H  also 
being  added  for  the  purpose  of  reducing  consumption  of  current 
when  not  required. 

With  the  lever  in  the  extreme  normal  position  shown  in  Fig. 
2009a,  the  detector  lock  circuit  starts  from  battery  and  passes 
through  wire  B,  front  contact  on  the  track  relay,  wire  p,  circuit 
controller  e,  magnet  N,  latch  contact  H,  to  common;  thereby  ener- 
gizing X,  and  raising  K  from  engagement  with  A,  which  unlocks 
the  lever.  The  first  movement  of  the  lever  opens  e;  controllers 
d,  g  and  f  remain  unaffected  until  last  portion  of  the  stroke,  when 


Plush  Bu^-f  on  _ 
Pfaf//7umContacf^.\ 

Circuit  Contro/fers 
'OnSfQnaf  Layers^ 


/O- 


EhcfHc  Locks 
on  Dmra//  Lavmrm 
'  /S  Ohms  Res. 

Scf/son  Ce//s. 


Fig.  2011.     Electric  Locking  Circuits  for  Single  T 
Crossing.     New  York  Central  &  Hudson  Riv( 

g  and  f  are  reversed  and  d  is  closed.  In  the  extreme  nonnal 
tion.  as  shown  in  the  diagram,  the  only  current  that  cas 
gize  N  must  pass  through  the  contact  on  the  track  relay  and 
larly,  with  the  lever  in  extreme  reverse  position,  current  i 
must  pass  through  the  same  relay  contact  and  controller  A 
circuit  breakers  e  and  d  are  the  same  as  the  roller  twnd  cost 
employed  for  signal  circuits.     The  dog  S  engages  with  the  an 


INTERLOCKING.  Electric  Locking. 
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"ig.  2012.    Typical  Circuits  for  Approach  Indicator  and  Distant  Repeater  (Automatic  Signals  are  Overlapped). 

Electric  Zone,  New  York  Central  &  Hudson  River. 
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g.   2013.     Typical  Circuits  for  Approach  Locking  and    Electric    Detection   at  an   Electric    Interlocking   Plant. 

Electric  Zone,  New  York  Central  &  Hudson  River. 
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Fig.  2014.     Electric  Locking  Circuits,  with  Electro-Mechanical   Hand    Release   for   Electric   Interlocking   Plant. 

General  Railway  Signal  Company. 


»f  R  when  the  lever  is  reversed  in  the  same  manner  as  A  with  K 
'hen   normal. 

Fig.  2010  shows  typical  electric  locking  circuits  used  at  the 
toboken  Terminal  of  the  Delaware,  Lackawanna  &  Western,  which 
''ovide  route  locking  and  also  electric  detection.  The  track  is 
*vi<icd  into  convenient  sections  between  signals  so  as  to  allow 
•^ximum  freedom  of  lever  movements;  o,  h  and  c  are  track  re- 
'ys  for  circuits  A,  B  and  C,  respectively.  Each  of  these  track 
-J*ys  controls  a  repeating  relay,  a',  &'  and  c'  which  simply 
^Pcat  the  action  of  the  track  relays.  Relays  a'  and  c'  control  stick 
plays  in  connection  with  the  circuit  controllers  F  and  G, -on  the 
'Kxial  lever.  Suppose  a  train  to  be  approaching  signal  S;  to  per- 
mit it  to  proceed  the  signalman  reverses  the  signal  lever  to  the 
*^t,  opening  circuit  controller  G,  but  keeping  F  closed.  As  soon 
'  the  train  enters  section  A  relays  o  and  a'  are  de-energized;  when 
opens  (G  already  being  open)  stick  relay  £  is  de-energized,  open- 
^t  the  circuit  for  the  lock  magnet  N  on  the  switch  lever.  As  the 
^lin  passes  from  section  A  to  section  B  the  relay  V  is  de-energized, 
*^Iding  the  circuit  for  Ipck  N  open.     Relay  E  picks  up  as  soon  as 


the  rear  of  the  train  clears  section  A.  When  the  train  enters  sec- 
tion C,  relay  c'  opens,  but  as  F  is  still  closed  the  stick  relay 
(directly  above  relay  c')  remains  closed,  and  as  soon  as  the 
rear  of  the  train  leaves  section  B,  relays  b  and  b'  are  ener- 
gized, and  the  circuit  for  lock  N  closed.  If  the  switch  is  re- 
versed the  lock  R  is  in  circuit  instead  of  N  (see  Fig.  2009a). 
In  a  movement  in  the  opposite  direction  the  lower  stick  relay 
would  be  de-energized  and  E  would  remain  energized.  Thua 
circuits  are  provided  to  lock  all  switches  in  the  route  when  a  train  ^ 
passes  the  governing  signal  at  clear.  The  switches  remain  locked 
until  the  train  has  passed  over  them  or  has  backed  off  the  route. 
Each  switch  is  released  as  soon  as  a  train  has  cleared  the  fouling 
point.  Thus  a  route  cannot  be  changed  ahead  of  a  train,  but  may 
be  changed  as  soon  as  the  rear  of  the  train  has  passed.  The  contact 
1  is  operated  by  the  switch  lever  latch  in  the  same  manner  as  H  in 
Fig.  2009a.  The  electric  lamp  L  is  connected  in  multiple  with  the 
lock  magnets.  It  is  placed  just  below  the  lever  as  shown  in  Fig. 
2061.  and  is  lighted  while  the  switch  is  free  to  be  moved,  but  it  i» 
extinguished  when  the  switch  is  locked  by  the  presence  of  a  train. 


Figs.  2015-2016 


INTERLOCKING,  Electric  Locking. 
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Fig.  2015.     Typical  Electric  Approach   Locking  Circuits,  with   Electric   Hand   Release   for   Electric   Interlocking. 

General  Railway  Signal  Company. 


For  electric  locking  circuits  used  in  connection  with  the  elec- 
tro-pneumatic push  hutton  machine,  see  Fig,  11).'>6.  For  electric 
locking  circuits  for  drawbridge  protection,  used  with  the  electro- 
pneumatic   interlocking   machine,   sec    Fig.    1905. 

In  Fig.  2011  are  shown  an  arrangement  of  electric  locking  cir- 
cuits used  at  interlocking  plants  protecting  simple  crossings.  The 
track  circuit  is  normally  open.  The  track  battery  supplies  not  only 
the  track  circuit,  but  also  a  10-ohm  stick  relay  whose  circuit  is 
carried  through  controllers  on  the  home  signal  levers  !*o  that  the 
reversal  of  any  one  of  them  will  de-energire  the  stick  relay.  The 
stick  relay  cannot  again  pick  up  until  all  the  home  signal  levers 
are  normal  and  the  track  relay  has  been  energized  by  the  presence 
of  a  train.  The  stick  relay  and  the  track  relay  both  control, 
through  a  front  and  back  contact,  respectively,  the  circuit  of  the 
two  electric  locks  which  act  on  the  derail  levers.  The  circuits  for 
these  two  locks  are  also  carried  through  normally  open  floor  pushers 
in  order  to  economize  in  current.  .\  push  button  is  provided  to 
energize  the  track  relay  and  release  the  locking  in  case  it  be- 
comes necessary  to  change  a  route  that  has  been  set  up;  but  the 
push  button  will  not  release  the  locks  unless  the  signals  are  all 
in  the  stop  position.  Fig.  -^012  shows  an  approach  indicator  and 
distant  signal  repeater  for  an  interlocking  plant.  In  this  case  the 
exterior  circuits  are  energized  by  alternating  current.  The  ap- 
proach indicator  is  controlled  by  a  circuit  from  the  transformer  at 
the  extreme  left,  through  a  normally  closed  circuit  controller  en   the 


automatic  home  signal,  the  track  relay  point  at  the  distant  inter- 
locked signal,  the  indicator,  to  common.  A  back  point  on  this  in- 
dicator closes  a  local  bell  circuit.  The  indicator  circuit  is  not 
run  through  a  circuit  controller  on  the  intermediate  automatic 
signal  because  the  circuits  for  these  signals  are  overlapped.  There- 
fore, the  indication  will  be  maintained  for  both  sections  by  the  o« 
circuit  controller.  The  repeater  is  operated  by  a  norroally  closfd 
circuit    controller   on    the    distant   signal   arm. 

Fig.  2013  shows  how  the  above  instruments  arc  made  use  of 
in  api)roach  and  detector  locking  at  an  electric  interlocking  plant. 
The  half-reverse  lock  (.\o.  2)  holds  the  home  signal  lever  against 
the  indication  stop  when  being  moved  to  the  normal  position.  Thb 
lock  is  controlled  by  the  approach  indicator  and  the  repeater.  If 
lever  No.  2  has  been  reversed  and  the  home  and  distant  signals 
cleared,  a  train  approaching  within  a  mile  of  the  distant  signal  will 
de-energize  the  lock  and  prevent  lever  2  from  assuming  the  fall 
normal  position.  However,  it  may  be  moved  far  enough  to  pat  tht 
signal  at  stop.  It  will  be  noticed  that  the  notch  is  square  on  oaf 
side  and  sloped  off  on  the  other;  this  is  to  allow  the  lever  to  be 
reversed  at  any  time.  There  are  two  shunt  circuits  around  the 
contact  of  the  approach  indicator,  one  through  the  screw  release, 
the  other  through  the  back  point  of  the  repeating  track  relay. 
Thus  by  working  the  release  the  approach  indicator  point  can  be 
shunted  out.  The  mechanical  action  of  this  release  will  be  con- 
sidered in   connection    with    Fig.    2014.      It   is   to   be   used  if  a  wronj 
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Fig.   2016.     Typical   Locking   Circuits   for   Electric   Interlocking.     Chicago    &    North-Westerg.     General    Railway 

Signal  Company. 
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Fig.  2017.     Check  Locking  Circuits  for  Electric  Interlocking.     General  Railway  Signal  Company. 


ute  has  been  set  up  by  mistake,  and  a  train  for  another  route 
waiting  at  the  home  signal.  The  back  point  of  the  repeating  relay 
Tforms  the  same  function  as  the  release  when  the  relay  is  de« 
lergized^  This  is  to  permit  the  lever  to  be  fully  restored  to  the 
•rmal  position  preparatory  to  setting  up  a  new  route,  if  one  train 
«  passed  the  home  signal  and  another  is  approaching.  This  relay 
controlled  by  the  home  track  relay.  No  provision  is  made  for 
unting  out  the  distant  repeater  for  the  reason  that  should  the 
ttant  signal  stick  clear  a  train  might  accept  it  and  not  be  able 
stop  at  the  home  signal.  In  such  a  case  it  would  be  dangerous 
have  any  other  than  the  high  speed  route  set  up.  Lock  No.  4 
s  on  the  switch  lever,  locking  it  in  either  full  stroke  position. 
is  lock  is  controlled  by  the  repeating  relay  so  that  a  train  in  the 
He  circuit  locks  the  switch  in  either  the  normal  or  reverse 
iition.  as  the  case  may  be.  It  is  not  released  until  the  train  has 
sed  off  the  track  circuit. 

Fig.  2014  illustrates  a  route  locking  circuit  and  also  the  me- 
ixiical  action  of  the  hand  release  (see  Figs.  2013  and  2898). 
c  lock  acts  on  the  home  signal  lever  as  in  Fig.  2013.  It  is 
itrolled  through  front  points  of  the  stick  and  track  relays,  in 
allel  with  the  release  contacts.     The  stick  relay  is  controlled  by 

own  front  point  and  a  controller  on  either  the  home  or  distant 
er  as  desired,  and  is  restored  only  by  a  back  contact  on  the 
ck   relay   when    the  controller   is   closed.      Therefore,   the   reversal 

the  lever  actuating  the  controller  opens  the  stick  relay,  de- 
^Tgizing  the  lock.  The  lock  remains  in  this  condition  until  a 
in  has  passed  onto  the  home  track  circuit  and  the  circuit  and 
signals  have  been  put  normal.  It  is  necessary  to  restore  the 
rials  while  the  train  is  on  the  circuit  or  the  lock  will  not  release, 
e  band  release  will  shunt  out  the  relay  contacts  and  energizes 
:  lock  regardless  of  either  relay.  It  has  a  projection  w)iich 
en  screwed  in  butts  against  the  locking  bar  to  w4iich  is  attached 

the  dogs  controlled  by  the  home  signal  lever.  Thus  the  route  is 
»t  locked  while  the  lever  is  being  released.  This  makes  it  neces- 
y  to  restore  the  release  to  its  normal  position  before  the  route 
L  be  changed. 

Another  arrangement  of  circuits  for  approach  locking  is  shown 
Fig.  2015.  Here,  as  in  Fig.  2014,  no  indicators  are  used.  The 
k  is  controlled  by  a  circuit  controller  on  the  distant  signal  lever,  a 
A  relay,  and  the  normal  contact  of  the  hand  release.  The  stick  relay 
controlled  by  its  own  point  and  two  parallel  circuits,  one  through 
:  approach  track  relay,  the  other  through  a  second  circuit  con- 
ller  on  the  distant  signal  lever.  It  is  restored  either  by  a  back 
nt  on  the  advance  track  relay  through  front  contact  on  the  home 
ck  relay,  or  by  the  upper  contact  of  the  hand  release.  The  lock 
de-energized  by  the  reversal  of  the  distant  signal  lever.  This 
&nt  one  of  the  stick  relay  circuits  also,  so  that  a  train  in  the 
breach  section  will  open  the  stick  relay.  The  stick  relay  will 
Bain  open  until  the  train  has  entered  the  advance  circuit.  This 
cuit  restores  the  lock,  whether  a  second  train  is  approaching  or 
t,  provided  the  distant  signal  lever  has  been  put  normal.  With 
s  circuit  a  route  may  be  lined  up  and  everything  put  normal 
lin,  provided  no  train  is  approaching,  without  using  the  hand  re- 
le.     This  could  not  be  done  with  the  circuits  in  Fig.  2014.     The 

M) 


release  used  in  Fig.  2015  is  entirely  electrical.  The  first  turns 
break  the  lock  circuit  while  the  last  close  the  stick  relay  circuit. 
It  is  necessary  to  restore  it  to  its  normal  position  before  the  lock 
can  pick  up  and  the  route  be  released.  The  lock  is  used  to  hold 
the  signal  lever  in  the  "half  reverse"  position,  as  in  Fig.  2018,  so 
that  the  signal  itself  may  be  put  in  the  stop  position  at  any  time 
in  case  of  emergency. 

Route  and  detector  locking  circuits  for  a  General  Railway 
Signal  Company's  electric  interlocking  plant  are  shown  in  Fig.  2016. 
The  locking  is  secured  by  cutting  the  signal  indication  circuit,  as 
explained  in  connection  with  Figs.  1999-2000,  but  on  account  of  the 
"dynamic"  indication  current  being  present  for  only  a  short  time 
after  the  signal  mechanism  has  assumed  its  normal  position,  the 
circuit  arrangement  is  somewhat  different  from  that  shown  in  those 
illustrations. 

The  switch  bus  bar  is  divided  into  sections,  each  section  sup- 
plying  current  to  the  switches  in  one  route  only.  Reversal  of  the 
signal  lever  energizes  the  slot  A  and  clears  the  signal,  through  con- 
tacts L.  The  slot  circuit  is  as  follows:  From  the  signal  bus  bar  through 
contact  L,  indication  magnet  H,  binding  post  Q,  lower  left  hand  con- 
tact on  screw  release  F,  upper  contact  on  track  relay  P,  slot  mag- 
net A,  to  common.  If,  after  the  signal  is  cleared,  the  lever  is 
moved  toward  normal,  the  signal  will  go  to  the  stop  position  and 
the  dynamic  indication  current,  generated  by  the  signal  motor,  will 
flow  through  the  main  common,  indication  common,  indicator  bus, 
controller  contacts  M.  indicator  point,  binding  post  Q,  circuit 
breaker  on  signal,  to  motor.  This  will  give  no  indication  at  the 
lever,  but  will  act  as  a  snubbing  circuit  to  slow  up  the  motor  and 
prevent  shock  to  the  mechanism.  If  it  becomes  necessary  to 
change  the  route  after  a  signal  has  been  cleared,  the  hand  screw 
release  F  (see  Figs.  2893-2895)  must  be  first  reversed.  This  opens 
the  slot  circuit  and  restores  the  signal  to  normal;  it  also  opens  the 
circuit  for  relay  C.  These  circuits  cannot  again  be  restored  until  the 
release  is  put  normal.  Relay  C  controls  the  circuits  for  all  the 
switches  in  the  route  so  that  when  it  is  open  no  switches  can  be 
moved.  When  the  screw  release  is  reversed  it  breaks  the  circuit  for 
indicator  G.  The  signal  lever  may  then  be  restored  to  the  normal 
position.  When  indicator  G  is  de-energized,  either  by  the  presence 
of  a  train  on  the  track  circuit  or  by  the  screw  release,  it  breaks 
the  circuit  of  relay  C  and  the  snubbing  circuit  just  described,  and 
its  back  point  closes.  This  completes  the  indication  circuit  as 
follows:  From  motor  through  main  common,  indication  common, 
indication  bus,  hand  switch  D,  indicator  back  point,  controller 
contact  K,  indication  magnet  H,  binding  post  Q,  circuit  breaker  on 
signal,  to  motor.  This  gives  the  indication  and  releases  the  lever. 
With  the  lever  normal  the  indication  circuit  is  kept  closed  through 
controller  contact  N  in  order  to  provide  cross  protection  (Figs.  1665, 
1772-1773).  If  for  any  reason  indicator  G  should  fail,  it  would 
keep  relay  C  open  and  prevent  the  movement  of  any  switches  in  the 
route.  To  move  a  switch  under  such  circumstances  hand  switch  D 
is  reversed.  This  closes  a  local  circuit  for  relay  C,  but  opens  the 
signal  indication  circuit.  A  switch  can  then  be  moved,  but  to  get 
a  signal  indication  D  must  be  restored  and  this  would  again  open 
circuit  for  C,  thus  preventing  an  improper  movement  If  the  hand 
switch  D  should  be  operated  while  the  screw  release  it  reversed  the 
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Fig.  inlH.     Chock  Locking  Circuits  and  Track  Diagram,  Bloomingbiirgb  Tunnel.     New  York,  Ontario  &  Western. 


relay  C  could  not  close  because   its  return  is  cut   through  the   lower 
right  hand  contact  on  the   release. 

CHECK   LOCKING. 

Where  two  interlocking  plants  are  situated  closi  together  and 
each  has  signals  governing  toward  the  other  on  the  same  track,  it 
is  necessary  to  provide  means  to  prevent  any  two  siich  opposing 
signals  from  being  cleared  at  the  same  time.  Such  an  arrangement 
of  apparatus  is  called   "check  locking." 

Fig.  2017  illustrates  a  method  of  accomplishing  check  locking 
at  two  electric  interlocking  plants.  Each  plant  is  provided  with  a 
check  lock  lever.  A  is  the  master  plant  as  its  signal  (2)  governs 
in  the  normal  direction  of  traffic,  and  under  normal  traffic  condi 
tions  may  be  operated  without  interference  from  the  check  locking. 
The  check  lock*  levers  are  interlocked  with  the  signal  levers.  The 
check  lock  lever  at  A,  when  reversed,  locks  lever  2  normal  and  at 
Z,  signal  lever  13,  when  reversed,  locks  the  check  lock  lever 
reversed. 

To  clear  signal  13  for  a  reverse  movement,  the  check  lock  lever 
at  A  is  first  reversed;  this  locks  signal  2  normal.  In  reversing  this 
lever  the  lower  contact  block  bridges  the  two  lower  springs  at  the 
reverse  indication  stop,  closing  a  local  circuit  through  the  indica- 
tion magnet,  and  permitting  a  full  reversal  of  the  lever.  The 
upper  contact  block  also  bridges  the  two  upper  reverse  contact 
springs,  which  closes  a  circuit  from  the  10- volt  battery  at  A, 
through  the  upper  line  wire,  the  upper  contact  of  the  approach 
indicator  at  Z  (insuring  that  the  track  section  between  the  two 
towers  is  unoccupied)  to  the  upper  reverse  contact  spring  of  the 
check  lock  lever  at  Z.  This  lever  is  now  reversed  as  far  as  the 
indication  stop.  When  this  is  reached,  its  upper  contact  block 
bridges  the  contact  springs  at  that  point,  completing  tli:;  circuit 
just  traced,  through  the  indication  magnet  to  common  and  back  to 
its  battery  at  A.  This  energizes  the  indication  magnet  and  permits 
the  check  lock  lever  at  Z  to  complete  its  reverse  stroke,  releasing 
the  mechanical  locking  which  ha.s,  up  to  this  time,  held  signal  lever 
13  in  its  normal  position.  In  this  last  portion  of  the  stroke  it  also 
breaks  the  contact  just  made,  de-energizing  the  indication   magnet. 

Trains  may  now  be  forwarded  from  Z  to  A,  their  movement 
being  governed  by  signal  13. 

To  restore  the  normal  traffic  (signal  13  having  been  put  in  the 
stop  position),  the  check  lock  lever  at  Z  is  moved  to  its  normal 
position,  locking  signal  lever  13  normal.  In  going  to  this  position 
the  lower  contact  acts  in  the  same  manner  as  with  the  lever  at  A, 
when  being  reversed.  In  the  normal  position  of  tlie  lever  at  Z  its 
upper  normal  contact  springs  are  bridged,  closing  a  circuit  from 
the  10-volt  battery  at  Z,  through  the  second  contact  on  the  approach 
indicator  (again  insuring  that  the  track  is  clear  between  the  two 
towers),  the  lower  line  wire,  to  the  upper  normal  contact  spring  of 
the  check  lock  lever  at  A.  This  lever  is  now  moved  against  the 
normal  indication  stop,  completing  its  indication  circuit  in  the  same 
manner  as  the  lever  at  Z  when  reversed.  Thus  after  both  check 
lock  levers  are  restored  to  their,  full  normal  position,  signal  lever 
2   may  be  reversed,   and   traffic   resumed   in   its   normal   direction. 

Fig.  2018  shows  check  locking  circuits  in  use  between  two 
interlocking   pJanh    situated    at    each    end    of    the    Bloomingburgh 


Tunnel,  on  the  New  York.  Ontario  &  Western.  This  installatioa 
comes  near  being  single  track  controlled  manual  blocking ;  and.  m 
fact,  the  same  may  be  said  of  any  effective  form  of  check  locking. 

X  and  X',  electrically  locked  circuit  controllers  (see  Figs.  26T 
268),  are  used  instead  of  check  lock  levers.  Indicators  Y,  Y'  con- 
trol the  slot  circuits  and  are  controlled  by  X  and  X'.  The  circuit 
for  X  and  X'  is  as  follows:  Wire  D.  magnet  X',  wire  1,  circmt 
controller  on  latch  of  lever  2.  wire  1  a.  track  relay  point.-  wire  1  6, 
track  relay  points  at  tower  5,  wire  1  d,  circuit  controller  on  latch  ol 
lever  20,  wire  1  e,  ciicuit  controller  on  latch  of  lever  18,  wire  1/, 
magnet  X,  to  wire  O.  Wires  B  and  O  are  the  two  main'  battery 
feeds.  It  will  be  noted  that  reversal  of  the  knife  switch  leversn 
polarity  of  feeds,  thereby  counteracting  any  tendency  toward  resid- 
ual magnetism  in  the   instruments. 

To  send  a  train  from  tower  5  to  tower  6  no  manipulation  of 
X  or  X'  is  necessary.  Signalman  at  6  reverses  lever  5,  tberebr 
closing  circuit  controller  on  its  tappet.  Current  now  flows  from  B 
at  tower  6,  through  circuit  controller  on  lever  5,  wire  2,  controller 
X',  wire  2  a,  point  of  track  relay,  wire  2  b,  track  relay  points  it 
tower  5,  wire  2  d,  controller  X,  wire  2  r,  magnet  of  Y,  to  O.  Tkb 
energizes  Y  and  closes  the  slot  circuit  for  signal  18  or  tO  (accord- 
ing to  the  position  of  14),  when  latch  of  eit.i.^  .  1^  [jis^J.  l  Aittr 
signal  can  now  be  cleared  for  a  train,  but  buch  action  vpent  tht 
circuit  for  X  and  X'  and  locks  them  in  their  nurmal  pviiitii» 
I^ver  12  must  be  reversed  before  18  or  20.  This  vhnriiti  Mt  tk 
circuits  for  X,  .\'  and  Y  from  the  points  of  ca^tbrtuiiil  track  «!*> 
This  permits  a  train  to  stand  on  the  eastbound  circuit  beroQ^  ^ 
fouling  point  of  the  crossover,  while  another  i^  nisikiiiiE  a  Wtfti^ 
westbound  movement.  The  circuit  controller  on  lever  II  Meet* 
slot  circuits  for  signals  18  and  20. 

To  move  a  train  from  tower  6  to  tower  6,  corttrotkry  X  Md  %' 
and  lever  1  (at  tower  5)  must  be  reversed;  al%a  ;»witrh  and  4fwf 
4  at  tower  6  must  be  reversed.  This  close-i  a  civi^uil  IfVMft  P 
at  tower  '1,  through  controller  on  latch  of  lever  I,  *ir»  3^^  Iflpc* 
contact  of  X  (now  closed),  wire  2  d,  poinU  al  fri^  llkf^ 
wire  2  /»,  circuit  controller  of  lever  4  (now  closed K  «iTT  t  h^  tfltw* 
controller  on  lever  4  (now  closed),  wire  2  a,  xi\^>tt  C(9fl\XMM  ^  ^ 
(now  closed),  wire  3  a,  magnet  of  Y',  to  O.  This  cnttglm  ^* 
and  closes  slot  circuit  for  signals  1  and  2  whc  m  tbrir  Ir^cr  faoshct 
are  raised.  Raising  the  latch  of  2  breaks  the  circuit  of  X  ^i^'^ 
locking   them    reversed. 

The  presence  of  a  train  on  the  tunnel  tmck  circuit  OfROl  ^^ 
control  circuits,  de-energizing  the  controllers  X  ^nd  X*,  Mi  0*^' 
cators  Y  and  Y'  which  in  turn  opens  their  rcs^Mrctivt  ^It^  dTton* 
automatically  putting  the  signals  in  the  stop  pcAitKfiu  |«ftliM 
them  there  until  the  track  circuit  is  clear,  f-imi  ^Uo  lockiaf  ve*- 
trollcrs  X  and  X'  in  whichever  position  they  wctc  1**1  Irfl,  WTtf^ 
crossover  12  is  normal  the  track  circuit  on  the  e^stbotind  irsdk  it 
tower  5  has  the  same  effect,  and  when  switch  I  ii  normal  file  avc 
is  true  of  the  westbound  track  circuit  at  tower  ti. 

After  the  passage  of  a  train  in  either  dirr.  liiirii  it  1^  noi  irrnr* 
sary  to  manipulate  X   and  X'  for  1  foUowini.  ''-^f 

must  be  changed  for  a  movement  in  the  opposite  dircctiott.  Kevenil 
of  either  X  or  X'  alone  has  no  effect  on  Y  or  Y\  as  dSey  are  tfbei 
thrown   into  a  closed  circuit  without  battery. 

am 


BLOCK  AND  INTERLOCKING  ACCESSORIES,  Annunciators,  Indicators,  Etc.  Figs.  2019-2022 


Fig.   2011).     Group  of   Annunciators   and   Semaphore    Indicators.     The    Union    Switch 

&    Signal    Company. 


Fig.  20-20.    Train  Director's  Board  and  Instruments, 
ware,    Lackawanna    &   Western.     The   Union 
Switch   &  Signal  Company. 


Dcla- 


Fig.     2021.     Train     Director's     Board. 
General  Railway  Signal  Company. 


ig.   2022.     Train    Direc- 

r's     Board     (Fig.     3021), 

with    Case    Open,    Showing 

Details  of  Wiring  and  Con- 

ucctions. 
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Figs.  2023-2028  BLOCK  AND  INTERLOCKING  ACCESSORIES,  Annunciators,  Indicators,  Etc. 


Fig.    2023.     Group    of    Indicators.     General    Railway 
Signal  Company. 


Fig.      2024.     Drop      Annunciator      Group.     Railroad 
Supply  Company. 


Fig.  2025.     Mechanism  of  Drop  Annun- 
__^         ciator.     Railroad  Supply 
Company. 
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Fig.  2026.     Drop  Annunciator.     Bryant  Zinc  Company. 


Fig.  2027.   Drop  Annuncia- 
tor,    Single     Unit. 
Railroad  Supply 
Company. 


//ff'/e  more  or /ess 


Fig.    2028'.    Circuit    for  Drop  Annunciator  (Figs.   2029- 

2030),   for  Use   on    Single   Track;  Automatically 

Announces  Trains  in  One  Direction  Only; 

Normally  Open  Track  Circuits. 

Illinois  Central. 


THE  TRAIN  DESCRIBER. 

The  train  dcscriber  made  by  the  Union  Switch  ft  Sigad  CoB* 
pany,  shown  in  Figs.  2032-2033,  provides  16  indications  wkilh  WKi 
describe  express  or  local  passenger,  freight,  light 
other  classes  of  trains;  and  give  directions  as  to  i 
they  are  to  take.  Also  indications  may  be  provide^ 
other  information  such  as  "cancel,"  "repeat,"  etc.  Tlwy  ari  fO* 
erally  operated  in  sets  consisting  of  one  transmitter  ao4  iM  ^ 
ceiver,  though  one  transmitter  may  operate  two  or  mofc 
or  one  receiver  may  show  indications  from  two  or  no 
mitters.  The  transmitter  is  a  make  and  break  circuit 
driven  by  a  key-wound  spring,  which  is  released  to  send  a  ecr 
tain  number  of  current  impulses  over  a  line  to  the  receiver 
when  the  corresponding  numbered  disk  is  pushed.  The  receiver 
consists  of  a  magnet  operating  an  armature,  ratchet  and  tbe 
pointer  on  the  face  of  the  instrument,  the  ratchet  limiting  "^ 
action  of  each  impulse  to  a  certain  movement  designed  to  rotate 
the  pointer  from  one  number  to  the  next.  Bfeans  are  prorided 
for  manually  operating  the  receiver,  if  necessary,  to  correspond 
with  the  transmitter  by  pushing  the  button  on  the  lower  left-band 
side.  Bells  are  usually  employed  in  addition  to  the  instnments 
shown.  Fig  2020  shows  Train  Describers  in  place  on  a  Director'i 
Board. 


<.  AND  INTERLOCKING  ACCESSORIES.  Annunciators,  Indicators.  Etc.   Figs.  2029-2033 


Figs.  2029-2030.     Iron  Case  Drop  Annunciator.     The  Union  Switch  &  Signal  Company. 
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Fig.  2081.     Circuit  for  Drop  Annunciator  (Figs.  2029-2030),  with   Interlocking  Relay  on 

Single  Track;  Automatically  Announces  Trains  in  One  Direction  Only;  Normally 

Closed   Track   Circuits.     The   Union  Switch  &  Signal  Company. 


Transmitter.  Receiver. 

Figs.  2032-2033.     Train  Describing  Instrument.     The  Union  Switch  &  Signal  Company. 


Figs.  2034-2037   BLOCK  AND  INTERLOCKING  ACCESSORIES,  Annunciators,  Indicators,  Etc. 


Fig.   2n84.     Semaphore    Indicator.     General    Railway         Fig.    2085.     Semaphore    Indicator    (Fig.    2034),  with 
Signal  Company.  Case   Removed. 


Fig.     2036.     Iron     Case     Indicator,     with     Enclosed 

Pointer.   Polarized   Type;   Constructed   on   the 

Same   Principle  as  the  Switch   Indicator 

Shown   in   Figs.  28o5-28.57.     The 

Union  Switch  &  Signal 

Company. 


Fig.  2037.     Iron  Case  Semaphore  Indicator,  Neutral 
Type.    The  Union  Switch  &  Signal  Company. 


(SM) 


BLOCK  AND  INTERLOCKING  ACCESSORIES,  Annunciators,  Indicators,  Etc.  Figs.  2038-2042 


S?2) 


Rear  View  of  Single  Unit.  Side    View   Showing  Arrangement    of   Coils   and 

Contacts. 
Fig^s.  2038-2039.   Multiple  Unit  Indicator  with  Wooden  Case  (See  Fig.  2019).    The  Union  Switch  &  Signal  Company. 


Fig.  2041.     Disk  Indica- 
tor Mechanism.    Rail- 
road   Sup  ply- 
Company. 


Fig.   2042.     Disk  Indicator 

Complete.     Railroad 

Supply  Company. 


Fig.    2040. 

<3a7) 


Three-Position    Signal    Repeater. 
Signal   Company. 


Federal 


The  three-position  signal  repeater,  shown  in  Fig.  2040,  consists 
of  two  magnets,  1-2,  and  their  armatures,  3-4.  These  armatures  arc 
connected  with  levers  5  and  6,  which  move  the  miniature  semaphore 
7  to  the  clear  or  stop  position  by  striking  pin  8  on  counterweight  9, 
s. cured  to  shaft  10.  on  which  is  mounted  the  semaphore  arm  7.  Con- 
nected to  armatures  3-4  are  contact  figures  13-14.  Front  contacts  15 
and  16,  and^  if  required,  back  contacts  17  are  provided.  Binding 
posts  arc  mountetl  on  the  back  of  the  frame  18.  A  cover  with  glass 
front  is  placed  over  the  mechanism.  The  operation  of  the  repeater 
is  as  follows:  .\  circuit  controller  on  the  signal  closes  the  circuit 
through  magnet  when  the  signal  assumes  the  stop  position.  This 
throws  miniature  semaphore  arm  to  the  corresponding  stop  position 
by  lever  5  striking  pin  8.  When  the  signal  assumes  the  proceed 
position,  circuit  through  magnet  1  is  broken,  circuit  through  magnet 
2  is  closed  and  the  arm  is  moved  to  the  clear  position  by  lever  6. 
The  controller  on  the  signal  is  so  arranged  that  when  the  signal 
arm  is  15  degrees  below  stop,  or  15  degrees  above  proceed  position, 
neither  magnet  1  or  2  is  energized  and  the  arm  will  assume  a  middle 
position,  as  shown  in  the  figure,  owing  to  the  counterweight  9  swing* 
ing  into  a  vertical  position.  The  back  and  front  contacts  can  be 
used  for  making  or  breaking  circuits. 


Figs.  2043-2054    BLOCK  AND  INTERLOCKING  ACCESSORIES,  Annunciators,  Indicators,  Etc. 


Figs.      2052-2053.     Alternating      Current     Seinaphore 
Indicator.     General    Railway   Sign:\l    Company, 

Figs.  2052-2053  illustrate  an  a1- 
ternatmR  current  tower  indicator 
with  bell,  made  by  the  General  Rail- 
way Signal  Co.  It  is  constructed 
like  the  switch  indicator  shown  in 
Figs.  2843-2844.  except  that  the 
semaphore  arm  is  below  the  mechan- 
ism instead  of  above.  It  is  designed 
to  be  mounted  on  a  shelf. 

Names    of    Parts, 
A    Track  Batteries 
B    Line  and  Bell  Battery 
E    Interlocking  Relay 
F    Annunciator  Drop 
G   Be/I 


Fig.   2054.    Circuits   for   Drop   Am 

ciator,  Figs.  2024'2027,  with   InteHockinf" 

Relay    on    Single    Track;    Autamatkdlj^ 

Announces     Trains,    in     One     Direction 

Only;    Normally   Closed   Track   CifCitit$v 

Railroad  Supply  Company.  (tM) 


CK  AND  INTERLOCKING  ACCESSORIES,  Annunciators,  Indicators,  Etc.  Figs.  2055-2059 
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Fig.      2055.     Simple      Circuit      for 
Track  Indicator. 


Fig.    2056.    Typical     Circuits    for    Track    Indicator 

Operated  by  Alternating  Current.     General 

Railway  Signal  Company. 


!068.    Track  Indicator  Illuminated  by  Electric  Lights. 
General    Railway  Signal  Company. 


9.     Track   Indicator   Shown  in  Fig.  2058,  with  Glass 
nt  Raised,  Showing  Arrangement  of  Lamps  and 
Channels. 


Fig.    2057.      Circuits   for   Track    Indi- 
cator.  Electric  Zone,  New  York 
Central     &     Hudson     River. 
General  Railway  Signal 
Company. 


THE  TRACK  INDICATOR. 

Figs.  2055-2059  illustrate  a  track  indicator  illuminated  by 
electric  lights  and  typical  circuits  for  operating  same.  The 
indicator  consists  of  a  box,  Ihe  cover  of  which  contains  a 
glass  plate  painted  to  show  a  diagram  of  the  tracks,  switches 
and  signals  concerned.  The  part  representing  the  sections 
covered  by  the  traok  indicator  is  transparent,  the  rest  being 
opaque.  Within  the  box  are  rows  of  electric  lights  corre- 
sponding to  the  transparent  track  sections  on  the  glass.  Each 
row  of  lights  is  enclosed  in  a  small  channel  so  that  the 
light  can  shine  only  at  right  angles  to  the  back  of  the  box, 
and  each  row  is  divided  to  correspond  with  the  track  circuit 
sections.  The  lights  are  alternately  red  and  white.  When  a 
track  section  is  unoccupied  the  white  lights  burn;  the  pres- 
ence of  a  train  extinguishes  them  and  causes  the  red  lights 
tn  burn,  so  that  the  signalman  is  kept  constantly  informed 
of  the  conditions  of  the  track  sections  at  his  plant.  The 
apparatus  illustrated  was  made  by  the  General  Railway  Signal 
Company  and  installed  on  the  Electric  Zone  of  the  New 
York  Central  &  Hudson  River. 

Figs.  2060,  2062  illustrate  a  track  indicator  designed  by 
the  Union  Switch  &  Signal  Company  and  installed  in  con- 
nection with  the  automatic  block  signals  in  the  East  River  tun- 
nel  of  the  Interborough  Rapid  Transit  Company.  As  will  be 
soen  from  a  comparison  of  the  circuit  diagrams,  it  is  oper- 
ated in  the  same  manner  as  the  indicator  illustrated  in  Figs. 
2056-2059,  the  principal  difference  being  that  green  lamps  are 
used  instead  of  white  to  indicate  that  the  track  is  unoccupied. 

Fig.  2001  shows  an  illuminated  indicator  attached  to  the 
lovers  of  an  electro-pneumatic  interlocking  machine,  which 
shows  when  the  track  section  in  which  the  function  occurs  is 
occupied  by  a  train.  This  is  accomplished  by  an  electric 
light  behind  a  ground  glass  beneath  each  lever.  When  the 
track  section  is  unoccupied   the  light  burns. 

THE  LAMP  INDICATOR. 

Figs.  2063-2064  show  the  circuits  and  apparatus  used  by 
the  Great  Western  Railway  of  England,  to  indicate  to  a 
signalman  whether  or  not  the  signal  lamps  are  lighted.  In 
the  illustration  two  thermostats  A  are  shown,  one  for  each  of 
two  lamps.  The  thermostat  consists  of  a  spiral  of  readily 
expanding  metal  B,  connected  electrically  to  the  battery  S. 
The  other  side  of  the  battery  is  connected  to  ground.  When 
the  lamp  is  lighted  the  spiral  B  expands  and  makes  contact 
at  C,  completing  the  circuit  from  battery  S,  through  the 
thermostat  controller,  coil  of  the  indicator,  coils  of  the  relay 
to  ground  (terminal  N),  back  to  battery.  This  energizes  the 
indicator  and  the  pointer  H  moves  the  banner  K  so  as  to 
show  "In"  at  an  opening  in  the  cover  (not  shown).  If  one 
of  the  lamps  is  extinguished  its  thermostat  opens  the  circuit 
and  de-energizes  the  indicator,  causing  the  banner  to  dis- 
play "Out."  The  indicator  is  constructed  similar  to  the 
block  indicator  shown  in  Fig.  238,  and  operates  in  the  same 
manner.  F  is  a  relay  controlling  the  bell  D.  The  adjustable 
stops  L  on  the  indicator  limit  the  travel  of  H. 

A  local  circuit  is  operated  by  the  back  contact  on  the  re- 
lay F  to  ring  the  bell  in  case  any  lamp  should  go  out.  In 
the  daytime,  when  the  lamps  are  not  needed,  the  bell  cir- 
cuit is  cut  out  br  the  switch  shown  just  beneath  the  lightning 
arrester.  Fig.  2063  shows  how  one  bell  may  be  used  with 
a  number  of  indicators. 


Figs.  2060-2061  BLOCK  AND  INTERLOCKING  ACCESSORIES,  Annunciators,  Indicators, 


Fig.  20G0.     Illuminated  Track  Indicator  and  Operator's  Desk. 
Interborough   Rapid   Transit  Company. 


Fig.  20(51.    Electro-Pneumatic  Interlocking  Machine,  with  Illu- 
minated Indicators  Beneath  Levers.   Delaware,  Lackawanna 
&  Western.     The  Union  Switch  &  Signal  Company. 
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OCK  AND  INTERLOCKING  ACCESSORIES,  Annunciators,  Indicators,  Etc.  Pigs.  2062-2064 
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Fig.  2062.     Typical  Arrangement  of   Circuits,  East    River    Tunnels,    Showing   Circuits    Con- 
trolling Track  Indicator,  Fig.  2OG0. 
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Fig.   20(13.     Arrangement   of   Circuits   for   Operating 
One    Bell   from   Several   Lamp    Indicators. 


Letters  Refer  to  List  of  Names  of  Parts  Below. 
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Fig.  2004.     One  Indicator  Connect  d  to  Operate  with  Two  Lamps. 
Figs.  2063-2004.     Circuits  for  Lamp  Indicators.    Great  Western  Railway  of  England. 
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Names  of  Parts  cf  Apparatus  for  Lamp  Indicator;  Fig.  2064. 

A  Thermostat   Circuit   Con  trailers  K  Banner 

B  Expanding  Spiral  L  Adjustable  Stop 

C  Contact  Post  M  Coil  Terminal 

D  Bell  N  Ground  Terminal 

E  Bell  Battery  P  Bell  Circuit  Terminal 

F  Re^ay  Q  Line  Terminal 

G  Spool  Lightning  Arrester  R  Coil  Terminal 

H  Pointer  S  Line  Battery 
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Figs.  2065-2080  BLOCK  AND  INTERLOCKING  ACCESSORIES.  Batteries. 
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Figs.  2005-2072.     Gravity  Battery  Details.      New   York  Central  &  Hudson   River. 


♦Figs.  2073-2075.     Types  of  Gravity  Battery  Zincs. 


♦Figs.  2070-2080.    Types  of  Gravity 
Battery  Coppers. 


BLOCK  AND  INTERLOCKING  ACCESSORIES,  Batteries.  Figs.  2081-2106 


Figs.  2081-2087.     "Gordon"  Primary  Battery  Cell  and  Details.     Gordon  Battery  Company. 


Figs.  2088-2095.     ''Columbia"  Primary  Cell  and  Details.     National  Carbon  Company. 
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♦Figs.  2096-2099.    Types  of  Battery  and  Wire  Connectors. 
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Brass 


,  2100.   Battery  Con-       Fig.  2101.  Joint  Between 
ector   Soldered    to  Solid   and    Flexible 


T 


Vire.     New   York 
Central  &  Hud- 
son River. 


Wire,  for  Use  at 
Battery  Chutes. 
Southern  Pa- 
cific-Union 
Pacific. 


jt 

Fig.  2102.   Binding  Post 
for  Copper  Terminal 
of  Gravity  Battery. 
Southern  Pacific- 
Union  Pacific. 
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/J H 

Figs.  2103-2106.   Battery 
Wire    Connectors. 
Southern  Pacific- 
Union  Pacific. 


Figs.  2107-2120  BLOCK  AND  INTERLOCKING  ACCESSORIES,  Batteries. 


Figs.  2107-2112.     "Gladstone"  Primary  Battery  Cells 
and  Details.     Battery  Supplies  Company. 


Figs.   2113-211G.     "HSCO"    Primary    Battery    Cell   and    Details.     Baltery  Supplies  Company. 


Figs.    2117-212i>.     "Waterbury"    Primary  Battery  Cell  and  Details.     Water- 
bury  Battery  Company. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,  Batteries.  Figs.  2121-2127 
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Figs.  2121-2123.     "Edison"  Primary  Battery   Cells  and  Zinc  Plate. 
Edison  Manufacturing  Company. 


Fig.   2124.     "Banks"   Primary.  Bat- 
tery   Cell.     Banks    Electric 
&  Manirfacturing  Company. 


ig.    2125.     Storage    Battery    Plates    for    Two-Plate 
Cells.     Westinghouse  Machine  Company. 


Fig.  212().     Two-Plate  Storage   Cells.    Westinghouse 
Machine  Company. 
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Fig.   2127.    Adjustable   Resistance  for   Storage   Bat- 
tery When  Used  on  Track  Circuits.     Chicago, 
Milwaukee  &  St.  Paul. 
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Figs.  2 1 28-2 1 36 


BLOCK  AND  INTERLOCKING  ACCESSORIES,  Batteries. 


Figs.  2120-2130.    Positive  Storage  Battery  Plate. 
Westinghouse  Machine  Company. 


Figs,  2131-213^.  Storage 
Battery  Elements  for  Use 
in  Portable  Sets  (See  Figs. 
2137-214l>).  Westinghouse 
M  a  c  h  i  n  e  Com  pa  n  y- 


Fig.  2128.     Storage  Battery  Cell  Complete.   Westing- 
house  Machine  Company, 


Positive 


Negative* 


Figs.  2133-2136.    Storage  Battery  Details  (from  Left  to  Right);  Positive  Plates,  Glass  Tube  Separators,  Glass  Jaf 
in  Glass  Sand  Tray,  Negative  Plates.    Westinghouse  Machine  Company. 


BLOCK  AND  INTERLOCKING  ACCESSORIES,  Batteries.  Figs.  2137-2144 


Fig.  2137.     Large   Portable   Storage   Battery   in   Case.    Westinghouse 

Machine  Company. 


Fig.    2138.     Portable    Storage    Bat- 
tery Cell.     Westinghouse 
Machine  Company. 


Fig.    2140.     Details   of    Hard    Rubber   Jar   and 
Separators  for  Portable  Sets.     Westing- 
house Machine  Company. 


Fig.  2143.  Type  "W" 

Couples.     Gould 

Storage  Battery 

Company. 


Fig.   2139.    Portable   Storage    Bat- 
tery in   Case.     Westinghouse 
Machine  Company. 


Fig.     2141.      Type     "M"     Positive 
Element.    Gould   Storage   Bat- 
tery Company. 


Fig.  2142.    Type  "M"  Cell   Complete. 
Gould  Storage  Battery  Company. 


Fig.  2144.  Type  "W.  S." 
Couples.    Gould  Stor- 
age  Battery 
Company. 
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Figs.  2145-2159 


BLOCK  AND  INTERLOCKING  ACCESSORIES,  Batteries. 


Fig.  2145.    Group  of  Nega-      Fig.  2140.    Group  of  Posi-      Fig.  2147.     Cell  Complete.      Fig.  2148.   Two-Plate  Cell; 
tive  Plates.  tive  Plates.  Small  Capacity. 
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Fig.  2149.     Two-Plate   Type. 


Fig.  2152.     Cell  Complete. 


Fig.     2151.      Special 
Portable     Type. 
Union  Pacific- 
Southern 
Pacific. 


Fig.  2150.     Sand  Tray. 


Fig.  2153.     Standard  Port- 
able Type. 
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Fig.    2159.      Wood'Sepa- 
ra-tor. 


Figs.  2154-2156.     Bolt  Connectors. 
Figs.  2145-2159.    "Chloride  Accumulator"  Storage  Battery  Cells  and  Details.     Electric  Storage  Battery  Company. 


BLOCK  AND  INTERLOCKING  ACCESSORIES.  Battery  Shelters.     Figs.  2160-2171 


Figs.  21()0-21G-j.     Hydrolitliic-Concrcte  Battery  Wells.     E.  J.  Winslow  Company. 


•  Figs.   21CG-2170.     Brick    Battery    Well.     New    York 
Central  &  Hudson  River. 


Fig.     2171.     Wooden      Battery    Well. 
Railroad  Supply  Company. 
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Figs.  3172-2178    BLOCK  AND  INTERLOCKING  ACCESSORIES,  Battery  Shelters. 
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Figs.  217*2-2174.    Storage  Battery  Cupboard  for  Signal  Tower.     General  Railway  Signal  Company. 
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Figs.  2175-2176.    Battery  Cupboard. 
Michigan  Central. 
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Figs.  2177-217S.      Battery  House.     Michigan  Central. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES.  Battery  Shelters.     Figs.  3179-2189 


Figs.  'ilTy-SItia.     Iron  Battery  Box  and  Details.     Railroad  Supply  Company. 
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Figs.  2184-2185.    Tile  Battery  Chute.    Michigan  Central. 
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Figs.  2186-2187.     Battery  Box  and  Chute.     Michigan 
Central. 
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Figs.    2188-2189.    Wooden    Battery 
Cellar.    Chicago  &  North- 
western. 
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Figs.  2190-2196    BLOCK  AND  INTERLOCKING  ACCESSORIES,  Battery  Shelters. 


I'iKS.  2100-21})!.     PHcvator  and  Standard  Arrany:cinent  of  Cells  in  Battery  Chute. 
Southern   Pacific-Union   Pacific. 
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Figs.     2192-2194.     Relay     Box,     Post     and     Wooden 

Gravity  Battery  Box;  Cable  Connection  to  Pole 

Line.     Southern  Pacific-Union  Pacific. 
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Figs.    219.V210n.    Portable    Storage     Battery     Case. 
Southern  Pacific-Union  Pacific. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES.  Battery  Shelters.     Figs.  2197-3300 
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Fig.  'lU)'.     Single   Cast   Iron   Battery  Chute* 
in  Place.     Railroad  Supply  Company. 
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Fig.  2198.    Single  Cast  Iron 

Battery  Chute.     Bryant 

Zinc  Company. 


Fig.  2199.    Single  Cast  Iron 

Battery  Chute.    Railroad 

Supply  Company. 


Fig.  -2200.     Double  Cast  Iron   Bat- 
tery Chute.     Railroad  Supply 
Company. 
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Figs.  2201-2213      BLOCK  AND  INTERLOCKING  ACCESSORIES,  Bonds  and  Bonding  Tools. 


♦Fig.  220L    Bond  Wires  in   Bundle, 


Fig.  2202.     Machine  Fitted  to  Drill  Fig.  2203.     Machine  Fitted  to  Drill  Web  of  Rail. 

Base  of  Rail. 

Figs.  2202-2*203.     Drilling   Machine   for   Rail   Bonding.     The  Union  Switch  &  Signal  Company. 


♦Fig.  2204.     Self-Feeding  Drilling 
Machine. 


Figs.  2206-2207.     "Boot  Leg"  Channel 

Pin  and   Bond   Wire   in   Rail. 

Railroad  Supply  Company. 


(S 


c 


Figs.  2208-2210.     Channel  Pin. 


Fig.  2205.   Chuck  for  Drilling  Machine. 
Railroad  Supply  Company. 


Figs.  2211-2212.     Channel  Pin  Set  and 
Punch.    Bryant  Zinc  Company. 


Fig.  2213.    Twist  Drill  for  Bonding.     Bryant  Zinc  Company 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,  Bonds  and  Bonding  Tools.      Figs.  2214-2225 
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Figs.  2214-2215.     Bond  Wires  Outside  of  Splice  Bars;   Fastened  by  Bonding  Tubes. 
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Fig.  2216.     Bond  Wire  Behind  Splice  Bar;  Fast- 
ened by  Rivets. 
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Fig.    2217.     Bond   Wire    Outside    of   Splice    Bar; 
Fastened  by  Rivets. 


Fig.  2218.     Bond  Wires  Behind  Splice  Bar;  Fast- 
ened by  Channel  Pins. 
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Fig.  2219.     Bond  Wires    Outside  of    Splice  Bar; 
Fastened  by  Channel  Pins. 
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Figs.  2220-2222.     Bonding  Rivet  and  Section  of  Rail 

Showing  Application.     The    Union    Switch 

&  Signal   Company. 


Figs.  222.V222.J.     Bonding  Tube  and  Section  of  Rail 

Showing    Application.     The    Union    Switch 

&  Signal   Company. 
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Figs.  2226-3229  BLOCK  AND  INTERLOCKING  ACCESSORIES,  Circuit  Controllers. 


Figs.  •2-226-2227.     Style  "F,"  Switch  P.ox.     Hall  Signal  Company. 
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Names    cf    Parts    of    the    Hall    Style    "C" 
Switch  Box;  Figs   2228-2229. 

A  SxAtcU  Po\nt  Lug 

B  Screw  Jaw 

C  Lif^num  Viiac  Rolkr 

D  Cotifat't  Spnng.  7iith  Plafmum  Contact 

E  Spring  Anvil,  wit  ft  Phitumm  C*u\tact 

F  1 1  eel  of  Contact  Spring 


FiKS.  2228-2229.     Style  "C"  Switch  Box.     Hall  Signal  Company. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES.  Circuit  ControUers.     Figs.  3330-3235 


Vig».  2230-2'iii  show  the  vertical  ro- 
miy  switchbox.  Mink;  t^,  made  h>  The 
Union  Switch  fir  Signal  Cumpany.  s  ttyle 
grnrrally  u^d  in  automatic  block  ti^naJiag' 
The  box  ifi  LL^u&lty  Axrd  tu  a  tie,  about  3 
ft,  from  the  tratk.  The  movement  of  the 
^wivcb  pnints  clones  cimtacts  jn  the  bux 
whith  connect  the  opposite  riik  of  the 
iraek.  so  as  ta  de-cnergiif  the  I  nick  relay, 
[It id  thus  throw  lo  the  stitp  position  the 
home  JiignaJ  for  that  six t ion,  a*  in  Fig 
3h55,  Contacts  may  alio  be  arranged  to 
hrvAU  the  control  tirciiii^  for  ^i^^b  when 
thf  switch  IS  oitcn.  The  driving  or  con- 
nect in  [g  rod  ii  fastened  to  the  switch  rail 
by  a  lu|r  lioUed  close  to  the  iioint  on  Ihe 
normjjltf  closed  side,  .\djustment  is  pr<^ 
vjdcd  so  that  the  opening  of  the  -switcti 
point,  a«  much  a»  '4  in,*  will  ofterate  the 
eircntt  controUeTi*  in  the  box.  The  wires 
nrv  hrougbt  into  t'lc  Ik>x  through  a  hole  tn 
the  lie  to  binding  (♦"'^t*  connected  with  the 
Crmtact  b|]»nrigH  x%hieh  are  guided  by  a 
Ctosisptece,  The  croe&piecc  h  oi*erated  to 
mtjve  the  springs  by^  a  roller  engajEing  a 
com  revolved  by  a  shaft.  Tlie  *h*ft  b 
tumeil  by  a  crank  driven  by  the  connect! tig 
rod*  There  b  a  large  lug  on  the  bottom 
of  the  ease  whkb  b  set  into  tjie  tic  a» 
»liuwn,  boldtn^f  the  b&i  in  place. 


^^aik^^ai.     Vertical    Rotary  Switclibox,   Model  2- 
The    Union    Switch    &    Sig:n<il   Company. 
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-J — j-^       Fig.  lTO±   Vertfcal  Rotary  Switchbox,   Figs.  2230-2231,  Operated 
-^ — i — I  l>y  Switch  and  Lock  Movement.     Pennsylvania  Railroad. 
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Figs.    2233-2235.     Shunt    Switchbox,    with    Front  and  Back  Contacts. 
General  Railway  Signal  Company. 


Figs.  2236-2239     BLOCK  AND  INTERLOCKING  ACCESSORIES,  Circuit  Controllers. 


Fig.  2236.     Switchbox  and  Selector.   General  Railway  Fig.  2237.     Switchbox,  Fig.  2230,  with  Cover  Open. 

Signal  Company. 


Names    of    Parts    of    Switchbox, 
Figs.  2238-2239. 

A  Adjusting  Ann 

B  Right-Hand  Operating  Arm 

C  Right-Hand  Contact  Arm 

D  Right-Hand  Contact  Spring 

E  Left-Hand  Operating  Arm 

F  Left-Hand  Contact  Arm 

G  Left-Hand  Contact  Spring 

H  Left-Hand  Spiral  Spring 

K  Right-Hand  Spiral  Spring 


Figs.     2238-2239.     Sectional     Views     of     Switchbox, 
Figs.  223(3-2237. 


Figs.  2236-2239  show  a  switchbox  made  by  the  General  Railway 
Signal  Company  and  used  on  the  Electric  Zone  of  the  New  York  Cen- 
tral &  Hudson  River.  It  is  provided  with  three  normal  and  three  re- 
verse contacts,  the  six  springs  on  each  side  constituting  three  pairs, 
each  pair  being  bridged  by  a  brass  contact  plate.  These  plates  arc 
carried  by  hard  rubber  blocks  attached  to  the  top  of  the  contact 
arm.  The  lower  part  of  the  contact  arm  is  formed  into  a  jaw 
at  one  end,  and  those  jaws  are  engaged  by  the  operating  arms, 
which  are  adjustable.  The  adjusting  arm  A  is  rigidly  attached  to 
the  shaft,  which  is  moved  by  the  operating  lever. 

When  the  switch  is  normal,  the  parts  assume  the  position  shown 
in  Fig.  2288.  The  operating  arm  B  engages  the  jaw  of  the  contact 
arm  C,  forcing  it  downward  and  drawing  up  the  contact  plates 
against    the    springs    D,    bending    them    upward.      This    holds    the 


three  normal  contacts  closed.  As  the  switch  starts  to  move  to  its 
reverse  position,  I]  is  raised  and  the  spiral  spring  K  forces  C 
away  from  the  contact  springs.  However,  if  the  8i»inl  sprisf 
should  be  broken  the  operating  arm  B  would  accomplish  the  same 
result  before  disengaging  with  the  jaw. 

When  the  operating  lever  is  in  the  center  of  its  stroke,  netbcr 
jaw  is  engaged  and  all  contacts  are  open.  In  the  last  %  in.  of 
its  stroke,  the  operating  lever  brings  the  operating  arm  E  into 
engagement  with  F,  closing  the  reverse  contacts  G»  in  the  sain« 
manner  as  were  D  in  the  extreme  normal  position. 

It  will  be  seen  from  the  above  that  this  switchbox  b  designed 
for  use  where  control  circuits  are  broken  and  is  not  desirable 
where  track  circuits  are  to  be  shunted.  The  switch  shown  in 
Figs.  2233-2235  is  designed  for  shunting  purposes. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,  Circuit  Controllers.      Figs.  2240-2244 


Names  of  Parts    of    the    Federal    Signal    Company's 
Switchbox;  Figs.  2240-2241. 


2240-2241.     Switchbox.     Federal    Signal    Company. 


1 

.  Case 

13 

Tongue 

2 

Cover 

14 

Yoke 

Z'Sa 

Contact  Springs 

15-15a 

Helical  Springs 

7-8 

Insulated  Rollers 

16 

Vertical  Spindle 

9 

Toggle  Pin 

17 

Slide 

10 

Toggle  Link 

18-18a 

Guide  S 

11 

Tumbler 

19 

Crank  Arm 

12 


Horizontal  Spindle      20-20a    Openings  for  Wires 


Figs.  2240-2241  show  a  switchbox  made  by  the  Federal  Signal 
Company.  Mounted  in  the  case  on  insulated  supports  are  contacts 
3,  3-.\,  4,  4-A,  5,  5-A,  0  and  6-A,  which  are  closed  by  the  insulated 
rollers  7  and  8,  carried  by  toggle  pin  9.  The  toggle  is  composed  of 
link  10  and  tumbler  11,  which  hangs  on  pin  9.  The  tumbler  11 
rotates  on  stationary  spindle  12,  and  is  actuated  by  the  slide  17. 
The  upper  end  of  link  10  engages  with  the  concave  portion  of  yoke 
14,  which  is  forced  down  against  the  upper  end  of  toggle  10  by 
helical  springs  15  and  15- A.  The  tongue  13  is  attached  to  vertical 
spindle  16  and  engages  with  and  moves  slide  17  in  guides  18  and 
18-A.  This  slide  engages  the  portion  of  tumbler  11,  which  is  below 
spindle  12,  and  as  slide  17  moves  either  to  right  or  left,  it  causes 
tumbler  11  to  swing  on  spindle  12  until  the  hinge  pin  9  reaches 
a  point  on  either  side  of  center.  After  reaching  this  point,  the 
springs  15  and  15-A  force  the  yoke  14  down,  causing  the  toggle 
to  close  contacts  on  the  side  to  which  it  swings.  The  vertical 
spindle  16  extends  through  the  bottom  of  case  1  and  attached  to 
it  is  crank  arm  19.  This  arm  is  operated  to  left  or  right  by  the 
switch   point. 

The  circuit  to  be  opened  is  broken  during  the  first  3"  of  move- 
ment of  the  crank  19.  and  the  circuit  to  be  closed  is  made  up 
during  the  last  8**  of  movement  of  the  crank.  During  the  inter- 
mediate movement  of  the  crank,  the  contacts  remain  in  the  posi- 
tion shown.  Other  arrangements  of  contacts  can  be  made;  con- 
tacts may  be  made  up  during  the  first  3"  of  movement  of  crank 
and  others  remain  closed  until  the  last  3**  of  movement  of  crank  19. 


Fig.  2243.     Circuit  Controller,  Fig.  2242,  with  Cover 

Removed,  Showing  Contact  Springs  Mounted  on 

Slate  Blocks. 


Fig.    2242.     Circuit    Controller    for   Signals,    Levers, 
etc.     Railroad  Supply  Company. 


Fig.  2244.    Sectional  View  of  Figs.  2241-2242,  Show- 
ing Operation  of  Parts. 
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Figs.  2245-3348      BLOCK  AND  INTERLOCKING  ACCESSORIES,  Circuit  ControUers 


Fij?.    2240.     Switclibox.      Anu-rican     Railway    Signal    Company. 


Figs.    2247-2248.     Plan    and    Section    of    Switchbox, 
Figs.  -2245-2246. 


Fig.  224t).     Switchbox,  Fig.  224o,  with  Cover  Open. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,  Circuit  Controllers.     Figs.  2249-2254 


'ig.  224i>.     Circuit  Controller  for  Signals,  Levers,  etc. 
General  Railway  Signal  Company. 


Fig.   2250.     Electrical    Point   Detector    (Switchbox)^ 

W.  R.  Sykcs*  Interlocking  Company,  Limited, 

of  London. 


Names  of  Parts,  Electrical   Point 
Detector;  Fig.  2250. 

A  Lug 

B  Stvitch  Point 

C  Stock  Rail 

D  Case 

E  Operating  Rod 

F  Crank  Arm 

G  Contact  Arm  and  Shaft 

H  H*  Contact  Springs 

jr  Contact  Plates 

K  K'  Adjustable  Contact  Points 


Fig.  225L     Switchbox,     Railrr>ad  Supply  Company. 


Fig.  2252.    Details  of  Swilchbox.  Fig.  2251. 


Figs.  2253-2254.     Circuit  Controller,  Roller  Type,. 

for  Signals,  Levers,  etc.     General  Railway 

Signal  Company. 


Figs.  2955-2266     BLOCK  AND  INTERLOCKING  ACCESSORIES,  Circuit  ControUers. 


Fig.  2255.     Duplex   Rotary  Circuit    Controller. 
Union  Switch  &  Signal  Company. 


The 


©I 


Combined    Motion    Plate    Pole 


Changer  and   Circuit   Controller   for   Electro- 
Pneumatic  Dwarf  Slide  Signal,  Fig.  1{>53. 


(£ 


C 


:^C 


Fig.    2262. 


For    Circuit    Controller,    Closing    Two    Circuits    at 
Clear  and  One  at   Stop. 


Figs.    2258-2259.     Combined    Motion    Plate    Pole 
Changer  and  Circuit  Controller  for  Electro- 
Pneumatic   Signal.     See   Figs.  454-455. 


Figs.    2260-2201.    Combined    Motion    Plate    Pole 
Changer  and  Circuit  Controller  for   Electro- 
Pneumatic  Slide  Signal,  Figs.  537-538  and 
540-541. 


Fig.  2263.     For  Circuit  Controller,  Closing  One  Circuit  at  Oar 
artd  Two  at   Stop. 


(3 


Fig.   2264.     For  Comhined   Pole  Changer  and  Circuit  Controller, 

Opening  Circuit  When  Starting  to  Clear  and  Operating 

l*ole  Changer  at  Clear. 


(3 


^ 


Fig.   2265.     For  Comhined   Pole   Changer  and   Circuit  Controlkr 

for     Three     Position     Signal,     Opening     Circuit    When 

Starting  to  Clear. 


(S 


m 


Fig.   2266. 


For  Combined  Pole  Changer  and  Circuit  ControDcr* 
Operating  Both  When  Starting  to  Clear. 


Figs.  2262-22r)6.     Circuit  Controller  Motion  Plates  for  Various  Combinations  Used  with  Electro- 
Pneumatic  Signals.    The  Union  Switch  &  Signal  Company. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,  Circuit  Controllers.     Figs.  2267-2273 


Figs.    2269-2270.     Circuit    Con- 
troller     for      Electro-Pneu- 
matic Signals.     The  Union 
Switch     &      Signal 
Company. 


Fig^s.   2267-2268.     Circuit  Controller  for  Signals,  etc.       Hall  Signal  Company. 


Tig.  2271.     Fouling  Bar.     Great  Western  Railway  of 

England. 

NoTB. — The  Fouling  Bar,  illustrated  in  Fig.  2271,  is  used  to 
•<>perate  a  circuit  controller,  thereby  locking  a  switch  or  signal  until 
-the  train  is  off  the  bar  and  clear  of  a  certain   section   of  track. 


Figs.  2272-2278. 
611. 


Track   Instrument.     See   Figs.  609- 
Hall  Signal  Company. 


Names    of    Parts, 

Hall 

Track    Instrument;    Figs. 

2272-2273. 

,« 

Terminal  Screzcs 

G    Large  Rubber  Spring 

A 

Swinging  Arm 

H     Small  Rubber  Spring 

B 

Contact  Spring 

L    Lever 

C 

Anvil 

R     Valve 

D 

Air  Chamber 

S     Piston  and  Rod 

E 

Chamber  in  Base 

X    Air  Passage 

F 

Dust  Guard  and  Spring 

Y    Port 

Figs.  8272-S273  show  the  track  instrument  made  by  the  Hall 
-Signal  Company.  Depression  of  lever  L  by  the  wheels  of  a  train 
forces  piston  S  upward.  This  piston  moves  in  an  air  chamber  D, 
4ind  communicates  motion  to  the  swinging  arm  A  of  the  circuit 
controlling  apparatus. 

<«M) 


Upper  and  lower  ends  of  the  air  chamber  D  are  connected  with 
each  other  by  an  air  passage  X,  and  valve  R,  so  arranged  that 
when  piston  S  is  forced  upward,  a  portion  of  the  air  above  the 
piston  is  forced  out  through  the  port  Y  through  valve  R  and 
passage  X,  to  the  under  side  of  the  piston.  Continued  raising  of 
the  piston  covers  opening  Y,  and  shuts  off  communication  between 
top  and  bottom  of  chamber  D.  The  air  remaining  forms  a  cushion 
preventing  the  piston  rod  from  being  thrown  forcibly  up  against 
the  cover.  The  beveled  top  of  the  piston  rod  extends  through 
the  plate  on  which  the  contacts  are  mounted  and  when  raised 
engages  the  roller  of  swinging  arm  A,  forcing  spring  B  into 
contact  with  its  anvil  C,  thereby  completing  a  circuit.  Air  below 
the  piston  also  acts  as  a  cushion  to  prevent  shocks  when  the 
piston  falls.  R  is  a  valve  for  regulating  the  air  pressure.  Its 
lower  extremity  covers  the  top  of  the  passage  X.  G  and  H 
are  rubber  springs  so  compressed  that  any  Weight  less  than 
that  imposed  by  the  pressure  of  an  ordinary  car  wheel  fails  to 
operate  the  piston.  ConUct  springs  can  be  arranged  cither  nor- 
mally open  as  shown,  or  normally  closed,  and  they  can  be  furnished 
in  multiple  for  the  control  of  several  circuits. 


Figs.  2274-2282     BLOCK  AND  INTERLOCKING  ACCESSORIES,  Circuit  ControUers. 


Figs.   •J274-22"5.     Table   Circuit   Controller.     The  Ciiion  Switcli  &  Signal  Company. 


iS^i* 


Figs.  2276-2280.     Magnetic   Circuit  Controller,   With  and  Without   Bell.     The   Union  Switch   &  Signal   Company. 


Fig.   2281.     The    O'Neil   Track  Instrument.        Railroad     Supply 

Company. 


Fig.    22S'2.     Double    Pole    Single    Throw 
Knife  S%vitch,  Porcelain  Base.     Cen- 
tral Electric  Company. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,  Circuit  Controllers.      Figs.  2383-2290 


..-^f^ 


Fig.  tlM.  Double 
Circnit  Controller  for 
Usf  with  Mcclranical 
Tnti^rlacking  Machines. 
The  UniVm  Switch  ik. 
Signal   Cinnpiitjy. 


Fijis.      22.<*)-J2S(;.      I'loor      Push.     General      Railway 
Si^^nal   Company. 


In  the  floor  push  shown  in  Figs.  2285-2280,  the  circuit  is  closed 
hy  pushing  down  on  the  plunger  B;  this  compresses  spring  E.  and 
brings  contac:  ring  II  against  springs  K.  Ring  H  is  mounted  on 
an  insulating  bushing  held  in  place  on  rod  (i  by  the  nut  L. 
Shield  I)  is  fastened  to  rod  G.  and  diverts  all  water  and  dirt  that 
may  enter  from  rbovc  to  the  cavity  in  F,  thus  keeping  the  contacts 
dean    and    free    from    corrotling    influences. 


^il/ 


'JJ^'X     Floor  Push.     Railroad  Supply 
Company. 

es  of  Parts  of  Floor  Push;  Figs.  2285-2286. 

A  floor  Socket 

B  r  lunger 

C  1"   IVrought  Iron  Pipe 

D  Shield 

E  Spring 

F  Contact  Box 

G  Steel  Rod 

H  Contact  Rinf^ 

K  Contact  Sf^ring 

L  Brass  Xut 

M  Caf> 

N  Binding  Post 


Fi^s.   2-2^7--22HH.     \Veather-Pr«.of  Floor  Push.     Railroad 
Supi)ly   Company. 


w        ..H 


Figs.   2280-2290.     Hand    Circuit   Controller   .ind   Cover.     The  Union  Switch  &  Signal  Company. 


Figs.  2291-2298     BLOCK  AND  INTERLOCKING  ACCESSORIES,  Circuit  ControUers. 


Pig.  2291.     Tabic  Push.     The  Union  Switch 
&  Signal  Company. 


Fig.  2202.  Single  Cir- 
cuit Controller  for  Use 
with  Mechanical  Inter- 
locking Machine.  The 
Union  Switch  &  Signal 
Company. 


Fig.  2293.    Double  Pole  Single 
Throw     Knife     Switch, 
Porcelain  Base.    Rail- 
road    Supply 
Cc^mpany. 


Fig.  2295.     Bell  Key,  Fig. 

The   Union  Switch  &  Signal 
Company. 


>r--/4--i 
2294,  in  Case. 


■FIk.  2_'!M.     Hell   Key. 


Fig.   2297.     Push   Key.     Railroad  Supply 
Company. 


F'ig.  220»;.     Cam  Circuit  Controller.    The 
Union  Switch   &  Signal   Company. 


The    circuit   controller   slumn    in    Fig.    2296    is 
designed    to    be    placed    underneath    the    top    plate 
of    an    interlocking    machine    and    <»pcrated    l»v    a 
lever    striking    the    .-mail    arm    projecting    to    one 
side. 


Fig.  2-298.    Sectional  View  of 
Fig.  2297,   Showing  Op- 
eration of  Key. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,  Circuit  ControUcrs.     Figs.  2299-2306 


Figs.  2299-2300.     Strap  Key.     Railroad 
Supply   Company. 


i 

1^                     1,; 

l! 

i,l 

"^ 

1     1 

ii 

:l             1. 

rf^l 

'■1i 

^ 

TBiL    Ji 

iiliiikiip 

♦Fig.  2301.     Two-Point  Switch. 


♦Fig.     2303.       Two-Point 
Switch,   Hard  Rub- 
ber Base. 


Fig.    2302.     Two-Point    Switch, 
Slate  Base.     Railroad  Sup- 
ply Company. 


Fig.  2304.     Double  Pole  Single  Throw  Knife  Switch 

with  Cartridge  Fuse  Protection,  Slate  Base. 

Central  Electric  Company. 


Figs.  2305-2306.    Tappet   Circuit   Controller.      General  Railway  Signal  Company. 
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Figs.  2307-3314     BLOCK  AND  INTERLOCKING  ACCESSORIES.  Circuit  Controllers. 


Figs.  2807-J310.     Klcctric   Hridgc  Coupler.     Tlu'  Union  Switch  &  Signjil  Company. 


iSU 
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•fWA.txv7:^<st 


Js 


m 


^ 
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Figs.  •J.'Ul-^.JH.     Bridge  Circuit  Controller.      Hall  Signal  Company. 


Names  of  Parts  of  Hall  Bridge  Circuit  Controller;  Figs.  2311-2314. 

A  Contact  Blade 

B  Contact  Jaw 

C  Contact  Jaw  Leaf 

D  Fixed  Terminal  Binding  Posts 

E  Movable  Terminals 
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BLOCK  AND  INTERLOCKING  ACCESSORIES.  Circuit  Controllers.     Figs.  2315-2317 


Fig.   2.'M'*>.     Bridge   Circuit   Closer:   Contacts   Closed.    General   Railway  Signal  Company. 


Fig.  I'Mi).     Bridge   Circuit  Closer,      Fig.  2315;  Contacts  Withdrawn. 


Fig.  2317..    Bridge  Circuit  Closer,  Figs.  2315-231G;  Slide  Withdrawn,  Ready  for  Opening  Bridge. 
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Figs.  2318-2323     BLOCK  AND  INTERLOCKING  ACCESSORIES,  Electric  Locks. 


Fig.  2318.     Electric  Lock.     General  Railway  Signal  Company. 


Fig.  2819.     Electric  Lock,  Fig.  2318,  Cover  Removed; 
Segment  Engaged  by  Dog. 


^^^^K^n 

H9/ll 

E^^^^^^^^^^^^EL  * 

^ 

Fig.     2820.     Klectric      Lock,     Figs.     2318-2319,    Dog 
Raised,  Segment  Released. 


Fig.  2321.    Electric  Lock  for  Electric 

Interlocking   Machine.     See   B, 

Fig.  1781.     General  Railway 

Signal  Company. 


Figs.  2322-2323.     Electric  Lock  for  Engaging  Tappet 

of  Vertical  Locking.     General  Railway  Signal 

Company. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES.  Electric  Locks.     Figs.  2324-3335 


I'Ik-  --J- 1.     Style  "TV  I-'.lcclric   Lock  Applii-il  lo  Standard  IntcrlockinK  MacliiiU". 
(ioncral    Railway    Signal    Company. 


r23 


2325.     Model    2    Electric     Lock     Applied     to     Saxby 
&    Farmer    Interlocking     Machine.     The    Unii»n 
Switch  &  Signal  Company. 


Names  of  Parts  of  Model  2,  Electric  Lock; 
Fig.  2325. 

6  Pofi    {Mcclhuiiiul  I.i'i-hiii}:) 

7  Ldikiiif^    Bar 

16  Nhri  for  24 

17  Khrt  tor  25 

24  Cmmi   /\atc 

25  Lih-hin^    Po}^ 


Figs.  2326-2329     BLOCK  AND  INTERLOCKING  ACCESSORIES.  Electric  Locks. 


Names  of  Parts  of  Model  1  Electric 
Lock  ^Applied     to     Saxby    ft 
Farmer    Interlocking    Ma- 
chine; Fig.  832G. 


3 

Slotted  Sheet  Iron  Phtc 

5 

Locking  Lever 

7 

Fulcrum  Bracket 

13 

C.  R.  S.  Dog 

IS 

Flat  Head  Rivet 

19 

Flat    Head   Seme,   Fastcunt^  S 

to  7 

23 

Taf*  Bolts 

Fig-.  232lj,  Model   1   Electric  Lnck  Apjjlied  to  Saxby  &  Farmer  Inter- 
locking  Machine.    Thi.'    Union  Smtch   &  'Stgnal   Company. 


Fig-   23,37.     Model   1    Electric  Lock    Applied   to   Stevens    Tnterlocking 
Mstcliine.    TUc  Union   SwilcK    &    Signal    Company. 


Fig.     2328.     End      View     of 
Fig.  -^n. 


Fig.    232i).     Style    "D"     Electric    Lock    Applied   to 

Dwarf   Interlocking   Machine.     General    Railway 

Signal  Company. 


Names  of  Parts  of  Model  1  Electric  Lock  Applied  to  a  Stevens  Interlocking  Machine;  Figs.  SS87-SSSS. 


8  Slotted  Sheet  Iron  Plate  18 

4  Locking  Lever 

11  Right-Hand  Supporting  Strip  19 

18  Left-Hand  Supporting   Strip  20 

14  C.  R.  S.  Dog  21 

15  Filler 


Flat   Head  Rivet  for  Fastening 

19  to  Tappet 
C.  R.  S.  Dog 
Tap  Bolts  for  11  and  12 
Flat  Head  Tap  Bolt  for  11  and 

12 


22    Flat  Head  Rivet  for  Fastenint 

14  to  Tappet 
28    Tap  Bolt  for  Fastening  Frami 

to  11  and  18 
89    Flat  Head   Machine  Screw  for 

Fastening  11  and  18  to  M^ 

chine, 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,  Electric  Locks.       Figs.  2330-2332 


3   2    4 


233U.     Model    3    Electric    Lock    Applied    to    Saxby   &    Farmer    Interlocking    Machine.    The    Union  Switch 

&  Signal  Company. 


Names  of  Parts  of  Model  3  Electric  Lock  Applied  to  Saxby  ft  Fanner  Interlocking 

Machine;  Fig.  2330. 

1  Intermediate  Bracket       4    C.  R.  Steel  Turned  Fin 

2  Connecting  Arm  5    Angle  Iron 

3  Tap  Bolt  6    Bolt  for  1  and  5 


Fig.   2331.    Sectional    View   of    Electric   Lock, 
Fig.  2330,  Showing  Alternative  Method  of 
Attaching  to  Saxby   &   Farmer   Inter- 
locking Machine. 


Fig.     '1X\'1.     Cross     Sectional     View 
Electric  Lock,  Fig.  2331. 


of 


l-'igs.  2330-2332  illustrate  the  Model  3  electric  lock,  made  by  The 
on  Switch  &  Sig^ial  Company,  applied  to  a  Saxby  &  Farmer 
rlocking  machine.  D  is  the  rotating  locking  shaft  operated  by 
lever  latch.  Arm  and  link  F  are  connected  to  segment  A 
inted  on  a  shaft  in  the  lock.  The  edge  of  this  segment  is 
:hcd,  according  to  the  locking  desired,  to  engage  the  dog  on  B, 
nected  by  a  bar  fastened  to  the  armature  of  the  electromagnet  E, 


and  so  pivoted  that  the  energizing  of  the  magnet  K  will  raise  dog  on 
It  out  of  the  notch.  An  indicator  is  provided  to  show  when  un- 
locked; a  circuit  controller  operated  by  the  magnet  and  circuit 
controllers  operated  by  shaft  are  included  in  the  mechaniim  for 
making  or  breaking  circuits  controlled  by  the  lever  or  lock.  The- 
bar  F  may  also  be  attached  to  the  tappet  of  an  interlocking  ma- 
chine with  vertical  locking.     See  Figs.  2SSS-2SS4. 
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Figs.  2333-3335  BLOCK  AND  INTERLOCKING  ACCESSORIES,  Electric  Locks. 


Names    of    Parts    of    Model    3,    Electric    Lock 
Applied  to  National  Machine;  Fig.  2333. 


Fig.  2334.    Model  :\  Klcctric   L.»ck  Applied  to  Johnson 

Interlocking  Machine.     The  Union  Switch 

&.  Signal  Company. 


Names  of  Parts  of  Model  3,  Electric  Lock  Applied  to 
Johnson   Machine;   Fig.   2334. 


7'(7/'/>('/   Bar   Bracket 

Clamp 

Mad  tine  Bolts 

Link 

Bracket 

4"  Channel  Iron 

Taper  Washer 

Machine  Bolt 

Machine  Bolt 

Tap  Bolt 


4 
5 
6 
7. 
8 
9 
10 


Fig.    'J.'Wo.     Model    7    Electric    Lock    Applied   to  a 
Standard  Interlocking  Machine.    The  Union 
Switch  &  Signal  Company. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,  Electric  Locks.      Figs.  2336-3337 


Names 

of    Parts    of    Model    7 

Electric    Lock    Applied    to 

No 

.  2  Johnson  Machine;. 

Fig.  2337. 

1 

Tappet 

2 

Bar 

3 

Dog 

4 

Filler 

5 

Plate 

6 

Flat     Head     M  achin  e 

Screiv 

7 

Rivet,      Counter  sunk 

Head 

8 

Supporting   Bracket 

9 

Plunger 

10 

Crank 

11 

Pilot  Pin  and  Cotter 

12 

Turned  Pin  and  Cotter 

13 

Washer 

14 

Tap  Bolt 

15,  15a 

Machine  Bolts 

Figr.  2336.     Model  "F"  Electric  Lock  Applied  to  Saxby  &  Farmer  Inter- 
locking Machine.     General  Railway  Signal  Company. 


blames  of  Parts  of  Model  7  Electric  Lock 

Applied  to  Standard  Machine; 

Fig.   2335, 

Link  Bracket         7    Fin  and  C fitter 

Lack   Link              3    Stud  and  Cotter 

Connecting  Link    B    Lock  Bracket 

Solid  Jazv             10    Machine  Bolt 

Pin  and  Cotter     11    Machine  Bolt 

^ 

Stud  and  CQltwr  12     Tap  Bolt 

13     Tap    Bolt 

Fig.    233T.     Model    7    Electric    Lock    Applied    to 

Johnson  No.  2  Interlocking  Machine.     The 

Union  Switch  &  Signal  Company. 
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Figs.  2338-2348      BLOCK  AND  INTERLOCKING  ACCESSORIES,  Insulated  Joints,  Rods,  Etc 


STEEL 


Figs.  2338-2339.     Insulated  Rail  Joint.     Railroad  Supply   Company. 


Fig.    2340.     Insulated     Rail    Joint. 
Railroad  Supply  Company. 


Fig.  2341.     Wooden  Rail  Joint.      Railroad  Supply  Compan; 


Figs.   2343-2344.     Insulated   Rail    Joint.      Railroad    Supply 
Company. 


Fi^s.     J.U.Vi.'VKi.      Mock     Insulated 
Rail   Joint.      Uuffalo    Railway 
Supply  Company. 


Letters  Refer  to  List  of  Names  of  Parts  Below. 


Figs.  2347-2348.     Details  of  Mock  Insulated    Rail  Joints. 

Names  of  Parts  of  Mock  Insulated   Rail  Joints;  Figs.  2345-2348. 
C    Auxiliary  Rail  Riveted   to  Steel       F    Iron  Strap  J     Outside  Wood 

Plate  and  Filler  G    Iron  Washer  K    Fiber  Mat  (Sole  Plate) 

D    Bolt  H    Inside  Wood  L    Insulating  Bushing 

E    Steel  Angle  Bar  I     Fiber  Strip  M   Fiber  Angle 


BLOCK  AND  INTERLOCKING  ACCESSORIES,  Insulated  Joints,  Rods,  Etc.      Figs.  2349-2364 


Fig.  2349.     The  "Continuous"  Joint. 


Fig.  '2SoO.    The  Weber  Joint;  Wooden  Splices. 


Fig.   23ol.     The   Weber  Joint;    Steel    Splices. 

Figs.  2:^0-2351.     Types  of  Insulated  Rail  Joints.     The  Rail 
Joint  Company. 

ill; 


Figs.  23'52-23o4.     Wedged  Switch  in  Track  Circuit. 


•*QC!2iS!I25i?!ll'I 


Figs.    2355-2356.     Insulated    Joint    for    Welding   into   Tie 
Plates,  etc.    The  Union  Switch  &  Signal  Company. 

<a67) 
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^.  i         1    i  ■ 

♦Figs.  2357-2358.     Switch  Wedge  Drilled  for  Lag 
Screws. 


@  @ 

"Figs.  2350-2360.     Switch  Wedge  Countersunk  for 
Wood  Screws. 


Qf"        *Figs.    2361-2362.     Switch    Wedge    with    Wooden 
« Hasc. 


0 

0 
0 

• 

♦Figs.  23(13-2364.     Switch  Wedge  Plate. 


Names  of  Parts,  Insulated  Tie  Plate  Joint;  Figs. 
2355-2356. 


1  "T"  Piece 

2  Bolt 

3  S/>ring  H'asher 

4  Pressed  IVasher 


5  Fiber  Plates 

6  Fiber  Bushing^ 

7  Bent  Fiber  Plate 


Figs.  2365-2376    BLOCK  AND  INTERLOCKING  ACCESSORIES.  Insulated  Joints,  Rods,  Etc. 


Figs.  SM>o-'2'M')t').     Insulated    Rod  with  Special  Jaw 

for    Rocker   Shaft    Connection.     The    Union 

Switch    &   Signal   Company. 


Names    of    Parts,  Insulated    Rod    with    Special   Jaw; 
Figs.   2365-2366. 


1  Threaded  Rod 

2  Special  "T"-Jaw 

3  Bolt  and  Nut 

4  Steel  IVasher 

5  fiber  H^asher 


6  Fiber  Bushing 

7  Fiber  Plate 

8  Screw  Jaxv 

9  Jam  Nut 


dOlLHl 
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Names  of  Parts,  Pipe  Line  Insulation;  Figs.  2S67-S868. 


1  7(7;/^  End 

2  Bolt 

3  Sfylice  Plate 


4  Fiber  Plate 

5  Fiber  Bushing 


♦Figs.  23(>7-2368.     Pipe   Line   Insulation. 
(See   Details,   Figs.  2378-2:381.) 


Names  of  Parts,  Pipe  Line  Insulation;  Figs.  2368-2370. 


7      ? 


c^mzsszrT  p     k  iZDi-C^^ 


c2SJz3Ci^^^=^Sz(Bx3 


♦Figs.  23t)9-2370.     Pipe  Line   Insulation. 


1  Tang  End 

2  Bolt  and  Nut 

3  Spring  IVasher 

4  Fiber  IVasher 


5  Wrought  Washer 

6  Fiber  Bushing 

7  Fiber  Plate 


Names  of  Parts,   Adjustable   Insulated    Switch    Rod; 
Figs.  2371-2878. 


(E 


i^-feB^  = 


:£) 


1  Threaded  Piece 

2  /am  ATw/ 

8  ,  Socket  Rod 

4  P/at«  7?o</ 


5  Splice  Plate 

6  B^n/  Fiber  Plate 

7  Fi6rr  Bushing 

8  Bo// 


Figs.  2371-2372.    Adjustable  Insulated  Switch  Rod. 
The  Union  Switch  &  Signal   Company. 
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Names  of  Parts,  Insulated  Lock  Rod;  Figs.  2878-8874. 


1  Threaded  Rod 

2  Tappet 

3  Splice  Plate 

4  Fiber  Plate 


5  Fiber  Bushing 

6  Bo// 

7  Screzv  Jaw 

8  /am  iVii/ 


•'Figs.  2373-2374.     Insulated  Lock  Rod. 


^SJ^ 


(g=;=:*: 


•^==p^o  o  o  o  y  ojr;     a> 


B  2  0  3 

♦Figs.  2375-2370.    Adjustable  Insulated  Front   Rod. 


Names    of    Parts,    Adjustable    Insulated    Front   Rod; 
Figs.  2375-2876. 


2  Lug  Rod 

8  Solid  Jaiv 

4  Splice  Plate 

5  Fiber  Plate 


6  Fiber  Washer 

7  Fiber  Bushing 

8  Screxv  Jaw 

9  /am  Nut 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,  Insulated  Joints,  Rods,  Etc.      Figs.  2377-2391 


Fig.  2377.     Pipe   Line  Insulation.     II.  W.  Johns-Manville  Company. 


/y'Jbre  3ush/n^. 


♦Figs.  2378-2381.     Insulated  Switch  Rod  Details. 
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^^-^/k'xZV Bolts -^ 
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Fig.   2382.     Method  of  Insulating  Switch   Rods  and 
Tie  Plates.     Southern   Pacific-Union  Pacific. 


f»frHtahtr 


Figs.  2383-2385.     Insulated  Switch  Rod,  with  Lug  for 
Throw  Rod.     Pennsylvania  Railroad. 
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Figs.  2386-2:387.     Adjustable   Insulated  Switch   Rod.     Chicago.  Milwaukee  &  St.  Paul. 
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Figs.    2388-2390.     Insulated    Switch    Rod    and    Details. 
Pennsylvania  Railroad. 


Fig.  2391.     Axle  Insulation  for  Hand  Cars. 
Railroad  Supply  Company. 
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Figs,  2392-2399      BLOCK  AND  INTERLOCKING  ACCESSORIES,  Junction  Boxes. 


^,^'Noek8i^ 


Figs.  2302-2303.    Junction  Hox  Attached  to  Pillar.    Inter- 
borough   Rapid  Transit   Company.     The   Union 
Switch   &  Signal   Company. 


Fig.  2394.     Fuse  and  Junction  Box.    Railroad  Supply 
Company. 


Figs.  2305-2300.    Junction  Box  on  Iron  Pipe  Post,  wiih 

Cross  Arm.     Lake  Shore  &  Michigan  Southern. 

The  Union  Switch  &  Signal  Company. 


I'igs.    2307-2308.     Iron    Junction    Box. 
Michigan  Central. 


•"Fig.  2399.    Brass  Junction  Strip. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,  Lightning  Arresters.     Figs.  2400-2408 

Letters  Refer  to  List  of  Names  of  Parts  Below. 
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Figs.    2403-2404.     IJghtning    Arrester.     Federal    Signal 
Company. 


Sofffpon  care  inside 
porce/ain  fc/be 

Figs.      24«;K)-2402.      Lightning     Arrester.      Hall      Signal 
Company. 


Fig.  2400.     Four-Way   Choke   Coil    Lightning  Arrester. 
Railroad  Supply  Company. 


Fig.     240.*;.     Lightning     .Xrre^ter.     (icncral      Electric 
Company. 


Fig.  2407.     Part  Sectional  View  of   Enclosed  Lightning 
Arrester,     Railroad  Supply  Company. 


I'^ig.  24n8.     Enclosed  Lightning  Ar- 
rester Mounted  on  Slate  Base. 
Railroad  Supply  Company. 


Names  of  Parts,  Hall  Lightning  Arrester;  Figs.  2400-2402. 

A    Sai\.'   Tooth   Xiith  Lug  for  Connecting  to  Ground   or           D  Fuse 

Another  Unit  E  Mica  Saw  Tooth  Cozer 

B     Ground  Plate  with  Screiv  F  Perforated  Mica  Ground  Plate  Cover 
C    Ground  Plate  tvith  Screic 


<«71) 


Figs.  2409-2418     BLOCK  AND  INTERLOCKING  ACCESSORIES,  Lightning  Arresters. 


Figs.  2409-2412.     Cast   Iron   liox,  with  Slate  Base  tor  Enclosed  Ligliining 
Arresters.     Railroad  Supply   Company. 


GRoum 
wine 


iMg.    2413.    Application   of^Sa- 

closed  Lightning  Arrester, 

Railroad  Supply 

Company. 


Fig.  2414.    Carbon  Lightning  Arrester. 
Railroad  Supply  Company. 


Fig.  2415.   Choke  Coil  Lightning  Arrester.     Railroad  Supply  Company. 


Fig.  241(3.    Choke  Coil  Lightning  Arrester,  with  Fuse  Block  and  I'use. 
Railroad   Supply   Company. 


Fig.  2417.    Carbon  Lightning  Arresters 

in  Series  with  Instrument  to  be 

Protected.     Railroad  Supply 

Company. 


Fig.  2418.   Carbon  Lightning  Arresters 

in    Parallel    with    Line.     Railroad 

Supply   Company. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,  Lightning  Arresters.     Figs.  2419-2429 


Figs.  2419-2422. 


Lightning  Arrester. 
Company. 


Gene  nil  Railway  Signal 


Iiigs.   2423-2425.     Details  of  Carbon  Light- 
ning Arrester.     Railroad  Supply 
Company. 
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'^Cu.rt.  of  Ofarcoa/ orS/ac/t 

aiboufp/a/9  Jb^/drm  co\^mrin^ 
¥y/fh  earth. 


Figs.  2426-2428". 


Ground  Plate  and  Details. 
Central. 


Illinois         Fig.  242!>. 


Adjustable  Pipe  Ground  (!c»nneclion.    General 
Electric  Company. 
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Figs.  2430-2442      BLOCK  AND  INTERLOCKING  ACCESSORIES,  Line  Construction. 


fKfOStfMyBoJf— 


Figs.  2430-2434.     Details  of   Pole    Line   Construction   and   Wiring.     Southern   Pacific-Union   Pacific 
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Figs.     2435-243(1     Standard     Four- Pin     Cross     \\'\\\. 
Southern  Pacirtc-Union  Pacific. 
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Figs.   2438-2440.     Iron   Pole   Pin   and   Wooden 
Bracket.     Southern  Pacific. 


Fig.  2437.     Method  of  Bringing  Cable  into   Mechanism 
Case.     Union  Pacific. 


Figs.  2441-2442.    Standard   Glass  Insulators.     Southeni 
Pacific-Union  Pacific. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,  Line  Construction.    Figs.  2443-245& 


r.r ..  r  . 


'  Trunkm^  to  be  Mo^^ecfct^er  to  Crossarm 
tvAenei/ier  Necessary  to  Gear  /i/t  6uySt 
anct  fo  be  ftnaiyJecvree^in  /fVace/y 
Nailing  fo  Shraps  arf^er  H^nrs  arte/^. 


h^bedoreet  i^M^r^^  Ltne  30  with  Jim^xifTfa/, 


Figs.  2443-2445.     Details  of  Pole  Line    Wiring  and  Construction.     New  York  Central  &  Hudson  River. 
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Figs.  2446-2447.    Location  of  Signal 

Wires    on    Poles.      Chicago 

&    North-Western. 


Figs.  2452-2453.     Method  of  Tying 

Iron   Line  Wire  to  Insulator. 

Chicago  &  North-Wcstern. 


^1 


fi'o- -H 


Ji. 


'<5> 
1.^ 


^jSahanizecf  frffn 


&.i*-g--H  V-fB'-^ 


Figs.   2448-2450.      Concrete    Anchor 

Block   for    Pole    Line.  Chicago 

&  North-Wcstern. 


ta-Ccfper  TFe  Wire 


Figs.  2454-2455.     Method  of  Tying 

Copper  Line  Wire  to  Insulator. 

Chicago  &  Xorth-Western. 


Figs.   2457-2458.    Line   Wire    Dead 
End.  Chicago  &  North-Western. 


T  Ciearance 
^'*  ZS'O'fbrR.R. 

J^  /8'byor.  Hiqfmay 

?- /52' 

Fig.  2451.     Standard  Clearance  for 
Line  Wire.     Chicago  &  Xorth- 
Western. 


%K4 


Fig.     2456.     Pole     Line     Lightning^ 
Arrester.     Chicago  &  North- 
Western. 
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Figs.  3459-3463      BLOCK  AND  INTERLOCKING  ACCESSORIES.  Line  Construction. 
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^o.  J  Gign&f 


PbsiHvm  Charging  Wirm  on  Thock  6 id: 

Fig.  245I>.    Standard  Arrangement   of   Line   Wires  for   Auto- 
matic Block  Signals.     Lake  Shore  &  Michigan  Southern. 


Figs.  •Jl(;n-J4(>i.     Wire  Sleeve  and  Method  <.f  Making  a  Joint. 
Bryant   Zinc   Conipr.ny. 


*Fig.  2463.     Insulating  Tape. 


BLOCK  AND  INTERLOCKING  ACCESSORIES,  Power  Supply.       Figs.  2464-2467 


Fig.    2465.     Generator.     General    Railway    Signal 
Company. 


2464.     Vertical     Motor     Generator     Set.     General 
Electric  Company. 


Fig.    2466.     Generator.     General    Electric 
Company. 


Fig.  2467.     Motor  Generator,  Three-Phase  Motor.     General  Electric  Company. 


0 


2468-2469     BLOCK  AND  INTERLOCKING  ACCESSORIES.  Power  Supply. 


.^ii^.  '24ilf^.     Motor  Generator  Set  for  Sub-Station  as  Furnished    for   the    IClectric    Zone   of  .the    New    York  C 
&  Hudson  River  by  the  General   Railway  Signal   Company. 


Fig.  24G0.     Motor  Generator  Set  for  Electric   Interlocking   Plant. 

Signal  Company. 


General   Railwa' 


BLOCK  AND  INTERLOCKING  ACCESSORIES.  Power  Supply.       Figs.  2470-2471 
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Fig.    2470.     Motor-Driven    Air    Compressors    for     Electro-Pneumatic 

Interlocking  Plant  at   East  New  York.     Brooklyn   Rapid  Transit 

Company.      The    Union  Switch   &   Signal   Company. 


Fig.  '2471.     Motor-Driven   Ingersoll-Rand  Air  Compressor  for  Electro- 
Pneumatic  Interlocking  Plant  at   St.  George.     Baltimore  &  Ohio. 
The  Union  Switch  &  Signal  Company. 


Figs.  2472-2474     BLOCK  AND  INTERLOCKING  ACCESSORIES,  Power  Supply. 


Fig.  247'i.     Switchboard  tor  Sub-Station  as  I'uniished  for  the  l\lcctric  Zone  of  the  New  York  Central  &  Htidsoft 

River  by  tlie   (icneral    Railway   Signal   Cnm])any. 
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,Fij;.  247M.     Interlocking^:   Plant    P(»wer   Rrjom    Mcinip- 
nient.     Pennsylvania    Railroad. 


Fig.  -1T4.     Interlocking  Plant  Power   Room  Eqvip- 
nient.     Southern  Pacific. 


BLOCK  AND  INTERLOCKING  ACCESSORIES.  Power  Supply.      Figs.  2475-2476 


Figs.  2475-2476.     Front  and  Rear  Views  of  Power  Switchboard.    General    Railway   Signal    Company. 


Figs.  2477-2479     BLOCK  AND  INTERLOCKING  ACCESSORIES,  Power  Supply. 


Fig.  1^477.     Swiiehboaril  fur   Altirii:ituig  Current   Track    Circiui    Hlock   Signal    System.     InicrhonJUjSffi    ltlpl| 
Tr.'tnt^it  Compi^iiy.     The  Union  Switch  St  Signal  Company. 


V'lg.    2il!^.     Cliloridc     Accumulator      iype.     Portable 

Storage    Batteries    in    Charging    Station. 

Southern    Pacific. 


Fig.  247!).     Ward   Leonard   Switch- 
board Resistance  Unit,  Showing 
Bare  W'ire  and  Complete  Unit. 
Ward  Leonard  Electric 
Company. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,  Power  Supply.     Figs.  2480-2481 


Fig.  2480.     Power  Room  for  Electric  Interlocking  Plant.     Federal  Signal  Compiny. 


Fig.  2481.    Motor-Driven  Air  Compressor.s  and  Control  Switchboards  for  Electro-Pnenmatic  Interlocking 
Plant.     Haltimore  &  Ohio.     The  Union  Switch   &  Signal   Company. 


383) 


Figs.  3482-2483     BLOCK  AND  INTERLOCKING  ACCESSORIES.  Power  Supply. 
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J^'ig.  2483.     High  Tension  Pole  and 

Line.     New  York  Central  & 

Hudson    River.     See 

Fig.  1795. 


Fig.      -2482.      Power      Switchboard 

Panel.     General  Railway  Signal 

Company. 


THE    MERCURY    ARC    RECTIFIER 


The  mercury  arc  rectifier  ctnisisth,  as  its  name  implies,  of  a 
mercury  vapor  arc.  Tliis  arc  is  enclosed  in  an  exhausted  glass 
vessel  of  peculiar  construction,  which  can  he  seen  in  the  center  of 
the  switchboard,  I'igs.  •i4ST--,>4i»M. 

Mercury  vapor  in  its  ordinary  t)r  molecular  condition  is  practi- 
cally a  non-conductor  of  electricity.  Such  vapor  might  be  formed 
by  applying  heat  to  a  mass  of  mercury  enclosed  in  a  vacuous  cham- 
ber. If  a  body  of  vapor  thus  formed  were  subjected  to  the  action 
of  an  electromotive  force,  cither  continuous  or  alternating,  its 
resistance  would  be  found  to  l>e  very  great.  If,  however,  the 
mercury  vapor  is  ionized,  in  other  words,  if  the  atoms  of  mercury 
in  this  vapor  are  electrified,  the  electrical  resistance  to  current  in 
one  direction  will  be  very  small,  while  its  resistance  to  current 
in  the  opposite  direction  will  still  be  great.  To  use  a  very  crude 
analogy,  its  action  on  an  electric  current  is  similar  to  the  action 
of  a  check  valve  on  1  current  of  water  flowing  through  a  pipe. 

The  ionization  of  mercury  vapor  is  easily  accomplished.  If  an 
arc  if  formed  between  one  mercury  electrode  and  another  electrode. 


the  mercury  being  the  negative,  ionized  mercury  vapor  will  res 
When  a  mercury  arc  is  formed,  as  in  the  mercury  arc  lamp, 
negative  electrode  being  mercury,  the  resistance  of  this  arc  is  SB 
but  only  to  current  of  one  direction.  Hence  it  is  seen  tbtt 
current  in  a  mercury  arc  must  be  uni-directional.  This  brings 
to  an  understanding  of  the  action  of  the  rectifier.  A  men 
cathode  is  provided  and  two  anodes  of  suitable  material  are 
nected  across  the  terminals  of  an  alternating  current  circuit, 
becoming  alternatively  positive  and  negative.  The  arc  shifts  1 
one  anode  to  the  other  with  each  alternation,  always  passing  i 
a  positive  anode  to  the  negative  cathode.  The  current  ia  tiie 
connected  to  the  cathode  is,  therefore,  always  in  the  same  direct 
The  direct  current  delivered  by  the  mercury  arc  rectifie 
very  diflferent  in  its  characteristics  from  that  delivered  by  t 
chronously  driven  rectifier.  The  current  from  a  synchrono 
driven  machine  consists  of  a  series  of  pulsations,  each  sqw 
from  the  others  by  a  certain  small  interval.  If  we  were  abl 
operate  a  mercury  arc   rectifier,   in  accordance  with  the  above  t 

(1 


BLOCK  AND  INTERLOCKING  ACCESSORIES,  Power  Supply.      Figs.  2484-2486 


54.     Switchboard    and     Motor    Generator     Set. 
Boston  Elevated. 


iderations,  without  any  accessory  ap;>aratus.  this  rectified 
uld  be  composed  of  a  series  of  pulsations,  but  without 
ing  gaps  mentioned,  the  current  wave  being  similar  in 
ic  impressed  alternating  current  wave,  except  that  the 
ilf  would  be  transposed,  so  as  to  become  positive  with 
3  the  xero  line.  This,  however,  is  not  the  case. 
1  a  mercury  arc  is  once  established,  the  current  falls  to 
for  the  most  minute  interval  of  time,  the  arc  is  ex- 
and  certain  means  are  necessary  for  its  re-establishment, 
rfore,  necessary  to  insure  that  the  current  through  the 
c  rectifier  shall  not  fall  to  zero,  and  so  cause  an  inter- 
the  arc.  The  means  used  to  bring  about  this  result 
ces  introduced  in  the  circuit  of  the  rectifier  and  so  dc- 
o  obliterate  the  pulsations,  so  far  as  needful,  and  make 
g  current  continuous. 

in  mind  the  fact  that  the  current  flow  through  mercury 
always  be  in  the  same  direction,  a  clear  understanding 
rcur/  arc  rectifier  may  be  secured  by  a  study  of  the 
ig.  2406.  In  this  <i  agram  A  atid  .\'  are  the  operating 
is  the  cathode;  C  is  the  starting  anode;  E  and  F  are 
oils  and  G  and  H  are  the  terminals  of  the  alternating 
pply.  The  battery  to  be  charged  is  connected  between 
and  the  point  D  between  the  two  reactan:e  coils.  The 
supported  by  a  movable  frame,  so  arranged  that  the  toj) 
:  may  be  lilted  slightly  in  starting.  This  movement  of 
orms  a  bridge  of  mercury  between  the  cathode  H  and 
g  anode  C,  and  current  may  then  flow  between  them 
e  mercury.  When  the  tube  swings  into  its  normal  posi- 
bridge  is  brcktn.  and  an  arc  of  ionizc«i  mcrc.jry  vapor 
This  ionized  vapor,  ascending  in  the  tube  to  the  anodes 
permits  a  flow  of  current  from  each  of  them  in  turn 
ode  B,  and  the  tube  is  then  in  operation  through  a  start- 
nce.  The  load  switch  is  then  closed  and  the  starting 
the  starting  resistance  are  both  disconnected  by  opening 
g  switch.  Automatic  starting  devices  have  been  used  to 
It,  but  the  operation  of  starting,  as  above  described,  is 
.'ly  simple  that  the  necessary  complications  incident  to 
■  automatic  devices  are  not  considered  advisable,  except 
cases. 

nspection  of  Fig.  2496  it  will  be  seen  that  the  alternating 
cuit  is  through  the  mercury  arc,  the  battery  and  one  of 
ice   coils,   one-half   of  the  wave   being   through    the   anode 


Fig.  2485.     Switchboard  for   Electric  Inter- 
locking Plant.     New  York,  New  Haven 
&  Hartford.    The  Union  Switch  & 
Signal  Company. 


Fig.  2480.     Storage   Batteries  in   Battery   Case   at   tJase 
of   Bracket   Post.     Pennsylvania   Railroad. 

at  the  right  and  the  reactance  at  the  left  of  the  diagram,  while  the 
other  half  wave  flows  through  the  anode  at  the  left  and  the  re- 
actance at  the  right.  When  the  impressed  c.m.f.  falls  below  that 
required  to  overcome  the  counter  e.m.f.  of  the  mercury  arc  (about 
14  volts)  plus  the  load,  the  reactance  which  has  been  receiving  cur- 
rent from  the  line,  discharges,  maintaining  a  current  in  the  same 
direction.  This  action  maintains  the  excitation  of  the  anode,  and 
prevents    the    current    from   approaching    the    zero    value    until    the 


Figs.  3487-3493 


BLOCK  AND  INTERLOCKING  ACCESSORIES,  Power  Supply. 
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Figs.  •2487-2488.     Mercury  Arc  Rectifier  and  Operating 
Hoard.     General  Electric  Company. 


Fig.    2489.     Front    View    of    Mercury    Arc 

Rectifier  Operating  Board.     General 

Electric  Company. 


Figs.   2491-2493.    Control  Apparatus  for   Mercury 
Rectifier.    General  Electric  Company. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,  Power  Supply.       Figs.  2494-2497. 
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Fig.  2495.     Control  and  Operating  Circuits  for  Mercury 
Arc  Rectifier.     General  Electric  Company. 
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Fig.  2494.     Mercury  Arc  Rectifier  Mounted  on 

Operating  Board,  Front  View.     General 

Electric  Company. 
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.  2497.  Switchboard  and  Charging  Circuits  at 
)wer  House.  Lake  Shore  &  Michigan  Southern, 
e  at  the  other  anode  has  risen  to  a  point  where  an  arc  is 
i  between  it  and  the  cathode.  To  make  this  action  more 
the  path  of  the  current  through  the  battery,  due  to  one  side 
;  wave,  has  been  shown  in  plain  arrow  heads,  while  that  due 
:    other  half  of  the   wave  is   indicated  by  the   arrow   heads   in 


Fig.  240().     Control  and  Operating  Circuits 
for  Mercury  Arc  Rectifier. 

POWER   SUPPLY   CIRCUITS 

NEW  YORK,  ONTARIO  &  WESTERN 

l"ig.  2507  is  a  diagram  of  circuits  and  apparatus  for  supplying^ 
electric  power  to  the  electro-pneumatic  interlocking  plant  at  Falls- 
burgh  Tunnel,  on  the  New  York,  Ontario  &  Western,  where  double- 
track  converges  into  single  track  through  the  tunnel  and  one  plant 
controls  the  switches  and  signals  at  both  ends.  Current  is  nor- 
mally furnished  by  one  of  the  air-driven  generators,  supplied  with 
air  from  the  switch  and  signal  mains.  One  generator  is  held  in 
reserve  and  a  primary  battery  is  also  installed  of  sufficient  capacity 
to  operate  the  plant  should  both  generators  break  down  at  the 
same  time.  Indicator  A  is  controlled  by  a  track  circuit  through 
the  tunnel.  It  has  a  stick  wiring  (not  shown)  so  arranged  that 
after  the  train  enters  the  section  with  a  clear  signal,  the  indicator 
cannot  pick  up  until  the  train  has  left  the  section  and  the  signal 
has  been  restored  to  the  normal  position.  As  shown  the  indicator 
breaks  all  signal  control  circuits.  The  relay  B  is  also  controlled: 
by  the  indicator,  and  in  turn  controls  lock  circuits  for  thc- 
various  functions. 


Figs.  2498-3505       BLOCK  AND  INTERLOCKING  ACCESSORIES.  Power  Supply. 
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Figs.  2498-2501.     Storage   Battery  Charging  Switch.    The  Union  Switch  &  Signal  Company. 


*lMg.    2503.      Copper    Terminal    Mica 
Enclosed   Fuse. 


Fig.  2505.     Fuse  Plug. 
Central    Electric 
^Fig.  2504.     Copper  Terminal  Fuse.  Company. 


Fig.  2502.     Cooling   Coils   and   Drip   Tanks 

for  Electro-Pneumatic  Interlocking 

Plant.     New  York,   Ontario 

&   VV^estern. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES.  Power  Supply.       Figs.  2506-2507 
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Fig.  2506.     Air  Compressor  Plant  Using  Air  Brake  Apparatus.     New  York,  Ontario  &  Western. 
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Fig.   2507.     Circuits  for   Power  Supply,   Electro-Pneumatic    Interlocking    Plant.     New 

York,  Ontario  &  Western. 


Figs.  3508-3509     BLOCK  AND  INTERLOCKING  ACCESSORIES,  Power  Supply. 
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Fig.  2508.    Three-Prcsstire  By- Pass    System    for    Electro* 

Pneumatit  Interlocking  Plants.      New  York  Central 

&  Hudsnn  River. 
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Fig.  2509. 
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Standard  Connections  to  Air  Compressors,  Water  Cooler,  Air  Reservoir,  Cooling  Coils  and  Aux 
Reservoir  for  Electro-Pneumatic  Interlocking  Plant.     New  York  Central  &  Hudson  River. 


Names  of  Parts  for  Three-Pressure   By-Path  Sjrstem;  Fig.  21(08. 


A 

High  Pressure  Line 

1 

2"   Ts 

Q    L.  P.  Gauge 

B 

Intermediate  Pressure 

J 

2"  Vs 

R    H,  P.  Gauge 

C 

High   Pressure   Foster  Reducing 

K 

2"  X  2"  X  %"  Ts  for  Hose  Con- 

S    Siphon  Pipe 

Valve 

nections 

T    2"  X  1"  X  2'*  r 

D 

Low  Pressure   Foster   Reducing 

L 

1"  Globe  Valve 

U    Floor  Line 

Valve 

M 

1"  Union 

V    2"  X  ^^  Nipples 

E 

H.  P.  By-Path 

N 

Drip  Tank  or  Reservoir 

W  2"  X  7^^"  Nipples 

F 

L.  P.  By-Path 

0 

Intermediate    Pressure     Storage 

X    L.  P.  Storage  Tank 

G 

2"  Globe  Valves 

Tank 

H 

2"  Flange  Unions 

P 

I.  P.  Gauge 

BLOCK  AND  INTERLOCKING  ACCESSORIES,  Power  Supply.      Figs.  2510-2520 


I    ^^jtppff.  ^^8^-  2512.     Standard  Piping  and  Water  Cooling  Con- 
nections  for  Air  Compressor  Plants.     New  York 
Central  &  Hudson  River. 
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Fig.  2513.  Elevated 
Railroad  Type  of 
Auxiliary  Reser- 
voir. The  Union 
Switch  &  Signal 
Company. 
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igs.  2510-2511.    Method  of  Supply- 
ing   Air   to    ElectrorPneumatic 
Signals   on   Bracket    Post. 
Pennsylvania  Railroad. 


Fig.    2516.     Hose    Connection    with    Union. 
The  Union  Switch  &  Signal  Company. 


Figs.    2514-2515.     Expansion    Joint 

for  Condenser.     The  Union 

Switch  &  Signal  Company. 


Figs.   2517-2518.      Expansion   Joint   for  Air    Pipe. 
Union  Switch  &  Signal  Company. 
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Fig.     2519.    Auxiliary      Reservoir. 

The  Union  Switch  &  Signal 

Company. 
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Fig.  2520.    Alcohol  Inlet  Valve  for  Air  Pipe.    New  York 
Central  &  Hudson  River. 


Figs.  2521-2532     BLOCK  AND  INTERLOCKING  ACCESSORIES,  Power  Supply. 


Fig.    2522.     Auxiliary 
Reservoir. 


Fig.  2521.     Main  Reservoir. 


Fig.  2523.     Auxiliary  Res- 
ervoir and  Dwarf  Signal 
Foundation  Combined. 


Figs.  2521-2523.     Reservoirs.    The  Union  Switch  &  Signal  Company. 
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Figs.  2524-2525.     Flange   Union.  Figs.   2520-2527.     Insulated    Flange 

Union. 

Figs.  -2524-2527.     Unions.     The  Union  Switch  &  Signal  Company. 
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Fig.  2528.     Pipe   Insulation.     H.   W.  Johns- 
Manville  Company, 


Fig.    2529.     Ingersoll-Sergeant   "Class  A-I" 
Air  Compressor. 


Fig^.     2->"l(U2532.      Pipe     Unfons 

with    Ground    Brass    Seats. 

National  Tube  Company. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,  Power  Supply.       Figs.  3533-3538 


Ingersoll-Sergeant   Motor-Driven  Air  Compressor, 
borough   Rapid  Transit  Company. 
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2534.     Ingersoll-Sergeant  Air  Compressor. 

of  St.  Louis. 


Terminal  Railway  Association 


Figs.      2535-2538.       "Kewanee" 

Brass   and   Malleable    Iron 

Self-Seating     Ball     Joint 

Flange  Union.     National 

Tube   Company. 


Figs.  a5a9-a$44     BLOCK  AND  INTERLOCKING  ACCESSORIES.  Power  Supply. 


Numbers  Refer  to  List  of  Names  of  Parts  on  Following  Page. 


146  146 

I    85        ^^^ 


Figs.  2.V{J)  2.'»40.     Vertical  Gasolene  Kiiffine.      Fairbanks-Morse  &  Co. 


Letters  Refer  to  List  of  Nam;s  of  Parts  on  Following  Page. 


Figs.  2541-2.544.     Horizontal  Gasolene  Engine.     Fairbanks-Mor.se  &  Co. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES.  Power  Supply.      Figs. 


a545-2552 


or    Dl        DD    DA 


DC 


rz 


Figs.   2545-2552.     Detail  Parts  of  Horizontal  Gasolene 
Engine.     Fairbanks-Morse  &  Co. 

Names   of   Parts,   Fairbanks-Morse   Vertical   Gasolene   Engine; 
Figs.  2539-2540. 


Cylinder 

89    Igniter  Collar 

Bearing  Plate 

90    Mica  Washers 

Hand  Hole  Plate 

91    Movable  Electrode 

Stud 

93    Catch  Spring 

Bearing  Plate  Stud 

94    Eye  Screw 

Base 

96    Spiral  Spring 

Cylinder  Head 

98    Igniter  Rod  and  Nut 

My   Wheel 

99    Igniter  Paid 

Exhaust  Valve  and  Spring 

100  Igniter  Pavjl  Block 

Admission  Valve  and  Spring 

102  Igniter  Pazvl  Spring  Stud 

Exhaust  Rocker  Bracket 

115  Large  Gear  with  Shaft 

Exhaust  Rocker  Pin 

lie  Exhaust  Cam 

Exhaust  Rod  and  Nut 

130  Pump  Link 

Exhaust  Cam  Roller 

131  Pump  Link  Pin 

Exhaust  Rocker  Roller 

132  Pump  Plunger 

Igniter  Body 

133  Pump  Gland 

Ignition  Studs 

134  Pump  Body 

Fixed  Electrode 

135  Pump  Valve  Chamber 

Fixed  Electrode  Thumb  Nuts 

138  Pump  Cap  Screw 

MB 


144  Reservoir  on  Cylinder 

145  Reservoir  Cap  Screzv 

146  Throttle  Valve  Hand  Wheel 


Names   of   Parts,    Fairbanks-Morse   Horizontal   Gasolene    Engine;   Figs.   2541-2552. 


Gasolene  Pump  Plunger 

CW 

Slotted  Cam  on  Exhaust  Rod 

FQ 

Gasolene  Pump  Packing  Nut 

DA 

Needle    Valve  Stem   to   Bunsen 

FV 

Swing    Checks.     Pump    Connec- 

Burner 

FW 

tions 

DB 

Needle  Valve  Handle 

FY 

'T/'    Gasolene    Pump    Connec- 

DC 

Burner  Bracket  and  Oil  Cup 

tions 

DD 

Bunsen  Burner  Body 

FZ 

Piston 

DE 

Bunsen  Burner  Packing  Nut 

Connecting     Rod     Crank   Brass. 

DF 

Perforated  Air  Sleeve 

GB 

Back 

DI 

Burner  Nozzle 

GC 

Connecting     Rod     Crank   Brass, 

£S 

Spiral  Spring 

GP 

Cap 

ET 

Spring    Around    Movable    Elec- 

Connecting   Rod    Crank   Brass, 

trode 

GG 

Bolts  and  Nuts 

F 

Starter  Pump  Base 

GH 

Combination  Cock  Body 

FD 

Starter  Pump  Piston,  Tup  Sec- 

GO 

Bearing  Bracket  for  CR 

tion 

Bearing  Bracket  for  CR 

FE 

Starter    Pump    Piston,    Bottom 

HH 

Shaft  of  Valve  Lock 

Section 

HI 

Arm  Operating  Valve  Lock 

FG 

Starter  Pump  Cap 

HK 

Collar  Hub  for  CU 

FH 

Barrel  of  Starter  Pump 

JJ 

Spring  Blade  for  Suction  Valve 

FI 

Starter  Pump  Piston  Rod 

KK 

Lock 

FO 

Screw  Cap  Plunger  Guide 

LL 

Roller  on  CS 

FP 

Tube    Screzved     Into     Cylinder 

Detonator  Plunger 

Plunger  Cap 

Plunger  Spring 

Curved     Pipe     From     Starter 

Pump 
Cap      Over     Filling     Hole     in 

Pump  Base 
Hexagon  Nut 
Half  Union  Connection 
Washer    and    Nut    for   Starter 

Pump  Lever  Cock 
Chimney 

Asbestos  Chimney  Lining 
Leather    Packing    for    Starter 

Pump 
Igniter  Tube 
Brass  Bushing  for  HH 
Igniter  Tube  Plate  in  Cylinder 
Cylinder  Head 
Upper  Engine  Base 
Pillow  Block  Caps 
(Continued  on  following  page.) 


Figs.  2553-3555       BLOCK  AND  INTERLOCKING  ACCESSORIES,  Relays. 


MA  Governor  Weight  Arm 

MB  Governor    Sleeve    on    Engine 

Shaft 

MC  Governor  Tension  Spring 

MM  Lower  Engine  Base 

N  Exhaust  Valve  Case 

NA  Exhaust  Cap 

NB  Exhaust  Valve  Pipe  Flanges 

NC  Exhaust  Valve 

ND  Exhaust  Valve  Guide  Ends 

NE  Exhaust  Valve  Spring 

NG  Exhaust  Rod  Roller 

NL  Exhaust   Valve  Spring  Cover 

NN  Exhaust  Rod 

NR  Xut 

OD  Admission    Valve 

PQ  Jgnitcr  Pa7cl 

QE  Piston    Rings 

QH  Connecting  Rod  Pin  in  Piston 

QK  Crank  in  Engine  Shaft 

QL  Connecting  Rod 

QQ  Governor  Tension  Spring  Eye- 
Bolts 

QS  Pin    in    Governor    Bracket    for 

Weight 

QT  Studs    and    Nuts    for    Bolting 

Exhaust     Valve    Shell     to 

Cylinder 

R  Ely  Wheel 

RA  Governor  Fly  Wheel 

RC  Exhaust   Rod  Guide  Bracket 

RD  Detent  Catch  Bracket 

RE  Gasolene  Reservoir 

RF  Throttle     I  olve     Dial     Index 

Pointer 

RG  Suction  Valve  Cap 

RP  Gasolene  Pump  Body 

S  Oil  Cup 

SA  Connecting  Rod  Oiler 

SD  Jgniter  Stud 

SF  Mica  Insulating  Washer 

SQ  Governor  Detent   Catch 

SR  Di'/r;//  Cf7/c/i  Roller 

SU  Exhaust  Rod  Rocker  Arm 

SW  /^or/l^rr  .4rm  Pm 

TQ  Taper  Pin  in  Bracket 

TU  C.  6\  //.  Bo//j 

TW  Gasolene  Pump  Cap  Screxv 

UC  Bearing  Oiler  Cap 

VA  Throttle   Valve  Stem 

VC  Gasolene     Reservoir     Packing 

Nut 


VD  r//ro///^  Valve  Dial 

W  Large  Gear 

WB  Cam  on  Large  Gear 

WC  Cam  ^/w//  o«  Large  Gear 

WN  Rocker  Arm 

WP  Bracket  Bearing 

WQ  Pflxc'/  Adjusting  Bolt 

WS  Adjusting  Thumb  Nut 

WW  /^;n7rr  Rocking  Shaft 


wx 

Brflcifef/ 

X 

Engine  Cylinder 

XA 

Engine  Cylinder  Rin 

XB 

Stud 

XC 

Stud 

XD 

Stud 

XK 

Set  Screws  in  Pisio 

KL 

Stud 

XM 

Bolt 

Elevation. 


Inverted   View,  Showing  Arrangement  of  Polarised 
Armature  and  Polar  Contacts. 
Figs.  2553-2555.    Model  1  Relay,  Polarized  Type. 


Inverted  Viezv,  Shoiving  Arrangement  of  Neutra 

Armature  and  Contacts. 
The  Union  Switch  &  Signal  Company. 


BLOCK  AND  INTERLOCKING  ACCESSORIES,  Relays.      Figs.  2556-2559 


Figs.  2556-2557.     Plan  and  Sectional  Views  of  Model  1 

Relay,    Neutral    Type.     The   Union   Switch 

&  Signal   Company. 


Figs.    2558-2559.     Model    1-C    Relay.    The    Union 
Switch  &  Signal  Company. 


THE  ''UXIVERSAL"  RELAY 

THE  UNION   SWITCH  &  SIGNAL  COMPANY 


The  polarized  relay,  made  by  the  Union  Switch  &  Signal  Com- 
pany.  Figs.  2553-2555,  consists  of  an  ordinary  relay  with  the  addi- 
tion of  a  polarized  armature  and  permanent  magnet.  The  perma- 
nent magnet  can  be  seen  in  the  elevation.  Fig.  2r)r)3,  centrally  placed 
a  little  in  front  of  the  regular  relay  coils.  Below  this  permanent 
magnet  is  suspended  the  polarized  armature,  which  swings  on  its 
center.  Its  extremities  are  near  the  pole  pieces  of  the  neutral 
magnet,  as  can  be  seen  from  the  inverted  view.  The  arrangement 
is  such  that  both  ends  of  the  polarized  armature  have  the  same 
sign    Which,    when    the    neutral    magnet    is    de-energized,    is    opposite 


to  that  of  the  neutral  pole  pieces,  which  both  have  like  signs  also. 
Consequently,  when  the  neutral  magnet  is  de-energized,  the  polar- 
ized armature  tends  to  assume  a  neutral  position,  but  as  soon  as 
current  flows  in  the  coils  of  the  neutral  magnet,  its  poles  become 
of  opposite  polarity,  and  one  attracts  the  adjacent  end  of  the 
polarized  armature  while  the  other  pole  repels  its  adjacent  end. 
This  causes  the  polarized  armature  to  swing  through  a  small  arc 
and  make  appropriate  contacts.  When  the  current  in  the  neutral 
magnet  is  reversed,  the  pole  that  attracted  its  adjacent  end  of  the. 
polarized  armature   will   repel   it  and   vice  versa. 


(S97) 


Figs.  2560-3562     BLOCK  AND  INTERLOCKING  ACCESSORIES,  Relays. 


J'iK.    2502.     Model    2    Relay,    Neutral    Type;    Inverted 

View,  Showing  Arrangement  of  Armature  and 

Contacts.     The  Union  Switch  &  Signal 

Company. 


Figs.    2500-2561.     Sectional    View    of    Model    2    Relay, 

Neutral  Type.     The  Union  Switch  &  Signal 

Company. 


HKAVY   CURRENT   RELAY 

GENERAL  R.MLWAY  SIGNAL  COMPANY 

At    electric    interlocking    plants    and    other    places    where    heavy 


currents  must  be  broken,  special  relays  must  be  provided  in  order 
that  the  points  shall  not  be  burned  ofT  by  an  arc.  Such  a  relay, 
made  by  the  General  Railway  Signal  Company,  is  shown  in  Fig. 
2568.  and  a  wiring  diagram  illustrating  its  operation  in  Fig.  2565a. 
It  consists  of  vertical  magnet  coils  mounted  on  a  slate  base  with 
the    armature    and    contact    arms    on    top.      The    armature    opens   by 


gravity  through  a  counterweight.  The  upright  fixed  contact  con- 
sists of  an  iron  core  on  which  a  heavy  carbon  contact  block  is 
fastened.  About  the  core  is  wound  a  low  resistance  coil  fonninf 
part  of  the  circuit  between  the  contact  block  and  binding  post.  If 
an  arc  should  form  when  the  contact  opens  the  magnetic  flux  from 
the  coil  would  extinguish  it. 


NEUTRAL    RELAY 


(,E\ER.\L  RAILWAY 
Figs.  2566-2567  show  the  neutral  relay,  Model  »,  made  by  the 
General  Railway  Signal  Co.  This  relay  is  provided  with  four 
platinum  to  graphite  front  contacts  and  four  platinum  to  platinum 
back  contacts.  The  top  and  bottom  frames  are  of  brass,  and 
the  working  portion  of  the  relay  is  enclosed  and  sealed  in  a  glass 
case.  All  parts  are  highly  insulated  and  subjected  to  a  breakdown 
test  of  3,500  volts. 

The  magnetic  circuit  is  short,  and  the  cores  are  rigidly  fas- 
tened to  the  brass  top.  The  coils  are  form  wound  and  taped  after 
which    they    are    treated    by    the    vacuum    process,    which    deposits 


SIGNAL  COMPANY 

a  layer  of  insulating  material  around  each  individual  wire,  and 
in  addition  provides  protection  from  mechanical  injury  to  the 
outside  of  the  coil.  These  coils  are  removable  without  opcnini 
the  relay,  by  taking  off  the  yoke  from  the  top  and  the  hard  rubber 
shells,  after  which  the  coils  can  be  slipped  off. 

Ample  room  is  allowed  for  extra  large  coils,  thus  providing 
for  a  low  pick-up  point.  These  relays  arc  adjusted  to  drop  t**y 
at  one-half  of  the  pick-up.  Binding  posts  arc  readily  accessible  and 
strongly  constructed.  The  over-all  dimensions  of  the  relay  i^* 
approximately  6"  x  7"  x  8^2*. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,  Relays.  Figs.  asea-asCsa 
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Figs.   25G3-25G4. 


Model    9    Neutral     Relay. 
&  Signal  Company. 


The    Union    Switch 


Fig.  2565.     Heavy   Current   Relay.     General 
Railway   Signal   Company. 


Fig.    ioOoa.      Circuit    Diagram    for 
Fig.  2565. 


POLARIZED  RELAY 

GENERAL  RAILWAY  SIGNAL  COMPANY 

The   Model  9  polarized   relay   is  shown  in   Figs.   2568  and  2569.  which   swings   between   the   neutral   pole  pieces,   is   suspended   below 

It   is  of  the  same  size  and  construction  as  the  neutral  relay  except  the    permanent    magnet.      The    principles    involved    in    its    operation 

for    the    addition    of   a   permanent   magnet    and    polarized   armature  are  the   same  as   in  the  case  of  the   Union   Universal   relay,   Figa. 

with   the  necessary  contacts.     The  polarized  armature,  one  end   of  2553-2555. 
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Figs.  2566-2568         BLOCK  AND  INTERLOCKING  ACCESSORIES,  Relays. 


Fig.  266t>-     Model  IJ  Nciural  Relay,  Front  View.    Gencr^tl 
Kaihvay  Signal  Company, 


Fig.  2567.     Model  9  Neutral  Relay,  Rear  View.     General 
Railway   Signal   Company. 


Fig.   2568.     Model  9   Polarized    Relay.     General    Railway 
Signal  Company. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,  Relays. 


Figs.  2569-2570 


POLARIZED  RELAY 

HALL  SIGNAL  COMPANY 
The  "Neutral  Polar  Relay,"  made  by  the  Hall  Signal  Company 
(Figs.  2374-2575)  consists  of  a  neutral  and  a  polarized  armature 
with  contacts  on  each,  whose  magnets  and  binding  posts  are  mounted 
on  a  porcelain  base.  The  polarized  armature  B  consists  of  a  per* 
manent  magnet,  carrying  contact  fingers  at  one  end  and  is  pivoted 
in  the  center  between  the  magnets.  The  front  end  operates  between 
the  two  magnet  core  pole  pieces  C,  which  are  extended  to  the  sides 
of  the  magnets,  and  the  back  end  carries  the  contacts  F.  On 
account  of  the  arrangement  of  the  polarized  armature  between 
the  pole  pieces  and  back  strap,  by  which  a  maximum  number  of 
the  lines  of  force  are  utilized  in  moving  it,  the  polarized  armature 
operates  on  a  very  small  amount  of  energy.  The  moving  parts  of 
the  instrument  are  protected  by  a  glass  cover,  clamped  in  place, 
with  provision  made  for  scaling.  The  neutral  armature  A  carries 
four-contact  fingers,  E  back  and  D  front,  and  the  polarized  armature 
can  carry  two  fingers  by  which  two  separate  contacts  are  provided. 
Connection  between  the  contact  fingers,  magnets,  etc.,  and  the  bind- 
ing posts  is  made  by  wires  passing  through  the  porcelain  base  and 
running  in  grooves  in  the  bottom.  All  holes  for  the  wires  are 
sealed  with  wax. 


^ig.    25(j9.     Model   9   Polarized    Relay,    Inverted    View, 

Showing  Neutral  and  Polarized  Armatures. 

General  Railway  Signal  Company. 


Fig.  2570.     Neutral  Relay.     General  Electric  Company. 
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Figs.  2571.2575         BLOCK  AND  INTERLOCKING  ACCESSORIES,  Relays. 


THE  HALL  DIFFERENTIAL  RELAY. 

This  relay-  (Figs.  8571-2573)  is  used  in  coQnection  with  tbe 
Hall  wireless  system  of  control  for  home  and  distant  automatic 
signals,  Fig.  380: 

The  two  coils  at  the  riglvt  of  the  figure  are  regular  neutral 
coils  of  a  track  relay,  wound  to  4  ohms.  The  four  coSs  at  the  left 
are  the  coils  of  the  differential  relay  arranged  90  that  the  bade 
straps  connect  coils  diametrically  opposite.  One  let  of  tiiese  coib 
connected  by  one  back  strap  is  wound  to  a  r^istanee  of  %  ohm, 
the  other  set  is  wound  to  a  higher  resistance,  for  example,  6  c^uns. 

The  track  relay  coils  arc  piovided  with  an  armature  as  in  the 
General  Railway  Signal  Company's  Model  9  relay  (Figs.  S566-S569). 
The  differential  armature  is  pivoted  in  the  middle  and  swings 
between  the  pole  pieces  of  the  differential  coils.  The  magnet  cores 
and  binding  posts  are  mounted  on  a  brass  frame  which  rests  on 
a  glass  dish,  which,  in  turn  rests  in  a  second  brass  frame.  Tbe 
two  frames  are  held  together  by  brass  screws.  The  binding  posts 
are  supported  in  such  manner  that  they  cannot  tum«  and  tlw  coils 
are  form- wound.  The  lower  part  of  the  relay  is  watertight  and 
can  be  sealed. 


Figs.   2571-2573.     DiflFercntial   Relay.     Hall   Signal 
Company.     See  Fig.  380. 


Figs.  2574-2.575.    Glass  Enclosed  Porcelain  Base  Polarized  Relay.    Hall  Signal  Company. 


Names  of  Parts,  Hall  Polarized  Relay;  Figs.  2574-8575. 
A    Neutral  Armature  E    Back  Contact  K    Contact  Spring  O    Insulating  Contact  Support 

B    Polar  Armature  F     Polar  Contact  L    Trunnion  Support  P    Clamp  for  Glass  Shield 

C    Neutral  Pole  Piece  G    Binding  Post  M    Magnet  Q     Trunnion  Screxv 

D    Front  Contact  H    Porcelain  Base  N    Back  Strap  or  Yoke       R    Glass  Shield 
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BLOCK  AND  INTERLOCKING  ACCESSORIES.  Relays. 


Figs.  3576^^581 
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Fig.  2576.     Glass   Enclosed,   Porcelain   Base 
Neutral   Relay.     Hall   Signal   Company. 


rig.  'loll.    Neutral  Enclosed  Relay.    American  Railway 
Signal  Company. 
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Figs.  2576'-2o81.     Neutral   Enclosed   Relay.    American  Railway  Signal 
Company.    See  Fig.  2577. 
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Figs.  2582-2584 


BLOCK  AND  INTERLOCKING  ACCESSORIES,  Relays. 


Names  of  Parts,  Neutral  Relay;  Fig.  2583. 


1  Base 

2  Maf^nct 

3  Magnet  Support 

4  Front  Contact  Finger 

5  Armature 

6  Armature  Support 

7  Adjusting  Screw  Jam  Xut 

8  Adjusting  Screw 

9  Contact  Finger  Support 
10  Flexible  Connection 


11  Back  Strap  or  Yoke 

12  Tension  Spring 

13  Contact  Spring 

14  Trunnion  Support 

15  Back  Contact  Finger 

16  Contact  Finger  Pedestal 

17  Tension  Spring  Adjusting  Screw 

18  Pedestal  for  17 

19  Name  Plate 

20  Binding  Post 


Names  of  Parts,  Neutral  Relay;  Fig.  2584. 


1  Armature 

2  Armature  Lezer 

3  Contact  Spring  Support 

4  Contact  Spring 

5  Counterweight 

6  Binding  Post 


7  Contact  Block 

8  Magnet 

9  Bo^^ 

10  Flexible  Connection 

11  Trunnion  Support 

12  5'rrfu; 


Fig.  2582.    Mercury  Contact  Relay.    McClintock 
Manufacturing  Company. 


Fig.   2583.     Neutral   Relay.     Railroad   Supply 
Company. 


THE  MERCURY  CONTACT  REL.W 

McCLINTOCK  MANUFACTURING  COMPANY 
Fig.  2582  is  a  view  of  the  relay  made  by  the  McClintock  Manu- 
facturing Company.  No  contact  fingers  are  used,  but  circuits  arc 
controlled  by  mercury  in  hollow  glass  rings  from  which  ,thc  air 
has  been  exhausted.  Platinum  points,  scaled  into  the  glass,  project 
within  the  tubes  and  with  these  the  mercury  makes  contact  when 
the  ring  is  revolved  to  a  certain  position.  Motion  is  transmitted 
to  the  glass  rings  from  the  armature  by  a  system  of  levers  acting 
on  a  shaft  on  which  clamps  are  mounted  to  hold  the  rings.  The 
shaft  turns  in  trunnion  bearings.  Flexible  spirals  of  insulated  wire 
connect  the  platinum  contact  points  to  the  binding  posts  mounted 
on  a  marble  top.     The  whole  relay  is  glass  enclosed. 


Fig.    2584.     Neutral    Relay.     Railroad    Supply 
Company. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,  Relays.       Figs.  2585-2589 


FiK.  '2oiCh     Enclosed  Slate  Base  Relay.     Railroad  Supply  Company. 


Fig.  2586.     Inverted  View  of  Relay  Shown 
in  Fig.  2.588. 


Fig.  2587.     Sectional  View  of  Relay  Shown 
in  Fig.  2588. 


Fig.    2588.     Enclosed    Neutral    Relay. 
Railroad  Supply  Company. 


Fig.  2589.    Detail    of  Contacts  of  Relay 
Shown  in  Fig.  2585. 
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Figs.  2590-2594     BLOCK  AND  INTERLOCKING  ACCESSORIES,  Relay  Shelters, 


Fig.    2:jm. 


Universal    Relays    and    Lightning 

Arresters  in  Placo.     The  Union 

Switch   &  Signal   Company, 


Fig.    2591.     Iron     Relay    Box    for 

Crossing  Bell  Post.    The  Union 

Switch  &  Signal  Company. 


¥ig.  2592.     Wooden   Relay  Box  with  FVost 
Door.     Bryant   Zinc   Company. 


Figs.  2593-2594.     Iron  Relay  Boxes  and  Posts.    Th 
Union  Switch  &  Signal  Company. 


BLOCK  AND  INTERLOCKING  ACCESSORIES,  Relay  Shelters.     Figs.  3595-3598 


Figs.   2o05-Jo9(3.     Cast   Iron    Instrument    Case.      The    Union    Switch    &    Signal 

Company. 


Figs.   2597-2598.     Two   Interlocking   Relays  in  Case.     Railroad  Supply 

Company. 


Figs.  2599-2605     BLOCK  AND  INTERLOCKING  ACCESSORIES,  Relay  Shelters. 


Fig.    JiJOl.     Relay    Box    and    Battery 
Chute.     Great   Xorthern. 


Figs.   2599-2600.     Single    Cast    Iron   Battery   Chute   with   Cast   Iron 
Post  and  Relay  Box.    The  Union   Switch    &  Signal   Company. 
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Figs.    2602-2603.     Relay    Box    or    Indicator 
Post.     Chicago   &   North-Western. 


Figs.   2604-2605.     Double    Iron   Relay 

Box  on  Iron  Pipe  Post.    General 

Railway  Signal  Company. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES.  Relay  Shelters.     Figs.  a6o6-a6i3 


C-.-D J 

i::v.vxr::-— : 

>o> 


c::::j:c.]::::J 
::-.v.r.-o::v:::: 

2 

© 

p* 

Figs.    2606-2«)07.     Double    Iron    Relay    Box. 
General  Railway  Signal  Company. 


Figs.    2608-2609.     Single    Iron    Relay    Box 
Mounted  on  Iron  Pipe  Post,  with  Cast 
Iron  Base.   General  Railway  Signal 
Company. 


.Fig.   2610.     Relay    Box    for   Interlock- 
ing Relay,  Figs.  574-57o.     Railroad 
Supply   Company. 


Fig.  2611.     Relays  in  Iron  Relay  Box. 
Bryant  Zinc  Company. 


Fig.   2612.     Relays,    Resistances    and    Storage    Cells    in    Box 
Set  into  Signal  Bridge  Leg.     Delaware,  Lackawanna 
•  &  Western. 
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Figs.  3613-2643    BLOCK  AND  INTERLOCKING  ACCESSORIES.  Signals  and  Fittings. 
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♦Figs.  2G13-2642.    Typical  Arrangements  of  Signals. 


Names  of  Parts;  Figs.  2613-2642. 


1  Lozv  Pot  Signal. 

2  High  Pot  Signal 

3  One- Arm  Dwarf  Signal 

4  Two- Arm  Dzvarf  Signal 

5  Three- Arm  Dwarf  Signal 

6  One- Arm  Bridge  Signal 

7  Two- Arm  Bridge  Signal 

8  Three- Arm  Bridge  Signal 

9  One-Arm   Ground  Signal 

10  Two- Arm  Ground  Signal 

11  Three- Arm   Ground  Signal 

12  One- Arm      Elevated     Railroad 

Signal 

13  Tzvo-Arm 

Signal 

14  One- Arm   Cantilever  Signal 

15  Tzvo-Arm  Cantilever  Signal 

16  Three- Arm  Cantilever  Signal 

17  OM^-^rm  Cantilever  Signal 


Elevated      Railroad 


18  Tzvo-Arm  Cantilever  Signal 

19  Three-Arm  Cantilever  Signal 

20  One- Arm   Bracket   Signal 

21  One-Arm  Bracket  Signal 

22  One-Arm    Bracket    Signal    zvith 

High  Doll 

23  One- Arm    Bracket    Signal    zvith 

High  Doll 

24  Two-Arm  Bracket  Signal 

25  Tzvo-Arm   Bracket   Signal,    One 

High  and  One  Lozv  Doll 

26  Two- Arm   Brctcket  Signal,    One 

High  and  One  Lozv  Doll 

27  Tzvo-Arm  Bracket  Signal 

28  Tzvo-Arm  Bracket  Signal 

29  Tzvo-Arm   Bracket  Signal,   with 

High  Doll 
80    Tzvo-Arm   Bracket  Signal,  zvith 
High  Doll 


BLOCK  AND  INTERLOCKING  ACCESSORIES,  Signals  and  Fittings.    Figs.  2643-2661 


"Figs.   2043-2<)t)l.     Typical  Arrangements   of   Signals. 


Names  of  Parts;  Figs.  2643-2C61. 


31  Three- Ann   Bracket 

32  Three-Arm  Bracket 
.33     Three- Arm  Bracket 

One  High  Doll 

34  Four-Arm   Bracket 

One  High  Doll 

35  Four-Ann   Bracket 

One  High  Doll 

36  Tzvo-Arm   Bracket 

37  Two- Arm   Bracket 

One  High  Doll 

38  Three -Arm  Bracket 

39  Three-Arm  Bracket 

One  High  Doll 

40  Four- Arm  Bracket 


Signal  41  Tivo-Arm   Bracket  Signal 

Signal  42  Tivo-Arm   Bracket  Signal,  zi'ith 

Signal,  with  One  High  Doll 

43  Three- Arm  Bracket  Signal 

Signal,  with      44  Three-Arm  Bracket  Signal,  nith 

One  High  Doll 

Signal,  with      45  Four-Arm  Bracket  Signal 

46  Two-Arm,     Three-Doll,    Lattice 
Signal  Post,  Bracket  Signal 

Signal,  with      47  Two-Arm,     Three-Doll,     Lattice 

Post,  Bracket  Signal 

Signal  48  Three-Arm,    Three-Doll,   Lattice 

Signal,  with  Post,  Bracket  Signal 

49  Three-Arm,    Three-Doll,  Lattice 
Signal  Post,  Bracket  Signal 
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Figs.  2662-2665     BLOCK  AND  INTERLOCKING  ACCESSORIES,  Signals  and  Fittings. 


Fi|^.  2()i]'2.    Three-Position,  Upper  Quadrant,  Normal  Clear,  Automatic  Block  Signals,  with  Top 
Post   Mechanisms,   on   the   Great   Northern.     General   Railway  Signal  Company. 
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Fig.  2(5^3.    Two-Doll  Bracket.  Normal 

Danger,  Automatic   Block  Signal. 

Central  Railroad  of  New  Jersey. 

Hall  Signal  Company. 


Fijs^    2(.)J)4.    Top    Post    Mechanism,    Three- 
Position,  Automatic  Block  Signal.    Bal- 
timore   &   Ohio.     General    Electric 
Company. 


•'Fig.  2GG5.    Type  of  Two- Light  Sema- 
phore Casting. 
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BLOC^  AND  INTERLOCKING  ACCESSORIES,  Signals  and  Fittings.     Figs.  2666-2670 


Fig.  26(57.     Hoboken  Terminal  Yard  Showing  Electro-Pneumatic  Signals  on 
Bridges.     Delaware,    Lackawanna    &   Western. 


'ig.     2^160.     Upper     Quadra^it, 

Electric  Motor  Signal. 

General   Electric 

Company. 


Fig.  2669.     Style  B  Motor  Signal  Operated  by  "Chloride 

Accumulator"  on  the  Southern   Pacific.     The 

Union  Switch  &  Signal  Company. 


Fig.    2670.     Upper    Quadrant,    Electric    Motor    Signal. 
General  Electric  Company. 
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Figs.  2671-2679     BLOCK  AND  INTERLOCKING  ACCESSORIES,  Signals  and  Fittings. 


Fig.  2671.     Electro-Pneumatic   Interlocking  Signals  on 
Bridges.     Delaware,  Lackawanna  &  Western. 


♦Figs.  2672-2G74.     Pipe  Guides  for  Iron  Pipe 
Posts. 


*Fig.  2G75.     Cast  Iron  Foundation  for  Iron 
Pipe  Posts. 


fiigs.  2676-2678.    Suspended  Automatic  Block  Signal.     New  York, 
New  Haven  &  Hartford. 


Fig.  2679.    Signal  Pia 
nacle.    The   Union 
Switch  &  Signal 
Company. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,  Signals  and  Fittings.     Figs.  2680-^1688: 


Figs.    2G84-2685.    Automatic    Block    Signal,    Electrified 
Lines.     New  York,  New  Haven  &  Hartford. 
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2680-2681.     Iron  Pipe  Bracket  Post.     Philadelphia 
&  Reading. 
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Method   of   Converting   a   Semaphore    Casting 
from  One  to  Two-Light. 
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2682-2683.     Concrete    Automatic    Signal    Founda- 
tion.    Southern  Pacific-Union  Pacific. 


♦Figs.   2686-2688.    Types  of  Two-Light  Semaphore  Castings. 


Figs.  2689-3703    BLOCK  AND  INTERLOCKING  ACCESSORIES.  Signals  and  Fittings. 
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Figs.  2680-2697.     Disk  Signal  Head  and  Details.    See  Figs.  403-407.     Hall  Signal  Company. 
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Figs.   2698-2699.     Mechanism   and    Battery    Case    for 

Electro-Gas  or  Electric  Motor  Signal.     Hall 

Signal  Company. 


Figs.   2700-2702.    Cast   Iron   Signal 
Foundation.    Michigan  Central. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,  Signals  and  Fittings.     Figs.  3703-2712 

Names  of  Parts,  Hall  Double  Head 
Disc   Signal;   Figs.  2708-2704. 

1  Iron  Pipe  Post 

2  Disc  Signal  Bracket 

3  Disc  Signal  Head 

4  Pinnacle 

5  U-Bolt 

6  Ladder 

7  Ladder  Brace 

8  Number  Plate 

9  Relay  Box 

10  Relay  Box  Clamp 

11  Signal  Base 

12  Foundation  Bolt 

13  Wire  Plug 

14  Lamp  Bracket 

15  Trunking  Cover 


♦Figs.  2705-2709.    Types  of  One- 
Light  Semaphore  Castings. 


Figs.  2703-2704.     Double-Head  Disk  Signal  Mounted  on  Iron 
Pipe  iNfcst.    See  Figs.  4(13-497.    Hall  Signal  Company. 
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♦Figs.   2710-2712.     Pipe    Guides 
for  Wooden  Signal  Posts. 


Figs.  2713-2723    BLOCK  AND  INTERLOCKING  ACCESSORIES,  Signals  and  Fittings. 
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FijJTs.     1*713-2714.     Timber     Foundation     for    Automatic 
Block  Signals.     Southern  Pacific-Union  Pacific. 


Fig.  2715.     Layout  for  Automatic   Block  Signals  at   a 
Station.     Southern  Pacific-Union  Pacific. 


Fig}  2716.     Location  Plan  for  Automatic  Block  Signal 
in  a  Gut  or  on  a  Fill.    Union  Pacific. 


♦Figs.   2717-2723.    Types   of  Two- 
Light  Semaphore  Castings. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,  Signals  and  Fittings.     Pigs.  2724-2733 
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Fig.  2724.     Standard  Iron  Pipe  Signal  Post.     New  York  Central  &  Hudson  River. 
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:s.    2725-2T2(>.     Diagram    Showing    Method   of    Num- 
bering Automatic  Block  Signals.     Southern 
Pacific-Union  Pacific. 
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:s.    2729-2730.    Number    Plate    for   Automatic    Block 
Signals.     New  York  Central  &  Hudson  River. 


Figs.    2727-2728.     Number    Plate    for   Automatic    Block 
Signals.     Southern  Pacific-Union  Pacific. 


s.    2731-2732.     Illuminated    Automatic    Block    Signal       Fig.    273:3.     Cast    Iron    Number    Plate    for    Automatic 
Marker.     Pennsylvania  Railroad.  Block  Signals.     Chicago,  Milwaukee  &  St.  Paul. 
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Figs.  2734-2768     BLOCK  AND  INTERLOCKING  ACCESSORIES,  Signals  and  Fittings. 
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Figs.     2734-274J.     Standard     Semaphore     Blades. 
New  York,   New   Haven   &  Hartford. 


♦Figs.  2743-2750.    Types  of  Three-Light  Semaphore  Castings. 


♦Figs.  275»-276i 
Types  of  Sema- 
phore Bearing 
for  WoodcB 
Signal   Posts. 


BLOCK  AND  INTERLOCKING  ACCESSORIES.  Signals  and  Fittings.      Figs.  2769-2775 


♦Figs.  -2770-2771.  Types  of  Three-Light  Semaphore  Castings. 


^^^ ___ p^- ^ 


;.  2709.     Standard   Clearance   Diagram    for   Sema- 
phore Signals.     New  York  Central 
&  Hudson    River. 


"Figs.   2772-2773.     Two   Typ  s  of   "Universal"   Semaphore 

Castings.     Four  Openings  for  Roundels  Are  Provided, 

So  That   the   Lantern    May   Be   Placed    Either   on 

Top  of  the  Post  or  on    One   Side. 


Fig.  2774.     Electric  Lamp  for  Semaphore   Lantern. 
Adams  &  Westlake  Company. 


Fig.  2775.    Semaphore  Lantern.     Adams 
&  Westlake  Company. 
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Figs.  2776-2788     BLOCK  AND  INTERLOCKING  ACCESSORIES,  Signals  and  Fittings. 
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Fij^s     SiTi'lllW.     UisFtant   Signtil    T.antern.     Chicago    &    |3wtt^ 

Western. 


Fig.  2770.     Long-IUirning  Fount  with   IVis- 

matic  Roriector.     Adams  &  Westlakc 

Company. 


No.l66aikvtvie(/ 
^*     trcn 


BackUaht 
Opu^Thickm&ni. 


_  1        e'Zmc  Arem     *%• 
IbtBackU^ 


6/ass  Oumnty 

^   Lampli¥kk 

y         ^"lanfhiOm. 

'No4  Blank  Scmw 


Figs.  2780-2788.     Semaphore  Lantern  and   Details.     Pennsylvania  Railroad. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,  Signals  and  Fittings.     Figs.  2789-2799 


Fig.  1189,    Twenty -four- Hour 

Burner.    Adams  &  West- 

lake  Company. 


Fig.  1*7! H*,     Long-Time  Burner.     Ad,tms  &  West- 
lake  Company, 


Fij,'.  27^2.     Long- Burning  Fount       Fig.  2703.    Loug-Burning  Fount, 
with   Reflector.     Dressei  Dressel  Railway  Lan^p 

Railwfiy  Lamp  Works,  Works. 


279L     Semaphore  Lantern.     Dressel 
Railway  Lamp  Works. 


^nm 


Figs.    2794-2798.      Semaphof-^     Lanterns     and     Fittings. 
Peter  Gfrav  &  Sons. 


Fig.    2799.      Twenty-fouT'-Hojir 
Burner.     Dressel  Railway 
Lamp  Works. 
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Figs.  2800-2813     BLOCK  AND  INTERLOCKING  ACCESSORIES,  Signals  and  Fittings. 


Figs.   2800-2801.     Mechanically  Locked    Semaphore    Bearing   for   (JO-Deg. 
and  75-Deg.  Signals.     The  Union  Switch  &  Signal  Company. 


Figs.  2802-2803.    Mechanically  Locked  Semaphore  Bearing  for  JM)-Deg. 
Signals.    The  Union  Switch  &  Signal   Company. 


"Figs.  2804-2800.    Cast  Iron  Signal  Foundations 
and   Balance   Lever  Stands   Combined. 


Figs.  2800-2808  show  a  mechanically  locked 
semaphore  bearing  made  by  the  Union  Switch 
&  Signal  Companjr.  The  object  of  this  device 
is  to  prevent  a  signal  from  being  cleared  by 
any  other  means  than  the  u])  and  down  rod. 
Figs.  2802-2808  are  used  for  90-  signals.  The 
up  and  down  rod  is  attached  to  une  end  of 
semaphore  crank  11,  which  has  a  jaw  at  it<^ 
other  end.  In  this  jaw  rests  a  lug,  at  the  end 
of  pawl  10.  10  is  pinned  to  segment  8.  which 
rests  against  a  lug  on  II.  8  engages  with  7  to 
clear  the  signal  when  the  rod  is  raised.  If  any 
attempt  is  made  to  clear  the  signal  by  moving 
the  semaphore  casting  the  lug  at  the  end  of  10 
will  slip  out  of  the  jaw  and  10  will  engage  the 
projection  of  the  bearing  casting,  thereby  pre- 
venting movement  of  the  semaphore  casting. 

Figs.  2800-2801  are  used  tor  (>o'  and  '.i' 
.signals.  The  up  and  down  n>d  is  attacheii  to 
crank  10,  which  turns  loosely  on  the  f-emaphore 
shaft.  Casting  21  is  rigidly  attache*]  to  the 
shaft.  It  carries  a  lug  which  project*  throufb 
the  opening  in  19.  I*awl  17  i>  pinned  to  21 
and  rests  normally  in  a  depression  of  the  cir- 
cumference of  19.  Any  attempt  to  clear  the 
signal  from  the  semaphore  casting  will  cause  17 
to  slide  out  of  its  seat  and  engage  in  the  notch 
of  the  casting  10,  thereby  preventing  movement 
of  the  .semapnorc  casting. 

Fig.  445  shows  a  semaphore  hearing  nude 
In'  the  American  Railway  Signal  Company. 
This  is  for  a  **p"ll  clear"  signal.  The  pawl  is 
pulled  from  engagement  with  the  quadrant  by 
the  tightening  of  the  chain. 

Figs.  40M  and  409  show  a  device  for  the 
same  purpose  made  by  the  Hall  Signal  Com- 
pany, as  applied  to  their  style  F  motor  mech- 
anism. Catch  34  is  rigidly  attached  to  the 
frame.  The  up  and  down  rod  is  pinned  to 
the  centrally  pivoted  pawl  on  the  end  of  ii. 
Anv  attempt  to  clear  the  signal  from  the  spec- 
tacle will  cause  the  pawl  to  revolve  about  it* 
center   and   engage   with    34. 


M'igs.     2807-2811.     Types      of     Back 
Spectacles. 


Figs.  2812-2813.    Cast  Iron  Ladder 

Foimdation.   The  Union  Switch 

&  Signal  Company. 


Names  of  Parts  Mechanically  Locked  Semaphore  Bearings;  Figs.  2800-280S 


Semaphore  Bearing 

9 

Pin  and  Cotters 

18 

Pin 

Semaphore  Shaft 

10 

Paul 

19 

female     Half     of     Semaphore 

Journal 

11 

Semaphore  Crank 

Crank 

Pipe  Plug 

12 

Adjusting  Bolt 

80 

Bushing 

Shaft  for  Semaphore  Crank 

13 

Hand-hole  Plate 

21 

Male  Half  of  Semaphore  Crank 

Semaphore    Crank    Shaft    Sepa- 

14 

Hand-hole  Plate  Clamp 

2r 

Adjusting  Bolt 

rator 

15 

Handle 

28 

Journal 

Segment 

16 

Semaphore  Bearing 

24 

Semaphore   Shaft  Separator 

Segment 

17 

Pazvl 

(4M) 


BLOCK  AND  INTERLOCKING  ACCESSORIES,  Slots.        Figs.  2814-2817 


THE    ELECTRO-MECHANICAL  SLOT 

The  electromechanical  slot,  when  separate  from  the  signal 
[>erating  mechanism,  is  placed  in  the  line  of  connection  to  me- 
tianically  operated  signals  in  order  to  insure  that  a  signal  will 
idicate  stop  even  though  the  lever  to  which  it  is  connected  may 
ot  have  been  restored  to  the  normal  position  after  the  passage  of  a 
ain.  It  is  particularly  valuable  at  the  entrance  to  the  first  block 
I  a  series  of  controlled  manual  blocks  insuring  the  restoration  of 
le  initial  signal  to  the  stop  position  and  its  lever  to  normal  after 
le  passage  of  a  train,  thus  preventing  the  possibility  of  othi'r  trains 
>lIovsing  on  the  same  clear   indication. 

ELECTRO-MECHAXICAL  SLOT 
THE  TNION  SWITCH  &  SIC.NAL  COMPANY 
The  electro-mechanical  slot  made  by  the  Union  Switch  &  Signal 
oinpany  is  shown  in  Figs.  2814-2820.  As  will  be  seen  from  Figs. 
» 14-281 5  the  up  and  down  rod,  which  is  moved  upward  to  clear 
ic  sigrnal.  is  carried  through  an  iron  box,  fixed  to  the  signal  post 
?tween  the  signal  arm  and  the  balance  lever.  Referring  now  to 
ififs.  2818-2S2n,  the  frame  K  and  the  parts  attached  to  it  move  up 
ad  down  with  the  rod.  The  electromagnet  M.  when  energized, 
eeps  rods  L'  and  E  rigidly  connected  and  the  signalman  has  full 
5ntrol  of  the  signal.  When  the  magnet  is  de-energized  the  lifting 
f  the  rod  U  does  not  lift  E,  and  consequently  has  no  effect  on  the 
gnal  arm.  Kod  U  is  connected  at  its  lower  end  to  tiie  balance 
rvcr  and  to  frame  K  at  J.  Frame  K  supports  the  magnet,  the 
uide  K',  spring  L  and  bolts  J  and  H.  The  lever  G  is  pivoted  so 
5  to  move  radially  on  H.  Spring  T  is  fixed  to  the  bottom  of  the 
ISC   and   presses  again^it   roller   I,  in   lever   G.    normally   holding  the 


l*~i|,^s.  2814-2815.     Electro-Mechanical  Slot  and  Rotary 

Circuit  Controller  Applied  to  an   Iron  Pipe 

Post  Signal,  Wire  Connected.  The  Union 

Switch  &  Signal  Company. 


Names 


Figs. 
(425) 


2816-2817.     Electro-Mechanical    Slot. 
&  Signal  Company. 


The    Union    Switch 


of 

Parts,     Electro-Mechanical 

Slot;   Figs.   2818-2820. 

B 

Buffer  Piston 

C 

Buffer  Shield 

D 

Buffer  Cylinder 

E 

Connecting  Rod 

F 

Pawl 

G 

Slanging  Lever 

H 

Bolt 

I 

Bolt 

J 

Bolt 

K 

Slide  Plate  Frame 

K' 

Guide 

L 

Spring 

M 

Magnet 

N 

Roller 

O 

Pivot  Bolt 

P 

Link 

Q 

Pivot  Sereiv 

R 

Armature 

S 

Pivot  Sereiv 

T 

Spring 

U 

Up  and  Down  Rod 

V 

Jaw 

W 

Bolt 

X 

Pivot  Bolt 

Y 

Bolt 

Figs.  2818-2821         BLOCK  AND  INTERLOCKING  ACCESSORIES,  Slots. 


Letters  Refer  to  List  of  Names  of  Parts 
on  Preceding  Page. 


Figs.   2818-2820.     Electro-Mechanical   Slot.     The    Union 
Switch  &  Signal  Company. 


latter  in    pusition    shown.      Roller    N,   in   lever   G,    rests   under  pa*l 
F,  which  is  pivoted  in  rod  E  at  X. 

The  centers  H,  X  and  X,  are  normally  (when  signal  operating 
lever  is  normal)  out  of  line.  Any  upward  pressure  applied  at  H 
consequently  tends  to  move  lever  G,  to  the  left  on  H,  as  a  pivot 
This  causes  roller  N  to  move  from  beneath  the  pawl  F,  whkh 
is  not  movable  to  the  left,  as  a  result  of  the  resistance  offered  by 
the  weight  of  the  semaphore  casting  pressing  downward  at  X 
upon  pawl  F.  When  magnet  M  is  energized  this  movement  side- 
wise  of  (1  is  rt-sisttd  at  (),  its  upper  extremity,  as  the  link  P 
pivoted  thereto  is  held  down  by  the  armature  R.  Pivots  S,  Q  and 
()  arc  normally  out  of  line,  so  that  when  M  is  de-energized  any 
attcmjit  to  move  G  to  the  left  causes  armature  R  to  more  up«-ard. 
the  pivot  S  being  fixed,  and  consequently  permits  the  roller  N  to 
move  from  under  i>awl  F.  But  if  the  magnet  M  is  energized  its 
power  is  ample  to  hold  R  down;  and  thus  to  prevent  the  move- 
ment of  roller  X  from  beneath  pawl  F.  Consequently  any  up- 
ward pressure  on  I'  lifts  the  frame  K  bodily  with  all  members  of 
the  slot  engaged  as  shown,  and  the  signal  is  thereby  cleared.  Spring 
T,  being  SL-curtjl  to  the  case  ctascs  to  press  against  lever  I  the 
instant  this  movement  begins,  and  hence  its  normal  tendency  to 
force  roller   X  under  pawl    F  is  not  present  when   the  signal  i*  clear. 

The  upper   part   of  the  slot   is  so  designed   as    to   provide  an  air 
cushion    for    relieving   the    shock   that    would    otherwise    result    wlwn 
the   signal    returned    automatically    to   the   stop   position.     Roller  3  is 
a    guide,    traveling    on    the    inside    of    the    cylinder,    but    not   at  any 
time    touching    the    surface    covered   by    the    piston.      When   a   signal 
has  been   put   in  the  clear   position,  all   the  movable   parts.   K.  M,  F. 
etc.,   are   in   the   upper  part   of   the  case,  and   E.    D.    B,    C.  etc..  are 
at  the  upper  extremity  of  their  stroke.     Point   I   is   free   from  sprinj 
T.      Then,    when   a   train    passes   and,    by   shunting    the    track  circuit 
dc-cncrgizes    M,    the   armature    R    is   released    and    the    weight  of  the 
semaphore    ca.sting,    acting    through    the    several    members    described, 
forces    the   roller    X    from    under    F.      The    rod    E.    with    its  artacb- 
ments   B,   C,   D,   then    drops  by   gravity,   restoring   the    signal  to  the 
stop     position.       If     now     the     signalman     pulls     the     rod     U    down 
again   and   attempts    to   clear    the    signal    a    >econd    time    (before  M 
has  been  re-energized)    he  can   push   up   U,   J,   N',    M,   etc.,  bat  this 
movement    will    have    no    effect    on    F    and    E,    and    the    signal  irill 
remain    in    the    stop    position.      When    the    train    goes    out  of  the 
block   section,    M    is    energized   and    the    signalman's   control  over  E. 
and   the  signal   is   ustortd. 


Fig.    2821.     Double    Electro-Mechanical    Slot    Mounted 
on  Wooden  Post.     Hall  Signal  Company. 


(M) 


BLOCK  AND  INTERLOCKING  ACCESSORIES,  Slots.  Figs.  2822-2823 


ELECTRO-MECHANICAL  SLOT 

HALL    SIGNAL    COMPANY 


The  Hall  Signal  Company's  electro  mechanical  slot  for  semaphore 
als,  shown  in  Figs.  2821-2823,  is  designed  to  be  mounted  near 
base  of  the  signal  post,  where  it  will  be  easily  accessible.  All 
able  parts  can  be  plainly  seen  and  easily  inspected  or  removed 
out  dismembering  the  entire  mechanism.  The  case  is  roomy 
not  over  large,  and  the  magnet  is  fixed.  The  details  and  con- 
ation arc  shown  in  Figs.  2822-2823.  In  this  drawing  A  repre- 
5  the  cast  iron  case;  B  is  the  lower  operating  rod,  and  C  the 
•r  operating  rod.  carrying  the  dashpot  Q.  attached  in  the  usual 
D  is  a  powerful  iron-clad  magnet  mounted  on  a  stand  which 
igidly  fastened  to  the  case;  E  is  the  armature  secured  loosely 
he  lever  F  by  the  threaded  pin  G,  G  is  slightly  smaller  than 
hole  in  F,  through  which  it  passes,  and  has  a  semi-spherical 
1.  after  the  manner  of  a  ball  and  socket  joint.  This  is  to  allow 
)  make  good  contact  with  D,  despite  any  small  lack  of  adjust- 
t  in  F.  Lever  F  is  pivoted  at  O.  H  is  a  phosphor  bronze 
ig  used  to  restore  lever  F  to  its  normal  position,  but  exerts 
ippreciable  pressure  otherwise.  I  is  a  cast-iron  sleeve  riveted 
hie  lower  rod  B,  and  carries  the  latch  J,  pivoted  to  the  lug  K, 
h  is  part  of  the  sleeve  I;  J  carries  a  roller  L,  to  reduce  fric- 
when  traveling  against  lever  F,  The  lower  end  of  C  extends 
in    B,  and  carries  a  pin   M,   working   in  slot   N,  cut  in    B.     This 


is  to  allow  the  signal  to  be  pulled  to  the  stop  position,  as  M  projects 
beyond  the  edge  of  B,  on  both  sides.  Both  rods  are  notched  at  P, 
to  allow  the  projection  of  latch  J  to  engage  with  upper  rod  C. 
When  the  magnet  D  is  energized  the  signal  can  be  cleared.  The 
magnet  holds  F  against  latch  J  by  pressing  against  roller  L,  and 
then  if  B  is  raised  C  must  also  go  up,,  for  latch  J  will  engage  with 
lower  end  of  C.  If,  while  the  signal  is  in  the  clear  position,  magnet 
D  becomes  de-energized  the  weight  of  the  semaphore  casting  acting 
against  lever  F,  through  C  and  latch  J,  will  force  F  away  from 
D  ;  and  J,  in  tripping,  will  allow  C  to  pass  by,  and  the  signal  will 
assume  the  stop  position.  When  F  is  forced  away  from  D  it 
compresses  spring  H,  which  remains  compressed  until  B  has  been 
restored  to  its  normal  position,  allowing  J  again  to  enter  the  notch 
P;  when  this  occurs  II  restores  F  to  contact  with  D.  If  it  is 
attempted  to  clear  the  signal  when  D  is  de-energized,  F  will  be 
forced   back   in   the   same  manner  as  above  described. 

The  double  slot,  shown  in  Fig.  2821,  is  used  where  two  arms  of 
a*  signal  arc  slotted,  and  is  much  more  compact  and  convenient 
than  two  single  slots.  This  slot  consists  essentially  of  the 
mechanism  of  two  single  slots  mounted  side  by  side  in  one  case, 
and    it   operates   exactly  as   above   described. 


ELECTRO-MECHANICAL  SPINDLE  SLOT. 

GENERAL     RAILWAY     SIGNAL     COMPANY. 


'he   spindle  slot  made  by   the  General   Railway   Signal   Company 

esigned   to   be   placed   on   the    spindle   of   a   signal   as  shown   in 

S824-2829.     It  consists   of   a   circular  iron  case   provided  with 

g    A,    Fig.    2825,    to   which    the    up   and    down    rod    is    attached. 

case    turns   loosely    on    the    spindle.      Inside    is  a   circular   disk 


fB\ 


s,%. 


Q--\ 


provided  with  a  square  hole  I»,  Fig.  2825,  in  the  center  for  attach- 
ing to  the  spindle.  On  the  disk  is  mounted  the  mechanism.  This 
consists  of  a  frame  supporting  tlie  magnets  and  a  dog  in  the  form 
of  the  segment  of  a  circle  and  a  projection.  The  projection  rests 
normally  in  a  notch  in  the  circumference  of  the  case.  Figs,  2827- 
2829.  In  the  upper  part  of  the  frame  is  pivoted  a  lever,  whose 
arms  are  at  right  angles.  The  short  arm  rests  normally  against  the 
upper  face  of  the  dog.  The  long  arm  carries  a  roller  working  in 
a  jaw  keyed  to  the  pin  which  carries  the  armature  arm.  This  pin 
is  supported  by  a  projection  on  the  disk.  When  the  magnet  is  en- 
ergized the  armature  acting  through  its  arm  and  the  jaw  and  lever 
holds  the  dog  in  the  notch,  and  the  signal  can  be  cleared.  Fig. 
2828.  When  the  magnet  is  de-energized  the  counterweight  of  the 
signal  forces  the  dog  out  of  the  notch  and  trips  the  armature,  as 
shown  in  Fig.  2829.  All  shock  is  absorbed  by  a  dash  pot  mounted 
on  a  bracket  above  the  arm  casting  so  arranged  that  the  casting 
will  strike  against  the  piston  rod,  as  shown  in   Figs.  2824,  2826. 


Names  of  Parts,  Electro-Mechani- 
cal Slot;  Figs.  2822-2823. 

A  Case 

B  Lozi^er  Operating  Rod 

C  •  Upper  Operating  Rod 

D  Magnet 

£  Armature 

F  Armature  Lever 

G  Armature  Screw 

H  Restoring  Spring 

I  Sleeve 

J  Latch 

K  Lug 

L  Roller 

M  Pin 

N  Slot   in  B 

O  Pin  and  Cotter 

P  Dog  on  J 

Q  Dash  Pot 


Figs.    2822-2823.      Electro-Mechanical    Slot. 
Hall  Signal  Company. 


Figs.  2824-2829        BLOCK  AND  INTERLOCKING  ACCESSORIES.  Slots. 
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FiK     2824a.      Semaphore     Shaft     Used     with     Electro- 
Mechanical  Spindle  Slot. 


Fig.    2S'J1.     Application    of   Elcctro-Mcchanical    Spindle 
Slot. 


Fig.  2825.     Details  of  Electro-Mechanical  Spindle  Slot. 


Fig.   2820.     Application   of   Electn^Mechanical    Spindle       Fig.    2827.     Normal    Condition    of    Electro- Mechanical 
Slot.  Spindle  Slot. 


Fig.  2828.     Electro-Mechanical  Spindle  Slot  Energized       Fig.  2820.   Electro-Mechanical  Spindle  Slot  Disengaged; 
and  Signal  Clear.  Signal  About  to  Assume  the  Stop  Position. 

Figs.    2824-2821).     Electro-Mechanical    Spindle    Slot.     General  Railway  Signal  Company. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,  Switch  Indicators.    Figs.  2830-2831 


SWITCH   INDICATORS 


'here  switches  occur  in  block  signaled  territory  they  are 
ently  protected  by  switch  indicators.  These  may  give  a  visual 
lible  indication  or  both.  \'isiial  indications  are  given  by  an  elec- 
y  operated  semaphore  arm  or  disk  mounted  in  an  iron  case  on 
t.  Audible  indications  arc  given  by  bells.  Indicators  are  placed 
the  switch  and  are  controlled  by  circuits  in  such  a  manner 
announce  the  approach  of  a  train  by  the  horizontal  position 
e  arm,  presence  of  the  disk  or  ringing  of  the  bell  when  the 
is  a  certain  distance  away,  usually  when  it  is  approaching  the 
t  signal  for  the  block  in  which  the  switch  ocCur*.  When 
announcement  is  given  the  switch  must  not  be  opened  until 
ain  has  passed. 

gs.  2832-2833  show  a  semaphore  switch  indicator  made  by  the 
Signal  Company.  The  magnet  is  mounted  vertically  on  a 
ron  frame  .'>,  which  also  forms  the  base  of  the  instrument, 
irmature  is  hinged  below  the  magnet  and  operates  the  sema- 
arm  3  by  operating  rod  10.  Springs  are  provided  on  each 
f  the  cover  7  to  hold  it  firmly  to  the  base.  This  indicator  is 
led  to  be  mounted  on  an  iron  pipe  post. 

second  design  of  semaphore  switch  or  tower  indicator  (Figs. 
'881),  made  by  the  Hall  Signal  Company,  is  constructed  on 
tne  principle  as  a  disk  signal  (Figs.  403-407).  The  semaphore 
t  mounted  on  the  shaft  of  a  Z  armature. 

It  American  Railway  Signal  Company  makes  the  semaphore 
^iMBcAtor  shown  in  Figs.  2834-2833.  The  mechanism  is  con- 
"*  •  Gttt  iron  case  designed  to  be  screwed  on  top  of  a  pipe 
let  is  mounted  vertically,  the  armature  below,  and 
Att  semaphore  arm  by  an  up  and  down  rod  and  a  lever. 
S886-M42  show  the  semaphore  switch  indicator  with 
and  differential  coils,  made  by  the  General  Railway 
ay.  The  armature  is  of  the  Z  type  and  actuates  the 
There  are  two  windings  on  the  magnet,  one  of  a  low 
>  whieh  operates  the  indicator,  and  one  of  high  resistance, 
with  the  first,  holds  the  indicator  in  the  clear  posi- 
I    resistance    b    controlled    by    a    circuit    breaker    on 

^  ailematmg  current  switch  indicator  made  by  the  General 
/S%iial  Company  (Figs.  2843-2845)  is  constructed  exactly 
[.f9^j  thown  in  Figs.  496,  521-522,  and  the  tunnel  signal 
^  Kgl.  516^19.  *  It  is  provided  with  an  electric  light  mounted 
ir«  n^kh  illuminates  the  face  at  night. 

9946-1848  show  two  views  and  a  circuit  diagram  of  the 
r  tiritch  indicator  made  by  the  C^neral  Electric  Company. 
and  low  resistance,  the  low  resistance  being  the 
'-'of  the  magnet;  the  high  resistance  is  contained  in  two 
tahtM  mounted  above  the  mechanism.  The  magnet  is 
rith  the  armature  below,  and  operates  the  semaphore  arm 
and  down  rod.  When  the  magnet  is  de-energized,  the 
a  contact  which  shunts  out  the  high  resistance, 
t  when  the  armature  picks  up  the  high  resistance  is  cut  in 
with  the  magnet  winding.  Thus  the  indicator  will  be  held 
n  a  comparatively  low  current  consumption. 
diak  switch  indicator,  giving  night  indications,  made  by  the 
Switch  &  Signal  Company,  is  shown  in  Figs.  2849-2851. 
:  carrying  a  colored  celluloid  center  is  moved  in  front  of 
life  lens  of  a  lamp  by  being  connected  to  the  Z  armature  of 
Mronagnet.  The  presence  of  current  in  the  magnet  raises 
|p,-iBD  ahow  a  clear  signal,  while  the  absence  of  current  causes 
dfght  to  restore  the  disk  to  the  stop  or  caution  posi- 
'  illmninated  type  is  used  most  frequently  in  yards  where 
must  be  placed  at  some  distance  from  the  switch 
'  Inaisfikient  clearance  between  tracks  for  the  usual  type. 
nenta  may  be  used  at  exits  to  passing  sidings  instead 
ifit  signals.  Wires  are  brought  up  through  the  base  and 
H  poat.     The  mechanism  is  enclosed  in  an  iron  case   with  a 


1^;  SSit-9864  illustrate  a  semaphore  switch  indicator  made 
reunion  Switch  &  Signal  Company.  It  consists  of  a  magnet 
it  In  an  iron  case  which  operates  a  semaphore  arm  through 
lHlltre  and  a  crank  and  link.  The  armature  is  below  the 
'.0tad  the  semaphore  arm  is  carried  on  a  shaft  above  the 
f'  Tbc  shaft  projects  through  a  white  face  plate  used  as  a 
Afkd  for  the  arm.  In  the  figure  is  shown  a  cast  iron  pipe 
^iMHsdation  combined. 

I:' tiaiBphore  switch  indicator  with  bell  (Figs.  2852-2854), 
0]i3blB  Union    Switch   &    Signal    Company,    is    in    all    respects 

B^'  dieator   shown    in    Figs.    2862-2864,    except    for   the   addi- 
Ifec  indicator   head,    of   a   bell    box   containing  the   bell. 
pm  m  thown. 

f  jwiiarilfd    switch    indicator    made    by    the    Union    Switch    & 

Coaqwny,  shown  in    Figs.    2855-2857.   consists   of  an   electro- 

between    the    poles    of    which    is    suspended    a    permanent 

V/hen    the    electromagnet    is    de-energized    the    permanent 

asatnnes  a   neutral   position,   being   held   by  springs.     When 

etromagnet  is  energized,   the   permanent   magnet   is  attracted 

side  or  the  other,  according  to  the  direction  of  the  current 


in  the  coils  of  the  electromagnet.  The  permanent  magnet  actU' 
ates  a  pointer  which  stands  vertical  normally  and  swings  to  one 
side  or  the  other  in  synchronism  with  the  permanent  magnet. 
This  type  of  indicator  is  designed  to  cover  the  field  whereby 
indication  at  a  distance  may  be  had  of  the  condition  cf  two  or 
more  devices  or  mechanisms.  It  is  especially  suited  to  railroad 
signaling  for  indicating  to  a  trainman  at  an  outlying  passing  siding 
switch:  First  the  approach  of  a  train;  second,  the  movement  of  the 
signal  controlling  the  track  section  in  which  the  switch  occurs, 
to  a  position  corresponding  to  that  of  the  outlying  switch.  In  au- 
tomatic block  signaling  it  may  be  desirable  that  a  trainman  have 
positive  information  relative  to  main  line  conditions  when  about 
to  open  a  switch  leading  to  the  main  line,  and  having  opened 
such  switch,  that  the  main  line  signal  has  moved  to  the  stop 
position,  and  that  the  opening  of  the  switch  was  the  cause 
of  setting  the  signal.  The  ordinary  neutral  type  of  indicator  does 
not  fulfil  these  conditions.  Should  a  train  enter  the  main  line 
section  at  the  instant  the  switch  was  opened  by  a  trainman,  it  is 
possible  that  the  trainman  might  assume  that  his  act  of  opening 
the  switch  had  set  the  main  line  signal  and  his  train  would  move 
out  onto  the  main  line,  which  might  cause  delay  to  an  ap]iroaching 
train;  or  he  might  assume  that  a  train  was  at  the  setting  section 
for  the  indicator  and  move  out  onto  the  main  line  expecting  the 
approaching  train  to  be  held  at  the  home  signal,  when  in  reality 
the    approaching    train     had     passed    the    signal    and     was     in    the 
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Figs.  2830-2831.    Semaphore  Switch  or  Cabin  Indicator. 
Hall  Signal  Company. 


Figs.  3832-3835      BLOCK  AND  INTERLOCKING  ACCESSORIES,  Switch  Indicators. 


FiK>.  -i<:VJ-i83il.     Semaphore  Switch  Indicator.    Hall  Signal  Company. 


Names  of  Parts,  Hall  Semaphore  Switch  Indicator;  Figs.  2832-2833. 


1  Magnet 

2  Armature 

3  Semaphore  Arm 

4  Post 


5  Magnet  Frame 

6  Glass 

7  Cover 

8  Hire  Plus, 


9    Pole  Piece 

10  Operating  Rod 

11  Trunnion  Screw 


Figs.  2834-283o.    Semaphore   Switch   Indicator,    .\merican  Railway  Signal  Company. 


BLOCK  AND  INTERLOCKING  ACCESSORIES.  Switch  Indicators.  Figs.  2836-2842 


J^^P^m 


Figs.  •->8:^r.-28"37.     Details  of  Figs.  2838-2839. 


Defai/ot 


L.,J 


2838-2839.     Semaphore    Switch    Indicator   with 
ry  Armature  and  DiflFerential  Coils.    General 
Railway  Signal  Company. 


Figs.  2840-2842.    Same  as  Figs.  2836-2839,  with  Bell 
Added. 


Figs.  2843-2848  BLOCK  AND  INTERLOCKING  ACCESSORIES,  Switch  Indicators. 


Figs.  2843-2844.    Illuminated,  Alternating  Current,  Semaphore 
Switch  Indicator.    General  Railway  Signal  Company. 


Resistance  Tubes 


Operat/n^ 
'Co/'/s 


TO  Line' 
Wires    - 


— ^/Irmoture 
Fig.  284(5.     Diagram  of  Circuits  for   Sema- 
phore   Switch  Indicator,  Figs. 
2847-2848. 
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I'ig.  2845.     Semaphore   Switch  In- 
dicator, Figs.  2843-2844,  Mounted 
on    Iron    Pipe    Post    Set   on 
Cast  Iron  Base,  Embedded 
in  Concrete  Foundation. 
General  Railway  Sigf- 
nal  Company. 


Figs.  2847-2848.    Semaphore  Switch  Indicator.     General  Electric  Company. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,  Switch  Indicators.  Figs.  2849-2854 
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Figs.  2855-2858  BLOCK  AND  INTERLOCKING  ACCESSORIES,  Switch  Indicators. 


Figs.  2855-28-57.     Polarized  Switch  Indicator  Mounted  on  In  mi  Pii)t'  Post.     The  Union  Switch  &  Signal  Corapanj 


Circuit  C^nfnt^tpr^ ^. 

0^€'ra*ecfi>/Hc,yreor    '     '~^ 
D'Sfant^rrn\ 


^^n 


<^raf»d  bu  DfS^anf  Arm 


Opera  fee/  b^  Home  Ar/rf 

Fig.   2858.     Circuits   for   Switch    Indicator;    Signals    Installed  on  ''Wireless"  System.     The  Union  Switch 

&  Signal  Company. 


block  containing  the  passing  -iiling  switch,  tlieitby  causing  a  and  the  return  of  the  signal  to  the  stop  position,  or  it  may  be  u« 
collision  risk.  It  may  be  uscti  at  slotted  signals  of  interlocking  to  indicate  whether  or  not  a  signal  light,  not  visible,  ts  in  prop* 
plants    to   indicate   an   approaching   train,    the    clearing   of   the    signal        condition  at  night,  and   for  other  similar   purposes. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,  Switch  Indicators.     Figs.  2859-2865 


Figs.  -'809-2860.     Siding  Dell  Box.     Railroad  Supply  Company. 


Fig.  2801.    Semaphore  Switch 

Indicator.     Railroad 

Supply  Company. 


Figs.  28GJ-28r)4.    Semaphore  Switch  Indi- 
cator.   The   Union  Switch   &  Signal 
Company. 
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I'ig.  28ir).  Semaphore 
Switch  Indicator  with 
Bell.  Railroad  Sup- 
ply Company. 


Figs.  2866-2868      BLOCK  AND  INTERLOCKING  ACCESSORIES,  Switch  Locks. 
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Fig.   2800.     Electric   Switch    Lock   with   Telephone. 

Signal  Company. 


General   Railway 


Figs.  •J8t  17-28(58.     Electric  Switch  Lock  in  Place.     General  Railway  Signal  Company. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,  Switch  Locks.      Figs.  2869-2874 


spy^rrcH 


TtAVE/Z 


rokvs'^z. 


.SWfTCH 


T/yarf</,3uj/^c/r 


"^ac/r 


^rotJin^.-¥-'== 


«pvrT_T       con^ 


■Loek 
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2860.     Circuit  for  Electric  Switch   Lock.     General       Fig.    2870.     Circuits    for    Electric    Switch    Lock,    with 
Railway  Signal  Company.  Telephone.     General  Railway  Signal  Company. 


siv/rcM 


Tov/en 


Tfrnns 


D — <\  Cabin. 


287L     Circuits    for    Electric    Switch    Lock,    with 
Repeater.     General  Railway  Signal  Company. 


Fig.  2872.     Circuits  for  Outlying  Electric  Switch   Lock 
at  Block  Station.     Erie  Railroad. 


Note. 
ndicator  Needle  at  a  =  Switch   unlocked. 
'*  "         "  h  =  Lock  door  open. 

*'  "         "  c  =  Switch   locked   in   normal   position. 

*'  "         '*  (i  ■=■  Something  out  of  order. 

"  "         "  o  =  Something  out   of   order. 


f  =  Contact,   operated  by  lock  door,  made  when  door  is  open. 

g  =  Contact,  operated  by  lock  handle,  broken  when  switch  is 
unlocked. 

h  =  Contact,  operated  by  lock  handle,  made  when  switch  is 
unlocked. 

k  =   IJack  contact  on  lock  armature. 


ELECTRIC  SWITCH  LOCKS 


n  Figs.  2867-2869  are  shown  a  switch  lock  made  by  th.- 
ral  Railway  Signal  Company  applied  to  a  switch  and  a  con- 
circuit  for  operating  it.  The  switch  lock  consists  primarily 
weighted  vertical  plunger,  designed  to  pass  through  a  hole 
ic  switch  lock  rod,  actuated  by  a  hand  lever.  On  the  same 
:  with  the  lever  is  a  notched  quadrant  so  arranged  that  a  dog 
bed  to  the  armature  of  an  electro-magnet  will  drop  into  the 
1   and    hold   the   apparatus    immovable    when    the   magnet    is   dc-' 


energized  and  the  plunger  down.  A  small  semaphore  indicator  is 
providtd  to  give  visual  indication  of  the  condition  of  the  magnet. 
The  whole  is  mounted  in  an  iron  box  set  on  an  iron  post. 

Fig.  2866  illustrates  a  further  development  of  the  switch  lock 
shown  in  Figs.  2867-286S.  Here  a  telephone  is  added  mounted 
in  a  box  above  the  switch  lock  so  that  trainmen  may  communicate 
with  the  operator,  who  controls  the  lock  and  who  has  a  telephone 
in  his  office  connected  to  the  one  at  the  switch.    Sec  Fig.  2870. 


Letters  Refer  to  List  of  Names  of  Parts  on  Following  Page. 
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Figs.  2873-2874.     Electric  Switch  Lock,     liall  Signal  Company. 
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Figs.  3875-2878      BLOCK  AND  INTERLOCKING  ACCESSORIES,  Switch  Locks. 


Figs.  2875-2^77.     Electric  Switch  Lock,  Fig.  2878.     American  Railway  Signal  Company. 


Names  of  Parts.  Electric  Switch 
Lock;  Figs.  2873-2874. 

A    Armature  Lcrcr  and  Latch  Dos,  D    Roller 

B     Armature  E     Prout  Contact  Arm 

C     Circuit  Controller  Arm  F     Back  Contact  Arm 


Fig.  2878.     Electric  Switch  Lock.     American  Railway  Signal  Company. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,  Switch  Locks.      Figs.  2879-2881 


Fig.  2870.     Electric  Switch  Lock.    The  Union  Switch  &  Signal  Company. 


Fig.  2880. 


Fig.  2881. 
Figs.  2880-2881.     Electric  Switch  Lock.      Railroad  Supply  Company. 


(489) 


Figs.  2882-2888       BLOCK  AND  INTERLOCKING  ACCESSORIES,  Telegraph  and   Telephone. 


Fig.    '2S^'l  Telegraph    Key. 


Fig.   2883.     Telegraph    Sounder. 
Western   Electric  Company. 


Fig.    -2884.     Telegraph    Relay 


Fig.  2880.     Telegraph  Jack.     Western  Electric 
Company. 


I'ig.    2887.     Triplet    Wall    Talking    Set.     Central 
Electric  Company. 


Fig.    2886.     Hand    Michrophone    and    Receiver    Set. 
Central  Electric  Company. 


Fig.     2888.     Telephone      Wall     Set.     Western 
Electric   Company. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,  Time  Locks.       Figs.  2889-2890 


Fig.  2889.     Mechanical  Time  Lock. 

The  Union  Switch  &  Signal 

Company. 


Fig.  2800.    Mechanical  Time   Lock  Applied    to   a    Saxby    &    Farmer 
Interlocking  Machine.    The  Union  Switch  &  Signal  Company. 


MECHANICAL  TIME  LOCKS 


Mechanical  time  locks  arc  employed  with  interlocking  machines 
ntrodiicc  a  time  element  between  placing  signal  or  other  levers 
mal,  and  any  change  in  the  route  for  which  the  signal  or  other 
ction  was  reversed.  They  are  used  instead  of  electric  track 
uit  approach  locking  and  are  operative  for  every  movement 
the  signal  or  other  lever. 

Fig.  2889  shows  the  mechanical  time  lock  made  by  the  Union 
itch    &    Signal    Company.      The    contact    of    the   lever    locking    is 


secured  by  engagement  with  an  extra  piece  of  cross  locking  drivefi> 
by  a  bar  in  the  time  lock  vertically  moved  as  the  lever  is  reversed. 
A  rack  on  this  bar  engages  a  gear  wheel  cofinected  to  a  ratchet  and 
escapement  in  such  a  manner  as  to  permit  a  quick  movement  of 
the  lever  to  the  reversed  position  to  lock  the  switch  levers  but 
requiring  a  slow  movement  consuming  one  minute  or  more  to 
place  the  lever  normal,  lower  the  bar  and  release  the  switch  locking. 


Ml) 


Figs.  2891-2892       BLOCK  AND  INTERLOCKING  ACCESSORIES,  Time  Locks. 


Fig.  2891.    Mechanical  Time  Lock  Applied  to  a  National 

Interlocking  Machine.     The  Union  Switch  &  Signal 

Company. 


Fig.  2892.    Mechanical  Time  Lock  Applied  to  a  Stan 
Interlocking  Machine.     The  Union  Switch  &  Sig 
Company. 


Names  of  Parts,  Mechani- 
cal Time  Lock  Applied 
to  National  Interlock- 
ing Machine;  Fig. 
2891. 


1 

Operating  Rod  with  Jan 

2 

Lever 

3 

Stud 

4 

Pin  and  Cotter 

5 

Linking  Bar 

6 

iiuide 

7 

Bracket 

8 

Bracket     for     Support- 

ing  5 

9 

Cross  Locking 

10 

Bolt 

11 

Cross  Locking  Dog 

12 

Cap  Screw 

13 

Pin  and  Cotter 

Names  of  Parts,  Mechani- 
cal Time  Lock  Applied 
to  Standard  Interlock- 
ing   Machine ;   Fig. 
2892. 

1  I'ertical     Locking     Bar 

and  Rack 

2  Locking  Lei  er 

3  Rocker  Pin   and  Cotter 

4  Locking  Lever  Pin  and 

Cotter 

5  Bracket 

6  Sheet  Steel  Cover  for  5 

7  Locking  Fin 

8  Cross  Lock  Rod 

9  Tap  Bolt 

10  Tap  Bolt 

11  Tap  Bolt 


BLOCK  AND  INTERLOCKING  ACCESSORIES,  Time  Releases.      Figs.  2893-2898 


TIME  RELEASES 

Slow  hand  or  time  releases  are  employed  in  connection  with  hand  end  at  screw  L. 
lectric  locks  on  interlocking  machines  to  release  mechanically  the 
Icctric  locks  after  an  operation.  They  require  from  20  seconds 
o  two  minutes  to  operate.  The  operation  may  also  mechanically  lock 
ertain  levers  so  as  to  insure  the  return  of  the  device  to  the 
lormal  position  to  unlock  such  levers.  Hand  releases  are  usually 
:mployed  at  an  interlocking  plant  having  approach  locking,  to 
eleasc  such  locking  in  case  of  emergency  when  it  has  become 
iffective  because  of  the  approach  of  a  train  and  a  change  of  route 
■s  necessary. 

The  screw  hand  release.  Figs.  2893-289'),  is  made  by  the  General 
Railwajr  Signal  Company.  Circuits  may  be  controlled  by  this  device. 
When   the  apparatus  is   normal    the  crosshead   is   at  the  extreme  left 


When  in  this  position  insulated  pin  H  has 
forced  the  left  hand  center  contact  O  against  the  side  contact 
spring  N  and  the  head  of  <)  will  be  held  by  the  notch  in  retaining 
spring  v.  It  cannot  slip  out  of  this  notch  and  break  the  circuit 
until  H  strikes  against  the  end  of  P,  thereby  raising  it.  When  the 
apparatus  is  in  the  full  reverse  position  the  right  hand  set  of  con- 
tact springs  is  operated  in  the  same  manner  by  H.  Thus,  it  is  neces- 
sary to  operate  the  device  through  its  full  stroke  forward  and 
back  in  order  to  accomplish  a  release  and  restore  the  circuits.  As 
the  center  contact  springs  ()  snap  from  their  extreme  positions  a 
<|uick  break  is  accomplished  avoiding  an  arc.    Sec  Figs.  2019-2016. 

Figs.  2896-2897  show  the  application  of  a  mechanical  screw 
release  to  an  interlocking  machine  with  vertical  locking.  The  release 
actuates  an  extra  tappet  carrying  a  special  dog  which  drives  a  piece 
of  cross  locking.  This  piece  of  cross  locking  is  provided  with  a 
wedge  which  enters  the  lock  box  and  raises  the  dog  in  the  lock 
from  engagement  with  the  locking  of  th?  machine.  The  piece  of 
cross    locking    will    butt    against   and    hold   all    the   locking   having   to 

Names    of    Parts,    Screw    Hand    Release; 
Figs.  2894-2895. 


Fig.    2893.     Electrical    Screw    Ilaiul    Release.     General 
Railway  Signal  Company. 


A 
B 
C 
D 
E 
F 
G 
H 
K 
L 
M 
N 
O 
P 

Q 


Insulating  Block 

Pinion  Shaft  with  Handle 

Crosshead  Insulator 

Crosshead 

Gear  Wheel 

Collar 

Contact  Post  Insulator 

Pin 

Back  Sleeve 

Operating  Screw 

Frame 

Side  Contact  Spring 

Center  Contact  Spring 

Retaining  Spring 

Binding  Posts 


Figs.     JKIU-iHOo.     Electrical     Screw     Hand 


Release.     General  Railway  Signal 
Company. 


Figs.  2H96-2&'97.     Mechanical   Screw    Hand    Release   Applied    to   an 
Interlocking  Machine  with  Vertical  Locking.   General  Railway 
Signal  Company. 


2898.     Electro-Mechanical  Screw  Hand 
Release.     General  Railway  Signal 
Company.     For  Applications  See 
Figs.  1782,  2014. 


s.  2899-2902      BLOCK  AND  INTERLOCKING  ACCESSORIES,  Time  Releases. 


Fig.  2899.     Front  View. 


Fig.    2900.    Contacts;    Front    Cent: 
Closed,  Back  Contact  Open. 


Fig.    2901.     Contacts;    Back    Contact 
Closed,  Front  Contact  Open. 


Fig.  2902.     Rear  View. 
Figs.  2899--2902.      Electrical  Time  Circuit  Breaker.     Railroad  Supply  Company. 


BLOCK  AND  INTERLOCKING  ACCESSORIES,  Time  Releases.      Figs.  2903-2904 


m      Tly 


STRAP  KlY 


CmCUIT  BKCAKKII 


Fig.   2903.     Electrical  Time  Circuit    Breaker    Used    as    Time 
Release  for  Route   Locking  Circuits.     Railroad   Supply 
Company. 


Names  of  Parts,  Route  Locking  Circuits 
with  Electrical  Time  Circuit  Breaker; 
Fig.  2903. 

A  Track    Relay 

B  Control  Relay 

C  Electric  Lock 

D  Floor  Push 

E  Main  Battery 

F  Track  Battery 

G     Operating    Terminal   on    Time    Circuit 

Breaker 
J       irire 

K     Operating    Terminal 
Breaker 

L     Circuit    Breaker 
Lezers 

M  Contact 

N  Contact 

O  Contact  Arm 

P  Contact  Arm 

R  Track  Relay  Lead 

S  Track  Relay  Lead 

T  irire 

W  J  J 'ire 

X  J! 'ire 


in    Time    Circuit 


Operated    by    Signal 


Fig.  2904.     Model  2  Mechanical  Hand  Release  Applied  to  a   Saxby  &   Farmer   Interlocking 
Machine.     The  Union   Switch   &  Signal   Company. 


do  with  the  tappet  on  which  the  lock  acts  when  the  screw  release 
is  reversed,  thereby  holding  the  route  locked  until  the  release  has 
been  rettimed  to  its  normal  position. 

In  Fig.  2903  is  shown  an  application  of  an  electrical  time 
circuit  breaker  (Figs.  2899-2902)  used  to  introduce  a  time  clement 
in  releasing  the  route  locking  of  an  interlocking  plant.  The  time 
circuit  breaker  is  an  electrical  device  which  will  make  or  break 
one  or  more  circuits  a  predetermined  number  of  minutes  after  it 
has  been  put  in  action.  Reversal  of  any  one  of  the  signal  levers 
opens  circuit  breaker  L  and  de-energizes  relay  B.  This  opens  the 
circuit  of  lock  C  which  passes  from  battery  E  through  contact  of 
B,  wire  J,  contact  of  A,  to  terminal  O,  through  contact  of  time 
circuit  breaker,  terminal  M,  floor  push  D,  lock  C  to  battery.  Relay 
B  is  a  stick  relay  and  cannot  again  pick  up  until  relay  A  is  de- 
energized,  owing  to  the  presence  of  a  train  on  the  track  circuit 
with  all  signal  levers  normal  or  until  the  time  release  has  acted. 
When  relay  A  is  de-energized  it  restores  B  through  a  back  point 
but  keeps  the  circuit  for  lock  C  open.  Relay  A  is  also  a  stick 
relay    and    cannot    pick    up    until    B    is    energized.      If    the    wrong 


route  has  been  lined  up  and  it  is  necessary  to  restore  the  func- 
tions to  normal  without  being  released  by  a  train,  the  signalman 
presses  the  strap-key  which  puts  the  time  circuit  breaker  in  oper- 
ation. After  the  proper  interval  of  time  contacts  N  and  P  are 
brought  together  and  relay  B  is  energized  thereby,  but  at  the 
same  time  contacts  M  and  O  arc  opened,  thereby  keeping  lock  C 
de-energized  until  the  time  circuit  breaker  has  ceased  to  act. 

With  the  electric  locks  on  the  switch  levers  the  operation  of 
the  emergency  release,  Figs.  2904-2906,  made  by  the  Union  Switch 
&  Signal  Company,  is  as  follows: 

The  signal  lever  being  normal,  the  handle  is  turned  to  lock 
the  signal  lever  normal  mechanically  and  release  the  electric  lock 
on  the  switch  lever  mechanically.  The  switch  lever  can  now  be 
reversed.  Reversal  of  the  direction  of  rotation  of  the  handle 
restores  the  device  to  its  normal  position,  thus  releasing  the  signal 
lever  from  this  special  mechanical  locking.  If  the  electric  locks 
are  on  the  signal  levers  the  switch  levers  are  locked  during  an 
operation.  The  time  required  for  an  operation  depends  upon  the 
apparatus  and  adjustment  provided.    The  slow  speed  apparatus  con- 


Figs.  2905-2908      BLOCK  AND  INTERLOCKING  ACCESSORIES.  Time  Releases. 


D 

V 
H 


C 

U 


bo 


O    V 

s  I 

E-g-S? 
S^"  - 

2   -    •» 
-S  ft  c 

«<i5 

iS    u    Ui 

t:  o  ij 

•4-1     'C 

|w 


"5 
^  "1 

O    CQ 


S  cx,  a. 

^  ^  :^  ^ 


(4«) 


BLOCK  AND  INTERLOCKING  ACCESSORIES,  Time  Releases.      Figs.  2909-2910 


Figs.  2909-2910.     Time  Release  for  Interlocking  Machine.     General  Electric  Company. 


sists  of  gearing,  in  the  circular  case,  turned  by  the  -wheel  and 
handle  to  drive  a  special  locking  bar  as  shown  in  Fig.  2905.  Fig. 
2905  represents  the  electric  lock  and  the  special  releasing  arrange- 
ment underneath.  The  locking  bar  is  connected  by  a  lug  1,  and 
link  2,  to  the  slotted  bar  4.  engaging  with  the  rod  5,  in  such  a 
manner  as  to  operate  mechanically  the  armature  of  the  electric 
lock,  raise  the  locking  dog  and  release  the  lock.  Fig.  2905  shows 
the  lock  released  and  the  locking  bar  in  its  full  reversed  position. 
This  locking  bar  in  any  other  than  its  normal  position  mechanically 
locks  the  signal  lever  normal  through  the  cross  lucking. 

The  devices  in  Fig.  2906,  made  by  the  Union  Switch  &  Signal 
Company,  perform  the  same  function  electrically  as  the  releases 
already  described,  by  closing  normally  open  circuit  controllers,  in 
the  rectangular  boxes,  shown  with  covers  removed,  thereby  affecting 
the  lock  circuit.  To  insure  its  return  to  the  normal  position  other 
circuit  controllers,  normally  closed,  affecting  tiie  control  or  lock- 
ing of  the  signals  are  opened  to  prevent  the  clearing  of  the  signals 
during  the  operation  of  the  release.  This  may  also  be  arranged 
to  lock  conflicting  levers  mechanically.  The  electric  lock  shown 
in  this  illustration  is  not  connected,  except  electrically,  with  the 
hand  releases.  In  this  arrangement  the  hand  wheel,  through  gear- 
ing, slowly  moves  the  tlat  bar  leading  into  the  circuit  controller 
box.  To  this  bar  is  attached  a  contact  plate  engaging  springs  in 
such  a  manner  as  to  open  and  close  contacts  as  described.  The 
circuit  controller  box  is  the  same  as  that  employed  in  the  electro- 
pneumatic  system  for  indication  boxes  at  switches. 

Figs.  2907-2908  show  another  type  of  instrument  made  by  the 
Union  Switch  &  Signal  Company,  designed  to  accomplish  the  same 
result  as  those  above  described  by  a  semi-electrical  method.  It  is 
used  principally  with  pow^r  interlockings  where  it  may  be  placed 
at  any  desired  point  in  the  tower.  A  gear  wheel  is  driven  by  a 
worm  gear  on  a  shaft  to  which  is  connected  the  hand  wheel.  The 
movement  of  the  gear  wheel  can  be  arranged  to  open  or  close 
one    or    more    contacts    as   desired    tf)    affect    the    control    of    signals 


and  K»cks  and  re«|uire  the  return  to  its  normal  position.  Provision 
is  made  for  controlling  the  high  voltage  currents  employed  in 
electric  interlocking  by  having  contacts  of  a  slightly  different  con- 
struction. .\  brake  is  also  provided  so  as  to  prevent  false  move- 
ments from  atTecting  the  contacts.  An  indicator  can  be  furnished 
to  show  the  position  of  the  apparatus,  while  the  cams  driven  by 
the  gear  wheel  control  the  contacts  in  such  a  manner  as  to  provide 
for  always  turning  the  handle  in  the  same  direction  for  restoring 
as  for  setting,  giving,  if  desired,  a  long  lime  interval  for  releasing 
the  locks  and  a  very  short  interval  for  returning  to  the  normal 
position. 

The  time  release  made  by  the  General  Electric  Company,  shown 
in  Figs.  2909-29l(»,  is  designed  for  direct  connection  to  an  inter- 
locking machine,  the  connection  being  made  either  directly  to  the 
tappet,  by  means  of  the  insulated  yoke  and  bolts  shown  in  the 
illustrations,  or  to  the  tail  lever  by  means  of  a  grain-stroke  lever, 
the  fulcrum  for  which  is  the  lug  which  is  seen  projecting  from 
the  frame  of  the  apparatus.  The  circuit  closing  device  consists 
of  a  glass  tube,  containing  mercury,  hermetically  sealed  and  pro- 
vided with  contact  terminals.  This  glass  tube  is  held  in  a  cir- 
cidar  case,  wiiich  is  turned  through  the  required  angle  by  means 
of  a  rack  and  jdnion.  The  construction  is  such  that  when  the 
tube  is  turned  in  a  given  direction,  mercury  flows  from  one 
chamber  to  another  through  a  small  orifice.  The  reverse  motion 
returns  the  mercury  through  a  large  orifice.  When  the  latch  of 
the  machine  is  raised,  the  mercury  is  thrown  away  from  the 
contacts,  opening  the  circuit.  When  the  lever  and  latch  are 
placed  normal  the  mercury  flows  through  the  small  orifice  and,  after 
a  predetermined  time,  completes  the  circuit  between  the  terminals 
inside  the  glass,  thus  closing  the  lock  circuit.  These  devices  are 
also  arranged  with  double  circuits  to  take  the  place  of  the  me- 
chanical screw- release.  As  so  arranged,  contacts  in  one  chamber 
close  the  stick  relay  circuit  immediately  and,  upon  reversal,  the 
lever  lock  circuit  is  closed  after  one  minute  or  other  specified  time. 
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Figs.  2911-2921  BLOCK  AND  INTERLOCKING  ACCESSORIES,  Tools  and  Testing  Instruments 


Fig.   2912.     Exploring   Coil   for   Alternating   Current 
Track  Circuits.     General  Railway  Signal 
Company. 


Fig.     21)13.     Pocket     Voltmeter. 
Eldridge    Electric    Manufac- 
turing Company. 


Figs.  2I>14-2!>1.*».     Magneto  Testing  Set  with  Telephone.     Central  Electric  Company. 
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*Figs.  2916-2918.     Lock  Rod  Center  Punch. 
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*Kigs.  •.'!il!i-2!V.>0.    Special  Screw  Driver  for  Bindii 
Posts,  etc. 


♦Fig.  2921.    Battery  Cleaning  Brush. 
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LOCK  AND  INTERLOCKING  ACCESSORIES,  Tools  and  Testing  Instruments.  Figs.  2922-2930 
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^ig.  JD-M.  Counter  for  Signals. 
W^eder    Manufacturing 
Company.    Sec  Fig. 
1794  for  Appli- 
cation. 


Figs.    •J1V27-2028.      Storage 
Battery    Hydrometers. 


l''ii;s.    2!W.V2!»J<i.    Pignolet   Voltmct'v-r 
and  \'olt- Am  meter. 


ig.    202n,     Portable    Direct    Current   Vr)lt-Ammcter. 
Western   Electrical   Instrument  Company. 


Fig.  2930.     Portable   Alternating  Current  Voltmeter. 
Western  Klectrical  Instrument  Company. 
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Figs.  2931-2945  BLOCK  AND  INTERLOCKING  ACCESSORIES,  Tools  and  Testing  Instruments. 


Fig.  2931.     Switchboard  Voltmeter. 


Fig.  2932.     Switchboard  Ammeter. 


Fig.  2933.     Edgewise  Switch- 
board Voltmeter. 


Fig.    2934.     Portable    Direct    Current 
Voltmeter. 


Figs.  2935-2937.    Portable  Mill- Ammeter. 


Figs.    2038-2941.     Multipliers     for     Portable 
Voltmeters. 


Figs.  21M2-2945.     Portable  Alloy  Shunts. 


Figs.  2931-294o.     Electrical  Measuring  Instruments.     Western  Electrical  Instrument  Company. 


BLOCK  AND  INTERLOCKING  ACCESSORIES,  Tools  and  Testing  Instruments.  Figs.  2946-3948 
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Fig.  -'1)47.     Section  of  Voltmeter  Chart. 


ig.    294«>.     Circuit    Diagram,    Recording    Voltmeter 

with    Potential   Transformer  for  Alternating 

Current. 


Fig.  "iiMH.     Voltmeter  Chart  Showing  Record. 
Figs.  2940-2948.     Recording  Instruments.      Bristol  Company. 
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Figs.  2949-2954  BLOCK  AND  INTERLOCKING  ACCESSORIES.  Tools  and  Testing  Instnunen 


■w/w- 


Fig.  2m}>.     Portable  Recording  Ammeter. 


Fig.    2950.     Circuit    Diagram;    Recording 

Ammeter  with   Current  Transformer 

for  Alternating   Current. 


Fig.     2O0I.     Recording     Voltmeter, 
Front   View. 


Fig.     'JI'.VJ.      Recording     Volinutcr, 
Rear    View.    Cover    Removed. 


Fig.    2963.     Recording    Pre: 

sure  Gage,  Rear  View, 

Cover  Reinovcd. 


Fig.    2U.j1.     Recording    Voltmeter    and    Resistance    r»ox 
Showing  Connections. 


Figs.  2949-2954.     Recording  Instruments.     Bristol  Company. 


:K  and  interlocking  accessories.  TooIs  and  Testing  instruments.  Figs.  2955-2959 


V\g.    29')i\.     Section    t)t    Pressure    Gage    Chart.     Bristol 
Company. 


Fig.    2057.     Section   of    Ammeter   Chart.     Bristol 
Company. 


So.     Recording  Pressure   Gage  in   Case. 
Bristol  Company. 


Fig.  21).")^.     Hydrometer  in  Syringe. 

J-Ucctric  Storage   Battery 

Company. 


Fig.  2!>.50.    Differential  Hyaromeier. 

Electric  Storage  Battery 

Company. 


Figs.  2960-2969  BLOCK  AND  INTERLOCKING  ACCESSORIES,  Torpedo  Machines. 


Fig.  20r>l.     One   Pair  of  Torpedoes  on 

Rail;  Two,  Detached,  Lying  on 

Top  of  Cover. 


Fig.  29HO.     Torpedo  Placer  with  Cover  Removed. 


I'ig.  *2!H>.S.     Torpedo  Placer  and   Guard  Rai 


Fig.  2962.     Electric  Motor  for  Torpedo  Placer;  Turned  Out 
of  Case,   Bottom  Side  up  for  Inspection. 


Figs.    2J)J>0-2!M)3.     Zorge   Torpedo    Placer. 


Figs.  21>«>4-2i)(i:».     Torpedo  Placer.     The  Union  Switch  &  Signal  Company. 
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LOCK  AND  INTERLOCKING  ACCESSORIES,   Towers,  Cabins  and  Fittings.    Figs.  2970-2971 


Fig.  297(>.     Typical  Interlocking  Cabin.     Boston  Elevated. 


Fig.    '2071.     Brick    Interlocking   Tower   and    Power    House   at    Marble 
Hill.      Flcctric    Zone.    New    York    Central    &    Hudson    River. 
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Figs.  3973-3976  BLOCK  AND  INTERLOCKING  ACCESSORIES,    Towers.  Cabins  and  Fittings. 
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Figs.  2972-2973.     Details  of  Trunking  Leadout. 


Fig.  "2974.     Transverse  Section. 


Fig.  2970.     Section  of  Wall  Above  Windoi! 
Showing  Trough  for  Wires. 


Fig.  2975.     Longitudinal  Section. 

Figs.  2972-2976.     Details  of  Interlocking  Tower  at   Marble   Hill.     Electric   Zone,   New   York   Central   &   Huds 

River.     Sec  Fig.  2971. 
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^OCK  AND  INTERLOCKING  ACCESSORIES,  Towers,  Cabins  and  Fittings.    Figs.  2977-2979 


Fig.  2977.    Plan  of  Upper  Floor. 
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Fig.  2978.     Plan  of  First  Floor. 
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V\^.  2I>71».     Plan  of  Basement. 

gs.   2977-2979.     Details  of  Interlocking  Tower  at  Marble  Hill.     Electric  Zone,  New   York  Central  &  Hudson 

River.     See  Fig.  2971. 
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Figs.  2980-2985    BLOCK  AND  INTERLOCKING  ACCESSORIES^  Towers,  Cabins  and  Fittings 


?2S^ -^—M 


First  Floor  P/an, 


Second  FfoorP/ar7. 


Fronf  Eleraffon, 


End  Efei^atfon. 


Figs.    2;)80--2:)8v3.     Reinforced    Concrete    Interlocking    Cabin    for    Union    l^lcctric    Inter- 
locking Plant.     New  York,   New   Haven   &   Hartford. 
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Figs.  2984-2985.    Interlocking  Cabin.    Chicago  &  North-Western. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,  Towers,  Cabins  and  Fittings.  Figs.  3986-2993 


Figs.  •J!>/^«)-21>8H.     Interlocking  Cabin  or  Signal  Hox.    Great  Western  Railway  of  England. 

BracJrm^Siyna/ Mast 

Charmnet  s*efmafs*ffnaf  /rtasf  .'^adS^^ 


^Lrr  «^«/.M^i>iv- 


Fig.    2989.     Typical    Layout    for    Interlocking    Plant    on    a    Fill,    Showing    Pipe    Lines,    Cabin,    Cranks* 
Compensators,  Signal  Locations,  Detector  Bars  and  Cross  Leads.    New  York  Central  &  Hudson  River. 


Fig.  2990.    Porcelain  Electric  Lamp 

Socket.     Central  Electric 

Company. 


Figs.    2091-2992.     Standard    Tower    Lamp.     New    York 
Central  &  Hudson  River. 
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Figs.  2993-3000  BLOCK  AND  INTERLOCKING  ACCESSORIES,  Towers,  Cabins  and  Fittings. 
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Figs.  20f)3-21>nr».     Interlocking^  Cabin   Foundation  and 

Framing:  for   Mechanical    Interlocking   Machine. 

Baltimore  &  Ohio. 
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Figs.    2097-2098.     Location    of    Oil    Tank    and 

Pump  at   Interlocking  Tower.     New  York 

Central  &  Hudson  River. 


rtJ^ 


"i"o 


^y!^Af 


Figs.   291>9-3(>00.    Tower  Stove   and   Details  of   Casing. 
Chicago,  Milwaukee  &  St.  Paul. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,   Towers.  Cabins  and  Fittings.   Figs.  3001-3003 
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♦Firs.  .?o01-300_>.     Locking   Device   for   Cabin    Door. 


Fig.    ;inn;V     Brick    and    Concrete    Interlocking    Cabin    for    Klectro- 

Pneumatic    Interlocking    Plant    at    Hoboken.     Delaware, 

Lackawanna   &   Western. 


(461) 


Figs.  3004-3005  BLOCK  AND  INTERLOCKING  ACCESSORIES,  Towers,  Cabins  and  Fittings. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,  Train  Stops;  Automatic. 


Figs.  3006-301 1 


Figs.  30(W>-8008.     Electro-Pneumatic,  Automatic  Train  Stop.     The  Union  Switch  &  Signal 

Company. 


Names  of  Parts,  Electro-Pneumatic   Train  Stop;  Figs.  300G-3008. 


1  Countcni'cight  Box  6  Back  Cylinder  Head 

2  Countcmeight   Box   Cover  7  Cylinder  Guard 

3  Cylinder  8  Piston  Rod 

4  Piston  9  Counterweight 

5  Front  Cylinder  Head  10  Shaft 


11  Shaft  Bearing 

12  Bearing  Plate 

13  Stop  Arm 

14  Connecting  Rod 


Fig.      .'{WJi.     Fk'clro- Pneumatic.      Automatic      Train  Fig.  *^010.     Automatic  Train  Stop.     Hoston  Elevated. 

Stop.     The  Union  Switch  &  Signal  Company. 


/J.  C.  Mains 


AC  Mains 


X  C.  Mains 


Fig.  3011.     Typical  Circuits  for  Control  of  Automatic  Block   Signals   and   Automatic  Train   Stops.     Philadelphia 

Rapid  Transit  Company.    The  Union  Switch  &  Signal  Company. 
(463) 


Figs.  3012-3036    BLOCK  AND  INTERLOCKING  ACCESSORIES,  Trunking  and  Connections. 
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"Figs.  .'^nl-2-:to:V2.     Types  of  Triinkinjf  and  Cappinci 


Names  of   Parts,  Trunking;    Figs. 
8018-308S. 

1  (riooied  Tninkiuii  w.tit  1*  x  1" 

Offcnin}i 

2  Grooved  Truukinn  zcith  l"  x  i" 

3  droi.i'cd  Trunking  Zi'itit  l"  x  :)" 

Ol^cniii'ji 

4  Grooved    'iri.nkin}i    i\.ith    1*-/  x 

iVj"   Opening 

5  Grooved     T run  kin ^^     zcith    "i's" 

Opening' 

6  Grooved     Trunkin}i     i^'ith     J'v" 

and    1"    Openin-ji 

7  Grooved       Trunk  in*:      with     4" 

Openiu}: 

8  Grooved   'Trunkiu}:   with   4"  and 

1"   Openin}: 

9  Hoxed    Trunking:    zcith    2"   x   .'>" 

Open  in}: 

10  Boxed    Trunkinji    with    2"    x   T" 

Openini: 

11  Boxed    Trunking    with    4"   x   7" 

12  Boxed   Trunk  in ii  with   5"  x   1:2" 

Openiir^ 

13  Boxed    '/  runkiu}:   with   5"  x   l'*" 

14  Grooved    Trunking    uith   'Zh'  x 

•i'l»"  Opening 

15  (tr(K>ved '  Trunking    with    "2^^/*   x 

0"   Opening 

16  Grooved     Trunking    zeith    2"    x 

:r   Opening 

17  Grooved    Trunking    with   1%"   \ 

2Vs"  Opening 

18  Gr oozed    Trunking    zcith    1*%"  x 

r%"  Opening 

19  Grooved  Trunking  zi'ith  l"  x  l" 

0/>r /»///;;' 

20  Grooved    Trunking   Ziith    ^\ii'   x 

2"  Opening 

21  Grooved  Trunking  z^ith   l"  x  .t" 
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lA'^^ 


*FiKs.    3o:{8-:{08.'i.     Details    of    Hootle^    and    Connection    to    Rail. 


•■Fig.    303G.      Trunking.    with 
Hole  for  Drip. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,  Trunking  and  Connections.        Figs.  3037-3048 


iMg.  M0.S7.     Standard  Track  Wiring  and  Trunking  Run   at    Signal    Location   or    Cut    Section.     Southern 

Pacific-Union  Pacific. 
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Figs.  :^i>8S-.Sn4n.     Hootk-g  and  Wire  Cj^nncction  to  Rail. 
Union  Pacific. 
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Figs.  Mi>J.*i-:<(>47.     IJooiKg  and  Wire  Connection  to  Rail. 
I'.altini..re  &  Ohio. 
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Sid9  fbmtrcf  fkiiL 


Bottom  //etr. 

Figs.     MnJl-MoJ-i.     Malleable     Iron     Bootleg 

Cap.     Long  Island  Railroad.     T.  George 

Stiles  Company. 


^A^.  9  /nsu/afed  Copner  nr/re 
Fig.  3048.     Detail  of  Wire  Bootleg.     Michigan  Central. 


(466) 


Figs.  3049-3064    BLOCK  AND  INTERLOCKING  ACCESSORIES,  Trunking  and  Connections. 
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Fiffs.  3049-3050.     Standard  Bootleg  and  Wire  Connection  to  Rail.     Illinois  Central. 
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Figs.  3051-3052.     Standard  Bootleg  and  Wire 
Connection  to  Rail.     Southern  Pacific. 
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Figs.  3053-3050.    Wooden  Trunking 

Stake  and  Details.     Chicago, 

Milwaukee  &  St.   Paul. 
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Figs.  3O57-3O02.     Successive  Stages  in  Con- 
necting   Iron    Bond    Wire   to   Copper 
Lead  to  Make  Wire  Bootleg.     The 
Union  Switch  &  Signal  Company. 


Figs.  3063-3004.     Standard  Bootleg  and  Wire  Connectioo 
to  Rail.     New  York  Central  &  Hudson  River. 
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BLOCK  AND  INTERLOCKING  ACCESSORIES,  Wires  and  Cables.      Figs.  3065-3080 

tion  commonly  used  for  wire  is  some  foi  m  of  rubber  compound  such  as  "Kcrite/'  "Okonite.**  etc.,  which  see  under  the  definitions. 


'Fij?.  HlMw.     Insulated  Twisted  Pair. 


*Fi.«:.  3(K)i;.     Insulated  Flat  Pair. 


7.    Solid  Copper  Conductor;  Insulated  Plain. 


*FiR.  .SOilH.     Same  as  Fig.  30G7,  with  Braid. 


Mg.  30()J).     Same  as   Fig.  30r»7,  Taped. 


♦Fig.  .Sn7o.     Same  as  Fig.  3(H)9,  with  Braid. 


1.     Solid  Copper  Conductor;  Insulated,  with 
Two   Braids. 


'3.     Solid   Copper  Conductor;   Insulated  and 
Lead   Covered. 


*Fig.  3n72.     Solid  Copper  Conductor;  Insulated,  with 
Two  Tapes  and  One  Braid. 
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^Fig.   3074.     Stranded   Copper   Conductor;    Insulated 
and  Lead  Covered. 


g.  3075.     Thirty-scven-Conductor  Aerial  Cable. 


Fig.     3t>7<;.       Seven-Con-    *Fig.    3u77.      Single    Con- 
ductor Submarine  ductor   Submarine 
Cable.  Cable. 


^Fig.  3078.     .'Xrmored   Submarine   Cable 


Fig.  307f>.    Tw.  nty-Conductor  Sub- 
marine  Cable,  with   Common 
ReturiL 


*Fig.    3080.     Xincteen-Conductor   Aerial    Cable. 


Figs.  3081-3086 


APPENDIX :  Location  Signals,  Train  Order  Signals. 
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♦Fig.  3081.     Double,  Three-Position,  75-Deg. 

Train   Order  Signal:   Iron   Pipe  Post, 

Pipe  Connected. 


Tigs.  3082-308:3.     Double,  Two-Position,  90- 

Deg.  Train  Order  Signal,  Wooden  Post, 

Pipe  Connected,  with  "Universal" 

Semaphore  Casting. 


*lMgs.     3084-308.5.     Double,     Three-Position, 

i>0-Deg.  Train  Order  Signal;  Iron  Pipe 

Post,  Pipe  Connected,  with  "Universal" 

Semaphore  Casting. 


♦Fig.  308().     Double,  Two-Position,  90-Deg. 

Train  Order  Signal;  Wooden   Post, 

Wire  Connected. 
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APPENDIX ;  Location  Signals,  Train  Order  Signals. 


Figs.  3087-3093 


Lamp 


^^/x30  Anchor 


Figrs.      3087-3088.    Two-Arm,      Double,      Two- 
Position  Train  Order  Signal;  Iron  Pipe 
Post,  Pipe  Connected.    New  York 
Central  &  Hudson  River. 


Fig.    3089.     Doubie,     Two-Position 

Train  Order  Signal;   Post  Made 

of  Rails,  Pipe  Connected,  Using 

Standard  Semaphore  Castings 

for    Both    Arms.     Chicago 

&  North-Western. 


Fig.  3091. 


Fig.  3090.  Fig.  3092. 

♦Figs.  3090-3092.    Types  of  Train   Order  Semaphore  Castings. 


Figs.  3093-3096 


APPENDIX ;  Location  Signals,  '  Train  Order  Signals. 


Fig.  30}):^.     Train  Order  Semaphore  Lantern.    Adams 
&  Westlakc  Company. 
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Figs.    3096-3096.     Semaphore    Casting    with 
Detachable  Counterweight. 


Fig.  3094.     Semaphore  Casting. 

*Figs.  3094-3U!><i.     TypvS  of  Train   Order  Semaphore  Castings. 
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APPENDIX;  Location  Signals,  Track  Signs  and  Switch  Targets.        Figs.   3097-31  ix 
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Figs.  3097-3103. 
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Figs.  3104-3109. 
♦Figs.  3097-3109.     Types  of  Switch  Targets. 
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Slozv  Sign.  Release  Sign. 

♦Figs.       3110-3111.     Track       Signs 

Suitable   for  a    Road   Using 

Green  for  Proceed  and 

Yellow   for   Caution. 
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Figs.  3112-3120 


APPENDIX;  Movable  Signals. 


Fig.     3112.     Stop— Swung      Across 
the  Track. 


Fig.  3118.     Go  Ahead— Raised  and 

lowered,  the  man  facing  toward 

the  person  to  whom  the 

signal  is  given. 


Fig.  3114.     Back— Swung  vertical 
in  a  circle  at  half  arm's  length 
across  the  track. 


Fig.     3115.    Train     Has     Parted— 

Swtmg  vertically  in  a  circle  at 

arm's  length  across  the  track. 


I'^ig.       31ir>.     Apply     Air-Brakes- 
Swung  horizontally  in  a  circle. 


Fig.    3117.     Release     Air-Brakci 
Held  at  arm's  length  alx>\c 
the  head. 


Figs.  3112-3117.     Hand  Signals.     To  be  given  with  Hand  or  Lantern. 


♦Fig.  3118.     Fusee. 


Pig.  3119.  Fig.  3120. 

♦Figs.  3110-3120.     Two  Types  of  Torpedo. 


0 


ADVERTISEMENTS 


Alphabetical    Index    to   Advertisers 
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KERIT 


Insulated  Wires 

and  Cables 

AERIAL   •   UNDERGROUND  -  SUBMARINE 

FOR 

Railroad  Signal,  Power, 
Telephone,  Telegraph,  Etc. 


1850        mam\  -  ww <        tsos 


''  The  Insulation  which  has  withstood  success- 
fully the  test  of  half  a  century  ^* 

9^*  See  the  two  follewing  pages 


WD    DDIVrV  Hudson  Terminal,  yrUf  MMi]l 
.  n.  DIiIAlT  30  Church  Street,  llCff  TU^^ 

S  O  Iw  E       \«  A  N  IJ  F*  A  C  T  LI  R  E  R 

Weskra  Representalive,  Walsra  Insulated  Wire  €•.,  Railway  Exdianae,  Ciiicag* 


1880 


1908 


KEI 


INSULATED  W 


jERITE  insulation  is  a  homogen- 
eous combination  of  crude  Kerite 
with  the  finest  Para  rubber. 
Kerite  preserves  the  rubber  and  has  un- 
equalled life  and  durability.  This  has 
been  proved  by  the  actual  test  of  fifty 
years. 

^Initial  tests  determine  if  an  insulated 
wire  will  do  the  work  for  which  it  is 
intended ;  but  initial  tests  can  not  deter- 
mine if  it  will  do  that  work  years  hence. 
Kerite  has  back  of  it  an  unequalled 
record  of  half  a  century  of  successful 
service  under  the  most  adverse  condi- 
tions. 

^  Kerite  insulation  does  not  deteriorate, 
but  improves  with  age. 


FOR 


FIFTY   YEARS 

THE  STANDARD  OF  EXCELLENCE 

AERIAL.— UNDERGR  OUND— SUBIWfl  ARINE 


r  E 


LBLES 


1880 


1908 


RITE  wires  and  cables  installed 
half  a  century  ago  are  in  service 
to-day.  The  wonderful  durabil- 
ity of  Kerite  insures  the  highest  effi- 
ciency, safety  and  economy  and  is  a 
guarantee  of  the  best  and  most  successful 
results  for  railroad  signal  work. 

^The  property  of  Kerite  in  resisting 
deteriorating  influences  and  the  qualities 
which  render  it  so  indestructible  are 
facts  which  should  be  carefully  con- 
sidered where  an  insulated  wire  is  used 
for  such  important  work  as  signal  ser- 
vice. 

^T^ke  advantage  of  the  experience  of 
others  and  insure  your  service  with 
Kerite. 


W.    R.    BRIXEY 

sole:   iwaa^nufa^cxurer 
on  Xerininal  30  Cliurcti  St.,  New  York 

Western  Representati've 
;ON  INSULATED  WIRE  CO.  Rallnray  Ezctaaooc,  Clilcaoo,  UI. 


(Jeneral  Railway  §  ional  Company. 


DESIGNERS,  MANUFACTURERS  and  CONTRACTORS 

OF  ALL  APPROVED  TYPES  OF  INTERLOCKING 
AND  SIGNALING  SYSTEMS   AND    APPLIANCES 


CHICAGO,   1339  MONAONOCK  BLOCK 
NEW  YORK.  70B  NIGHT  AND  DAY  BANK  iLDG. 


MAIN     OFFICE     AND     PLANT     AT     ROCHESTER,     N     Y, 


WHAT   WE    DO 
AUTOMATIC   BLOCK  SIGNALING  for  steam  and  electric  roads 
CONTROLLED  MANUAL  BLOCK  SIGNALING  for  single  track  roads 
MECHANICAL  AND    POWER    INTERLOCKING 

OUR  FACILITIES  ENABLE  US  TO  CARRY  OUT 
CONTRACTS  AND  FILL  ORDERS  FROM  THE 
SMALLEST  TO  THOSE  OF  THE  GREATEST 
MAGNITUDE  PROMPTLY  AND  SATISFACTORILY. 


(jE N  m Ai>  |{aI  LW^/Vk  ;^ KjNAL  (OMPAN  Y. 
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Designers,  Manufacturers  and  Erectors 

OF  ALL   APPROVED  TYPES  OF   INTERLOCKING 
AND    SIGNALING    SYSTEMS    AND    APPLIANCES 

AUTOMATIC     BLOCK     SIGNALING 

FOR 

STEAM    ROADS 

OUR  MODEL  5  SPINDLE  SIGNAl. 


i 


AND 

OUR  MODELS  9  RELAY 

ARE    IMITATED 
BUT   NOT   EQUAL.LED 


/ 


OTHERS 
MAY  HAVE 
INSTALLED 
MORE 

AUTOMATIC 
SIGNALS 

BUT 

WE  HAVE 

INSTALLED 

THE 


MODEL  9  RELAY 


THE  LARGEST 

AND   MOST 

IMPORTANT 

INSTALLATIONS 

OF  3  POSITION 

UPPER 

QUADRANT 

INDICATION 

SIGNALS 

HAVE  BEEN 

MADE  BY 

THIS 
COMPANY 


> 


:::] 


RELAY    BATTERY    AND    HOUSINGS 

SWITCH    LOCKS    AND   INDICATORS 

MODEL     3    SHUNT    SWITCH     BOX 

LIGHTNING     ARRESTERS 


CHANNEL     PINS,     BOND     WIRES,    TRUNKING     STAKES,  •  ETC. 


SEE    PAGES  76, 399, 400    FOR    DESCRIPTION    OF   SIGNAL   AND    RELAY. 


(General  Railwait  5  i^na  l  (6  m  pan  y. 


Designers,  Manufacturers  and  Erectors 

OF  ALL   APPROVED  TYPES  OF  INTERLOCKING 
AND    SIGNALING    SYSTEMS    AND    APPLIANCES 


The  "  YOUNG  SYSTEM "  Automatic  Block 
Signaling  for  "A.  C."  or  "D.  C."  Electric  Roads 


THE  ONLY  SYSTEM  IN  WHICH  BOTH  RAILS  ARE  USED 
FOR  THE  RETURN  OF  PROPULSION  CURRENT  THERE- 
BY OBVIATING  THE  NECESSITY  FOR  COPPER  RETURN 


See   pages 

98,  106, 

for  Description 

of  System 


1 

•                * 

*                 * 

»  ^Wsi  ^mmisw^r  wa 

Automatic  Block  8lcr 
N.  Y.  C.& 

i«l«  Installed  by  the  Q.  R.  8.  Oo.  on 
H.  R.  R.R.  electric  zone 

See  pages 

98,  99, 102,  etc. 

for  Description 

of  Apparatus 


WE  HAVE  IN  SERVICE  AND  UNDER  CONSTRUCTION  FOR  THE  N.  Y.  C. 

&  H.  R.  R.R.  ELECTRIC  ZONE 

THE  LARGEST  INSTALLATION 

OF  SIGNALING  EVER  CONTRACTED  FOR 


THE  INSTALLATION   OF  SIGNALING   MADE  BY  THIS   COMPANY   IN  THE 
HUDSON  TUNNELS  AT  NEW  YORK  WILL  GOVERN  THE 


DENSEST  TRAFFIC  IN  THE  WORLD 


(jE NJ^ AL  J^AI  LWvCk  ;^ KjNAL  (OMPAN  Y. 


Designers,  Manufacturers  and  Erectors 

OF   ALL  APPROVED  TYPES   OF  INTERLOCKING 
AND    SIGNALING    SYSTEMS    AND    APPLIANCES 


CONTROLLED    MANUAL    BLOCK    SIGNALING 

FOR 

SINGLE  TRACK  ROADS 


STATION  BLOCK  INSTRUMENT 


STATION  AND  SIGNALS 


ONE   RAILROAD  REPORTS 

"  IT  COSTS  US  FOR  THE  COMPLETE  INSTALLATION  OF  THIS  DEVICE  ON 
100  MILES  OF  LINE  $20,554.00— OUR  NET  ANNUAL  DECREASED  COST 
OF  OPERATION  DUE  TO  THIS  INSTALLATION  IS 

$29,111.64" 

MORE  THAN  3.000  MILES  OF  SINGLE  TRACK  ROAD  EQUIPPED  WITH  THIS 
DEVICE  IN  THE  PAST  THREE  YEARS. 


OUR  BULLETIN  No.  100  TELLS  THE  STORY  IN  DETAIL 


/^ 
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Designers,    Manufacturers  and  Erectors 

OF  ALL  APPROVED  TYPES   OF  INTERLOCKING 
AND    SIGNALING    SYSTEMS    AND    APPLIANCES 


MECHANICAL    INTERLOCKING 

THIS  COMPANY  FURNISHED 

MORE    THAN    60% 

OF  ALL  OF  THE  MECHANICAL  INTERLOCKING  MACHINES 
PURCHASED  IN  1907  IN  THE  UNITED  STATES 


lllUlli 


lllllUlUUnnin.. 
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100  LEVER  STYLE  "A"  MACHINE 

STYLE  "A"  AND  SAXBY  &  FARMER  INTERLOCKING   MACHINES, 

SWITCH  k  LOCK  MOVEMENTS.  HIGH  SIGNALS,  pVVARF  SIGNALS.  CRANKS.  COMPENSATORS,  PIPE  AND  WIRE 
CARRIERS,  BRIDGE  COUPLERS.  TABLE  LEVERS,  TRAIN  ORDER  SIGNALS,  ELECTRIC  LOCKS,  TIME  LOCKS, 
SCREW   RELEASES,  ANOERSON-BEVAN  DERAILS,  ETC.,  ETC, 


CATALOG  AND  PRICES  UPON  APPLICATION. 
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Designers,  Manufacturers  and  Erectors 

OF  ALL  APPROVED  TYPES  OF   INTERLOCKING 
AND    SIGNALING    SYSTEMS    AND    APPLIANCES 

POWER   INTERLOCKING 
OUR    ELECTRIC    DYNAMIC   INDICATION 


i.  far  and  away  the  SAFEST.    SUREST,    SIMPLEST    and    MOST     ECONOM- 
ICAL  interlocking  system  ever  devised. 

It  is  the  SAFEST  power  system,  being  the  only   one   employing   electric   energy   in    which 

crosses  can  cause   neither  false  operation   nor  false  indication. 

It  Is  the  SUREST  system  in  operation,  being  the  only  type  of  interlocking  that  is  un- 
affected by  temperature  changes. 

It  is  the  SIMPLEST  power  system,  employing  fewer  wires  than  are  used  on  the  electro- 
pneumatic,  and  using  only  one  kind  of  energy. 

It  is  the  MOST  ECONOMICAL  power  system,  using  only  one  to  ten  per  cent,  of  the  power 
required  for  electro-pneumatic — More  power  is  used-  in  burning  a  16  C.P.  lamp  24  hours  than 
is  required  for  2,700  of  our  all  electric  switch  and  signal  operations. 

Recognition  of  the  above  accounts  for  the  fact  that  the  number  of  electric  levers  ordered 
from  us  in  the  past  3  years,  exceeds  the  total  number  of  power  levers  installed  by  all  other  sig- 
nal companies  in  the  past  twenty  years — see  the  following  table. 

1900-1901   ^m^^^  1068  Levers 

1902-1903  w^^mma^^^mmmm^mm  3254 

1904-1905  ^K^ma^K^m^ammm^^m^^^^^  4480 

1906-1907  ^^mm^^^^^^^^^^^^^^^^^^^^^   5856 


See  pages  220,  253 

for  Description 

of  System 


See  pages  224,  233,  240,  248,  etc. 

for  Description 

of  Apparatus 


MODEL  2  INTERLOCKING  MACHINE 

OUR    STRAIGHT    LOW    PRESSURE  and    ELECTRO- PNEUMATIC 

are  largely  used  and  can  be  economically  installed  where  an  air  supply  is  available. 
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TRADE      MARK 
REG.  U.S.  PATENT    OFFICE. 


THE  STANDARD  FOR  RUBBER  INSULATION 


All  Okonite  Insulated  Wires 
have  a  single  ridge  in  the 
insulation  running  parallel  to 
the  conductor.  It  is  as  dis- 
tinctive of  excellence  in  insu- 
lated wire  as  "Sterling"  is  in 
silverware.  It  means  the  best 

LOOK  FOR  THE  RIDGE! 


Registered  in  United  States  Patent  Office 


The  experience  of  signal  engineers  who  have  used  OKONITE,  as  well  as  other  wire,  has 
proven  to  them  that  it  pays  to  specify  OKONITE. 

CHANNEL    PINS  / 

We  are  manufacturing  the  best  channel  pin  on  the  market. 
Allow  us  to  prove  it.     Ask  for  samples. 

OUR  GENERAL  CATALOGUE  is  the  Most  Complete  Catalogue  of  Electrical  Supplies  issued 
by  any  company,  and  should  be  in  the  hands  of  every  Signal  Engineer,  Supervisor  and  Maintainer. 
Write  for  a  copy. 

Cirtttml  €Irririr€mtt|mttg, 

ELECTRICAL   SUPPLIES 

2&4. 266. 268 -270    Fifth    Avenue.    Cl\ic&go 

GENERAL  WESTERN  AGENTS,  THE  OKONITE  COMPANV.  Ltd. 
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TRADE       MAR^^v 

REG.  US.  PATENT    OFFICE. 


THE  STANDARD  SIGNAL  WIRE 


Okonite  Insulated  Wires  and 
Cables  embody  in  the  highest 
degree  that  perfection  of 
electrical  and  mechanical 
strength  so importantto RAIL- 
WAY  SIGNAL   SYSTEMS. 

ALL  Okonite  Wires  are  sub- 
jected to  and  MUST  PASS 
the  most  rigid  and  exacting 
tests  whether  imposed  by 
specifications  or  not 


As  Genera!  Western  Distributors  we  carry  a  complete  stock  of  OKONITE ;  also  a  full  line  of 
Electric  Lighting,  Telephone,  Telegraph  and  Railway  Signal  Supplies,  of  which  the  following 
is  a  partial  list: 


Bare  ai\d  Weatherproof  Copper  Wire 
Okonite  Tape  and  Nansoiv  Tape 
Testing  Instruments 
Lineman's  ai\d  Bonding  Tools 
Battery  Supplies 


Bare  ai\d  Weatherproof  Iroi\  Wire 
Pole  Lii\e  Construction  Material 
Pole  Line  Constnictioiv  Tools 
Edisoiv  Primary  Batteries 
Boi\d  Wires  ai\d  Channel  Pins 


R.  R.  Crossing  Signal  Bells 


(Mtd  (EIrrfrir  ©imqmttg, 

ELECTRICAL   SUPPLIES 

264.266-268-270   Fifth   Avenue.   Chic&go 

GENERAL  WESTERN  AGENTS.  THE  OKONITE  COMPANY,  Ltd. 
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THE  PIONEER-THE  LEADER 


The  Union  Switch  &  Signal  Company  was  the  pioneer  in 
signaling  and  interlocking  in  the  United  States,  and  has  always 
remained  the  leader. 

For  years  the  company  was  run  at  a  loss.  It  was  developing 
the  art  and  creating  the  market.  But  for  the  fortitude,  the  deter- 
mination, and  the  resource  of  one  man,  the  company  would  prob- 
ably have  died  years  ago. 

The  Toucey  &  Buchanan  Interlocking  Switch  and  Signal  Com- 
pany of  Harrisburg  was  organized  as  far  back  as  1878;  possibly 
a  year  or  two  earlier.  In  1882  The  Union  Switch  &  Signal 
Company  was  incorporated,  being  a  consolidation  of  the  Toucey 
&  Buchanan  Company  and  the  Union  Electric  Company  of  Boston. 
In  the  years  that  have  elapsed  since  then,  The  Union  Sw^itch  &  Signal 
Company  has  developed  a  great  manufacturing  business.  The  sales 
in  the  last  two  years  were  over  $10,000,000;  but  it  has  been  even 
more  an  engineering  business  than  a  manufacturing  business.  The 
professional  spirit  has  always  been  high  in  the  Company,  and  in 
recent  years  has  predominated;  hence  the  high  quality  of  the  product 
of  the  Company  and  the  solid  advance  in  general  and  in  detail. 

The  Company  considers  its  patrons  as  clients,  as  well  as  cus- 
tomers; it  takes  their  interests  into  its  professional  care,  and  its 
engineers  are  always  at  the  service  of  patrons  for  consultation 
and  design. 


Signaling  is  not  merely  insurance.    If  well  designed  it  increases 
the  earning  power  of  Railroads. 


The  Union  Switch  &  Signal  Company 

( Grand  Prize  at  the  Louisiana  Purchase  Exposition ) 

Qeneral  Office  and  '^^orlcfi:    S^viaavale^  Pa. 

iVIonadnoclc  Bloclc      RHsco  Bulldlnflr      Sovereign  BAnIc  Bulldlns      Central  Bulletins 
CHICAQO  ST.  UOUIS  IVfOINTREAL.  IVEW  YORK 
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Style  ''B"  Electric  Semaphore  Signal 


ilrilon^rctric 


DOUBLE  ARM  MCCMAMSM 


t 


tl 


nmcc-  nsmoN  mkhamism 


lOrACTURto^ 


•^^^-. 


rCft 


OrpTTSBUIKM. 


acND^  orricc  and  works: 


:' 

^ 

K 

M  LOIMTft  CA8£. 


A/vtANtnKNTw'sntvkGKaArrrHKa 


STVUE 


^^r>^^ 


The  Style  *'B"  is  not  a  contrivance  hastily  got  up  to  catch  the 
market.  It  has  been  developed  through  eleven  years  of  actual  use. 
Over  26,500  were  sold  before  April,  190S,  and  as  it  stands  to-day  the 
Style  '*B''  embodies  the  experience  and  the  suggestions  of  scores  of 
Signal  Engineers,  who  are  responsible  for  service  results. 

It  is  used  for  Automatic  Blocking,  for  Power  Interlocking,  for 
Distant  Signals  in  Mechanical  Interlocking,  for  protecting  Outlying 
Switches,  Tunnels,  Curves,  Drawbridges,  Gauntlets,  and  other 
dangerous  points. 

It  is  equally  adaptable  to  A.  C.  or  D.  C.  operation,  the  only 
changes  being  in  the  motor  and  the  slot  magnets. 

The  Union  Switch  &  Signal  Company 


CJen^rcil   Office   and    W'ork«:    Swi^^fivali^,    F>«t. 


IVfonadnotfk  t)look 
CHIOAOO 


ST.  UOUIS 


S«>verei|cii  Bitiik   tildic. 
IVfOINTRKAU 


Central  tildic. 
.NEW  YORK 
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Typical    Block    Signal,    New    York    Subway, 
showing  also  Train   Stop, 


Instrument  Case   in   Advance  of   Block   Signal, 
New   York   Subway, 


In  the  use  of  Alternating  Current 
Track  circuits  for  signaling  Electric 
Railroads,  the  Union  Switch  &  Signal 
Company  was  the  pioneer  and  owns 
controlling  patents. 

The  first  installation  ever  made  of 
signals  of  this  class  was  by  the 
Union  Company 
on  the  North 
Shore  Railroad 
in  California. 
This  was  quickly 
followed  by  in- 
stallations in  the 
New  York  Sub- 
way, on  the  Long 
Island  Railroad, 
the  West  Jersey 
and  Seashore, 
the  Philadelphia 
Rapid  Transit, 
and  the  New 
York,  New  Hav- 
en and  Hartford. 
The  subway  in- 
stallation was 
the  boldest  and 
themostoriginal 
signaling  pro- 
ject ever  under- 
taken and  it  has 
been  a  brilliant 
success. 

Solenoid  Curve  Signals, 
Interborougb   Rapid  Transit. 


The  Union  Switch  & 
Signal  Company 

General  Office  and  Works:   Swissvale,  Pa. 


Inductive  llonds  in   Place  in   Track. 


Monadnodi  Block 
CHICAGO 


Frisco  Bldg. 
ST.  LOUIS 


Sovereign  Bank  Bldg. 
MONTREAL 


Central  BIdr. 
NEW  YORK 
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POWER    INTERLOCKING 
ELECTRO  =  PNEUMATIC 


View  North  From  "K"  Street  Tower -Washington  Terminal. 


The  Washington  Terminal  is  a  fine  example  of  the  latest  practice 
in  Power  Interlocking  with  upper  quadrant  signaling.  Track  circuit 
locking  is  used  instead  of  mechanical  detector  bars,  and  all  signals, 
in  their  control,  are  semi-automatic  over  all  routes.  The  addition  of 
these  safety  factors  for  terminal  working  is  a  recent  development  in 
the  art,  and  is  not  only  practicable  but  comparatively  simple  in 
Electro-Pneumatic  Interlocking. 

The  Illuminated  Track  Models  designed  and  made  by  the  Union 
Switch  &  Signal  Company  for  the  Washington  Terminal  interlocking 
are  the  best  examples  of  this  advance  in  the  art  that  have  yet  been 
produced. 

The  Union  Switch  &  Signal  Company 

Oeneral    Off  lee    and    >Vorlc«s    S^w^lAAvale,    Rcu 


IVfonadnoelc   BIogIc 
CHICAOO 


RrlsGo   Bids* 
ST.  L.OUIS 


Aovorelsn   Banlc   Bids* 
iVtOIVTRBAU 


Central   Bld0. 
INBW  YORK 
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POWER  INTERLOCKING-ELECTRIC 


Union  Electric  Switch  and  Lock  Movements. 

The  Union  Switch  &  Signal  Company's  reputation  for  high-class  design,  material,  and  workmanship 
is  sustained  in  its  Electric  Interlocking.  The  remarkable  combination  of  compactness,  simplicity  and 
accessibility  secured  in  the  design  of  the  electric  switch  and  lock  movement  is  seen  in  the  photograph 
above. 


Mechanical  Lead-outs,  Showing  Deflection  Stand  and  Box  Cranks. 

MECHANICAL  INTERLOCKING. 

The  UnicMi  Company  was  tlic  pioneer  and  the  misNionary  in  educating  the  pen])le  of  tlie  United  States 
in  the  use  of  Interlocking.  It  has  always  kei>l  its  pre-eminence  in  that  field.  Its  Mechanical  Interlocking 
has  set  the  standards  of  the  nation. 

The  advantages  of  the  deflection  stand  over  the  box  crank  in  directness,  compactness  and  simplicity, 
arc  shown  in  this  view  of  a  nieclianical  interlocking. 

The  greatest  advantage  of  this  device  over  a  box  crank  i^^  lliat  it  permits  of  connections  being  run 
in  both  directions  by  '"lugging  back." 

The  Union  Switch  &  Signal  Company 


Qeneral  Office  and  ^^orks:  S^vlssvale,  Pa. 


IVf  onadnoGk  BIogIc 
CHICAaO 


RrlsGO  BlUff. 
ST.  L.01J1S 


Sovereign  Bank  Bids- 
MO.NTRBAU 


Central  Bids. 
INB^V  YORK 
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Controlled  Manual  Block  Systems 


Electric    lljah    Speed    Train 
Staff, 


Union  Electro- Mmnvtil  Tnitruinent. 


KlrctHc   High    Spcfd   Train 


The  Union  Lock  and  Block  System  on  the  New  York  Central  & 
Hudson  River  Railroad  between  New  York  and  Buffalo^  and  the 
Union  Electric  Train  Staff  System  on  the  Southern  Pacific  between 
Rocklin  and  Truckee,  arc  typical  examples  of  this  Company  s  Con- 
trolled Manual  systems  for  double  and  single  track  operation 
respectively. 

The  Union  **  Electro  Manual"  Block  system,  the  operating 
machine  of  which  appears  above,  is  adapted  to  either  single  or  double 
track  operation  and  possesses  the  merits  of  simplicity,  reliability  and 
cheapness. 

The  Union  Switch  &  Signal  Company 


Oerieral  Offtee  and  'W'ork;^:    fiwl^svale,  F^a.. 


IMonadnoelc   Ellocic 
ei-tlC^AOO 


ST.  L,OUlS 


AlOrNXRBAL, 


Central  Bids* 
NBW  YORK 
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The  Electro-Gas  Signal 

Manufactured  by 

THE  HALL  SIGNAL  COMPANY 

Is  the 

PREMIER  AUTOMATIC  SIONAU 


No  Independent  Power  Semaphore  Signal  has  yet  been  devised 
which  can  approach  the  Gas  Signal  in  reliability  of  operation,  quick- 
ness of  action,  economy  of  maintenance  and  safe  working ;  and  no 
automatic  semaphore  signal  of  any  design  has  given  the  satisfaction 
and  freedom  from  failures  as  has  this  signal.  A  careful  investigation 
into  its  merits  is  requested  of  all  Signal  Engineers  before  deciding 
on  the  type  of  signal  to  be  installed  on  their  roads.  The  users  of  the 
gas  signal  are  its  best  advertisers.  This  is  especially  true  on  rail- 
roads where  other  types  of  signal  are  used  along  with  the  Gas  Signal. 


This  Signal  is  Manufactured  Solely  by 

THE  HALL  SIGNAL  COMPANY 

Who  are 

Engineers  and  Manufacturers  of  Signaling  Devices 

Including 

Automatic  Disc  and  Semaphore  Signals,  Lock  and  Block  Apparatus,  Train  Order 
and  Station  Signals,  and  all  kinds  of  Signaling  Devices. 


This  Company  is  now  prepared  to  furnish 

Automatic  Signal  Systems  for  Electric  Railroads 

These  systems  are  supplied  without  insulated  joints  in  the  main  track,  result- 
ing in  greater  simplicity  and  no  loss  to  the  return  traction  current. 


1423  Monadnock,  Chicago  25  Broad  Street,  New  York 

Works:    Garwood,  N.  J. 

Sec  also  pages  21  and  25. 
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Send   for   Catalogue 


THE  BEST  SCHEDULE-SAVER  IS  THE 

Certainty 

OF  A 

Clear    TracK 

EQUIP  YOUR  LINES  WITH  UNITED   STATES 
ELECTRIC  SIGNALS 

United  States  Electric  Signal  Co. 

West  Newton,  Mass.,  U.  S.  A. 


BlaKe  Dispatcher's  Signals 


A   train   order   signal   under  control   of  dispatcher* 
enabling  him  to  set  a  semaphore  and  red  light  at 

any  point.    Saves  time,  may  save  accidents. 

Write  for  descriptive  pamphlet* 


S^e  fflso  p^&^  ^9t  Signal  dictionary. 

BLAKE  SIGNAL   &  MFG.   CO.,   246  Summer  Street,   BOSTON,  MASS. 


Enreka  Aufomatie  Electric  Sipals 


EUREKA  SEMAPHORES 


CONTROLLER 


EQUIPPED  WITH  LANTERNS  OR  SEMAPHORES 
FOR  ELECTRIC  ROADS 


STANDARD  INSTALLATIONS  ARE: 

EUREKA  TWO-WIRE  SYSTEM 

(Car-countinff) 

EUREKA  SINGLE-WIRE  SYSTEM 

(Non^car-countinff) 

EUREKA  CROSSING  BELLS 

EUREKA  STEAM  CROSSING  SEMAPHORES 

EUREKA  CAR  SPACERS 

For  Double-track  Roads 


We  are  prepared  to  bid  on  all  Special  Signal  Work  for  Electric  Roads 


L 


EUREKA  AUTOMATIC  ELECTRIC  SIGNAL  CO. 

TAMAQUA,  PENNA. 
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J^MERICAN  RaILWAY^IGMALCo 


DESIGNERS  and  MANUFACTURERS  of  BLOCK  SIGNALING  and 
INTERLOCKING  APPARATUS,  SWITCH  INSTRUMENTS.  ELEC- 
TRIC SWITCH  LOCKS,  RELAYS,  CROSSING  ALARMS,  Etc.,  Etc. 


THE  SIGNAL  WITHOUT  A  DASHPOT 


Our  AUTOMATIC  ELECTRIC  BLOCK  SIGNAL  has  features  that 
place  it  far  ahead  of  anything  yet  developed  for  AUTOMATIC 
BLOCK  SIGNALING. 

A  three  years*  test  on  one  of  the  largest  Railroad  Systems,  and 
the  later  equipping  of  an  entire  division,  is  positive  proof  of  our 
statement. 

The  elimination  of  the  DASHPOT  avoids  all  failures  incident 
to  the  Dashpot  construction. 

Our  RELAYS  have  all  terminals  protected  and  meet  all  the 
latest  requirements. 


THE  PERFECTION  OF  OPERATION 


The  AMERICAIN  RAIUNVAV  SIQINAUCO. 

CLEVEL.AIND,   OHIO 


SO 


THE  HALL  SIGNAL  COMPANY 

was  the 

PIONEER  OF  THE  ELECTRIC  SEMAPHORE  SIGNAL 

and  its 

Style  "F"  Motor  Mechanism 

is  the  Development  of  Eighteen  Years'  Experience. 


This  Signal  is  manufactured  in  quantity  lots,  with  parts  inter- 
changeable, and  as  now  built  is  the  Most  Satisfactory  and  Reliable 
Electric  Semaphore  in  the  market. 


The  Hall  Lock  and  Block  System 

FOR  SINGLE  OR  DOUBLE  TRACK,  IS  NOW  READY 

This  Company  is  prepared  to  furnish  a  Lock  and  Block  System 
which  will  meet  all  traffic  conditions,  with  or  without  track  circuit, 
according  to  requirements.  An  investigation  into  the  merits  of  the 
Hall  Lock  and  Block  System  is  solicited. 


THE  HALL  DISC  SIGNAL 

Known  as  the  "  Old  Reliable,"  has  never  been  equalled  in  efficiency 
and  economy  of  operation  by  any  automatic  signal.  Its  popularity 
among  its  users  has  never  decreased. 


THE  HALL  SIGNAL  COMPANY 

Solicits  inquiries  for  all  Signaling  Propositions. 
It  is  prepared  to  furnish  plans  and  estimates  promptly  upon  application. 

1423  Monadnock,  Chicago  25  Broad  Street,  New  York 

Works:  Garwood,  N.  J. 

See  also  pages  18-2.*). 
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TKe   Continental    Signal    Company 

CHICAGO 

Designers,    Manufacturers   and    Constructors    of   BlocK 
and   InterlocKin^   Railivay  Signals 

AUTOMATIC     TORPEDO     SIGNAL 


With  Ouard  RuU 


FoeUlozi  of  ToruHlo  when  'T^eftr 

Track  - 


For  use  at  any  and  all  danger  points, 
switches^  crossings,  drawbridges,  blocks. 
e:c. 

Can  be  used  independently,  or  in  con- 
nection with  visual  signals  already  in- 
stalled. 

Simple  and  cheap  to  maintain.  Elec- 
trically controlled. 

Caaodt  be  "ran-by"  to  darkacu  aad  fogs 
wllbtiut  audil^Le  wamLof 


without  Gurtnl  H*il 


Posit  It)  n  of  TprjM»<t<>  ao  plared  hj  the  Umln 


ZORaE     SAPETV     RAIUWAV     EQUIRiVlEIVT     CO, 

iospectlon  Soltclied  435  Postal  Telegrapii  Building,  Chicago,  HI. 


McCUNTOCK  MAIMFACTUMG  CO. 

ST.   PAUL,    MINN. 

CHICAGO  Branch   Offices  NEW  YORK 

Manufacturers  of 

AUTOMATIC  SEMAPHORE  SIGNALS 
HIGHWAY  CROSSING  SIGNALS 
MERCURY    CONTACT    RELAYS 

AND 

SIGNAL  SPECIALTIES       .  , 


s& 


General  Bectric  Omtpan 


Automatic  Railway  Block  Signals 


Reliable        Simpl 


Durable 


Type  M-113 

operating  parts  few  in  number — 
easy  of  access  and  readily  removed. 

Can  be  converted  from  downward  to 
upward  moving  in  a  few  minutes. 

Prices  and  Particulars  on  Application 


New  York  Office 
30  Church  Street 


Principal  Office 

Schenectady^  N.Y. 


Sales  Office 
all  large  cit 
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THE  RAILROAD  SUPPLY  COMPANY 


MANUFACTURERS,  DESIGNERS  AND  PATENTEES 


OF 


RAILWAY  SIGNALING   APPARATUS 
AND  MATERIALS 


GENERAL  OFFICES  AND  FACTORY 

CHICAGO,   ILL 

BRANCH  OFFICES 

NEW  YORK      SAN  FRANCISCO      DENVER      ST.  LOUIS 
ST.  PAUL  AND  OTHER   PRINCIPAL   CITIES 


HIGHWAY  CROSSING  ALARMS 
ELECTRIC  BLOCK  SIGNALS 
TRAIN  ORDER  SIGNALS 
GENERAL  SIGNALING  AND  SIGNAL 
MAINTENANCE  SUPPLIES 
THE  R.  R.  S.  DERAILER 

CATALOGS,    PLANS    AND    ESTIMATES    ON    APPLICATION 


M 


A    SIONAU    SYSTEM 

Is  as  Strong  as  its  Weakest  Point. 


DO  YOU  THOROUGHLY   INVESTIGATE 

The  Merits  of  all  the  Auxiliary  Apparatus  Used  on  Your  Road? 


DO   VOU    USE 

The  Hall  Electro-Mechanical  Slot? 

If  not,  you  are  not  using  the  best  of  its  kind. 


HAVE    VOU    SBBIN 

THE  HALL  TYPE  "EG"  RELAY? 

This  is  entirely  new  and  original.  It  is  designed  with  glass  on  four  sides 
and  top  ;  the  magnets  are  mounted  on  heavy  glass,  so  that  the  working  parts 
are  more  easily  seen  than  with  any  other  type  of  relay.  No  insulation  bushings 
are  used,  which  eliminates  the  annoying  and  costly  breakages  of  these  parts. 
Binding  posts  cannot  turn.  Magnets  are  form  wound.  All  the  specifications 
of  the  Railway  Signal  Association  are  met  in  this  relay.  When  you  see  it 
you  will  use  no  other. 

This  Company  also  manufactures  an  original  design  of  relay,  with  coils 
mounted  on  brass  base,  and  with  only  one  gasket  between  the  glass  en- 
closure and  the  base.  This  relay  also  meets  the  Railway  Signal  Association 
specifications. 

It  also  continues  to  manufacture  the  slate  and  porcelain  base  relays,  the 
merits  of  which  are  so  well  known. 

THE  HALL  TYPE"E"  SWITCH  BOX 

Is  the  best  switch  box  made.     Knife  blade  contacts,  forced  both  ways  me- 
chanically, are  used»  which  insures  a  positive  make  and  break. 


THE  HALL  TYPE  "EG"  LIGHTNING  ARRESTER 

Is   being   made   the   standard   on   a   number  of  the   largest   railroads.     Its 
supremacy  over  the  other  types  is  universally  recognized. 


THE    HALL    SIGNAL   CO. 

Is  prepared  to  install  Automatic  Signal  Systems  with  the  ELECTRO  GAS,  ALL  ELECTRIC  SEMAPHORE 
or  ENCLOSED  DISC  SIGNALS.  It  is  prepared  to  install  LOCK  AND  BLOCK  SYSTEMS  to  meet 
all  requirements;  to  furnish  and  install  TRAIN  ORDER  and  STATION  SIGNALS.  Its  ELECTRO- 
MECHANICAL SLOT,  RELAYS,  LIGHTNING  ARRESTERS,  SWITCH  BOXES,  SWriCH  AND 
TOWER  INDICATORS,  and  other  auxiliary  apparatus  are  the  best  of  their  respective  kinds. 
INVESTIGATE  THEIR  MERITS.  ALL  SIGNALS  INSTALLED  ON  EITHER  "NORMAL  SAFETY" 
OR  "NORMAL  DANGER  »*  PLAN,  as  may  be  specified. 

1423  Monadnock,  Chicago  25  Broad  Street,  New  York 

Works:  Garwood,  N.  J. 

See  also  pages  18-21. 
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STOP!      LOOK!!      LISTEN!!! 


Do  you  want  to  eliminate  all  wood  In 
lead  outs? 

Do  you  want  carriers  attached  to  inde- 
structible foundations  by  means  of 
indestructible  iron  base  and  clamping 
plates  ? 

Do  you  want  to  economize  in  construc- 
tion and  maintenance  ? 

THEN  —  Send  for  our  catalosrue  and 
learn  how^. 

Buffalo  Railway  Supply  Co. 

BUFFALO.  N.  Y. 


ONE  JOURNAL  AND  ONLY  ONE^ 


Imiroobl^eia^ette 


— prints  all  the  news  and  authoritative  information  progressive  railroad  men  want. 
Railroad  Age  Gazette  does  this  week  in,  week  out,  month  after  month,  the  whole 
year  *round.     To  keep  fully  posted  you  must  read 

D  ATT  DA  An  Ar'T?  P  A7T7TTT7  ^3  fulton  st.,  new  york 

IV/VlLilVU ALI   AVlEy   \lJ\ijEj  i  1  £y   160  HARRISON  ST.,  CHICAGO 

Ask  for  a  sample  copy^-gladly  sent  on  your  request. 


UNIVERSAL  PIPE  CARRIERS 

(STIU^S    PATENT) 

Malleable  Iron    All  Parts  Interchangeable    Simple— Get-at-able— Cheap— Efficient 
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PIPE  LINE  INSULATIONS. 


INSULATED  RODS. 


& 

a 

8 


STANDARD  ADOPTED  BY 
EASTERN  TRUNK   LINES. 


The  only  anti-friction  transverse 
or  cross  lead  carrier. 


Line  Carriers. 

IVfanufactured   Bxeltislvely   by 


T.   OEO.   STILrES   OO. 

g  Desisrners  and  Manufacturers  of 

Railroad,  Signal,  and  Interlocking  and  Third  Rail  Appliances  and  Supplies 

Sole  Msnufacturm  of  Weaver  Patent  Draw  Bridge  Lift  RaO  Locking.  IVf  ain  Offfloe  and  Raetory,  ARLJINQTO.'V,  IN-  •!. 


f 
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Complete   Cell,   Signal   Model 


Assembled    Elements,    Fastened   to   Cover 


The  "BSCO"  Primary  Battery 

for  operating  automatic  electric  block  signsJs,  crossing  bells,  and  similar  uses, 
is  the  latest  and  most  improved  form  of  the  Lalande-caustic-soda,  or  copper-oxide 
type  of  battery.  It  is  distinguished  from  other  Lalande  batteries  by  the  fact  that 
the  elements  for  renewal  are  assembled  in  the  factory  and  "shipped  in  the 
altogether,"  thereby  reducing  the  labor  and  cost  of  renewing.  , 

fl  The  component  parts  of  the  "  BSCO  "  cell  are  a  porcelain  jar  and  cover  and  a 
suspension  bolt,  constituting  the  permanent  parts,  and  copper-oxide  and  zinc 
plates  attached  to  a  supporting  frame,  forming  the  elements,  which,  together  with 
a  can  of  soda  and  a  bottle  of  oil,  are  the  "  renewals,**  or  consumable  parts. 

fl  To  insert  a  new  set  of  elements  it  is  only  necessary  to  loosen  and  screw  up 
again  the  thumb  nut  on  the  suspension  bolt.  There  are  no  loose  parts  to  be 
mislaid  and  lost.  There  is  likewise  only  one  electrical  connection  per  cell  to  be 
made.  No  parts  which  have  been  in  the  solution  need  be  handled  or  cleaned, 
and  it  is  impossible  to  make  a  wrong  connection. 

Q  As  the  copper-oxide  and  zinc  plates  are  fastened  to  the  hanger  at  the  factory, 
it  is  possible  to  place  them  very  close  together  without  danger  of  short-circuiting, 
thereby  reducing  the  internal  resistance  and  increasing  the  available  EL  M.  F. 
The  zincs  do  not  project  out  of  the  solution  and  are  not,  therefore,  subject  to 
eating  off  at  the  solution  line. 

fl  The  capacity  of  the  "BSCO**  Signal  Model  is  350  ampere  hours,  and  the  cost 
of  both  permanent  parts  and  renewals  is  less  per  ampere  hour  than  in  the  case 
of  Gladstone-Lalande  or  other  Lalande  batteries.  "  BSCO  **  renewals  can  be  used 
with  all  commercial  Lalande  cells. 

^  Send  for  Battery  Book  "  D  "  and  for  sample  cell. 


BATTERY  SUPPLIES  CO.,  148  Avon  Ave.,  NEWARK,  N.  J. 
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SdOENMEHL'S 

PRIMARY 

BATTERY 


Made  in  Porcdain,  Steel-Enamel  and  Glass  Jar  Types 

fl  This  construction  is  our  latest  achievement  in  constant  current 
batteries.  Sizes  range  from  125  ampere  hours  to  I  100  ampere 
hours  capacity. 

fl  Both  electrodes  are  cylindrical.  They  are  rigidly  suspended 
from  the  cover,  and  interior  short-circuiting  by  contact  of  the 
electrodes  is  impossible. 

fl  Short-circuiting  on  the  solution  line  of  the  electrolyte  is  posi- 
tively prevented  by  the  porcelain  insulator,  which  is  securely 
fastened  between  the  positive  electrode  and  the  cover. 

fl  Renewals  can  be  made  without  touching  the  exhausted  parts 
with  the  hands— an  improvement  not  to  be  underestimated  by 
one  experienced  in  the  handling  of  caustic  alkaline  batteries. 
Three  thumb  screws  on  the  top  of  the  cover  control  the  entire 
renewal  operation. 

^  There  are  but  two  parts  to  the  renewal — a  positive  and  a 
negative  element. 

fl  Steel-enameled  jars  are  fitted  with  solution  tight  covers  for 
marine  work. 

fl  We  make  to  order  cylindrical  electrodes  to  fit  any  of  the 
standard  makes  of  battery  jar  covers. 

q  OUR  GUARANTHH.  — Non-freezing  — no  interior 
short-circuiting— a  higher  E.  M.  F.  and  greater  out- 
put than  any  other  cell  of  similar  type  and  size. 

General  Sales  Agents,  RRYANT  Jm  (]|0m  of  Chicago  and  New  York. 

WATERBURY  BATTERY  CO. 

Watepbupy,    Conn.^   U.    S.   A. 
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Ube  ''Cblotibe  accumulator"  tot  Signal  Moth 

85    ROADS    ARE    OPERATIN(;    62,000    CELLS 
FOR  SIGNAL  AND  INTERLOCKING  SERVICE 

THEELEGITOGSrORACEBATTEinrOO. 

PHILADELPHIA 

NEW  YORK.  BOSTON,  CHICAGO.  ST.  LOUIS,  CLEVELAND,  PITTSBURGH.  ATLANTA.  SAN  FRANCISCO,  TORONTO 


BANKS  SIGNAL  BATTERY 


We  have  done  what  others  failed  to  do ;  that  is,  lo  givias  you 
a  battery  having  Long  Life,  Heavy  Output  at  a  High  and 
Constant  Voltage  t  Low  Internal  Resistance  *  combined  with 
the  Most  Simple  Cofxstruction  of  any  Battery  in  the  market. 

to  r«cti«nrinir  the  BANKS  SIGNAL  BATTERY,  th«re  mtt  Abso- 
lutely no  parts  to  hindle  that  fmve  he^a  jmcnerftrd  in  th«  solution, 
and  we  will  GUARANTEE  that  we  canBav«  you  timeartd  money 
In  our  method  of  rechargrlng. 

Banks  Electric  and  Manufacturing  Co. 

BEDFORD    PARK,    NEW   YORK    CITY 


GORDON 

PRIMARY 

BATTERIES 

far 

Railroad  Signals 

Crossing  Bells 

Gas  Engine 
Ignition 

Telegraph  and 
Telephone. 

I         ^  ^^^^V    ^^H   ^^^^  about  It ;  par- 

I  ,  *     ^H   ticularly    about    the 

^      ^^^^V  W^  MmpticJty,  hijh  eFfi- 

ciency,  ^tiarantted 
capacity,  east  of  handling  and  economy  of  main^ 
tenancf. 

The  standard  on  many  of  the  larje  railroad  fy stems. 

SerKJ  fur  eatato^ue  and  further  information. 

GORDON  BATTERY  COMPANfY 

ALDENE-ROSELLE,  N,  J. 


J=M  Insulated  Coupler 

— FOR — 

Railway  Signal  Systems 


WHEREVER  insulated  pipe  coupling  joints  are 
necessary  in  railway  signal  systems,  this  device 
is  without  an  equal.  As  the  illustration  shows,  it  is 
very  substantially  constructed,  and  it  combines,  to  a 
remarkable  degree,  great  mechanical  strength  and 
high  electrical  insulation.  All  parts  under  strain  are 
insulated  with  heavy  sheet  mica,  which  cannot 
crush  or  squeeze  out  —  even  under  the  greatest 
strains,  and  the  strength  of  the  device  is  limited  only 
by  that  of  the  metal  parts.  The  sheet  mica  insula- 
tion is  perfectly  protected  from  external  moisture  by 
being  hermetically  sealed  in  the  outer  casting  with 
our  well-known  Moulded  Mica  Insulation. 

H.  W.  JOHNS-MANVILLE  CO. 
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Milwaukee 

Chicago 
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Pittsburg 
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San  Francisco 
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New   Orleans 

Seattle 

Dallas 

Kansas  City 

Lon<lon 

and  Battery  Supplies 


No,  20290 
INTERLOCKING   RELAY 
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p^RVAINT    ^INC    C^OMPAINV 


CHICAGO 


RAII^WAY    SUPRHES  rNtvVV     YOI<K 


^0 


ATLANTIC      INSUL.ATED     WIRE 

AND     CABLE     CO. 

IVIANUrAO-rURKRa 

OF- 

\A/IRES  AND  CABLES 

FOR 

SIGNAL 

\A/ORK 

OF-F-ICK 

F-AOXORV 

120  l-IBERXV   SX. 

SXAIVIRORD 

IME\A/  VORK 

OOIMIM. 

REeORDINTG    INSXRUIVIENXS 
F^OR     SIGIMA.1^      service: 

Thpy  rei^lstpr  autumarltally  and  rontlniioui^l.v  In  Ink  ofi  n  leroJvIng  cUnrt 
ju«t  wluu  ih**  ui»i*ra:iri);  ]iri*M«un\  voliajfe  or  cutii-nt  has  breu  duy  and  f)igUU 
Tmpi]   by  III  MUM  uf  ttiL*  lurj^'tfst  sy^U'iiiiJ^ 

(ijiee  pnges  -irjL!  jind  -i'^T.) 

rmtTARLK  liiifi  STATIONAUY  iilX^*>lU)rX<;  rUKWSfUE  GAVGRS  for 
Htt-nm.  Air  un<i  WaTf-r.  l't>ltTAr*LK  niid  ^TATInXAUV  KKrollUING  VOLT- 
MKTICUS  and  AMMKTKUS.  Alwj  nw  nr^v  Itt'twdiOK  W.\L  Tl,  BRISTOL 
MILL!  VOLT METKKS  nrid  SlIT-rAMMr/rKUS.  IMinJlthKliS  to  reciter 
tlwt*  B I  KM  a  Is  are  sl^,  train  iimvements,  i^u\ 

THE     BRISXOL.     COXiRAIVY 


WATCRBURV.    CONN., 

114  Liherty  Street  43  Vescj*  Street 

NEW  YORK  XEW  YORK 


U.    S.    A. 


Monndnt)Ck  Bulldiaff 
CHICAGO 


FLEXIBLE  METALLIC 

SEM4PH0RE  BLADE 


FOR  DWARF  SIGNALS 


pi  J^VlOf  KL^Will  not  cup,  bend,  or  hrt-ak  under 
^^mmammmtm^^^m       any  ordinary  conditions. 

|Li  br'i' A  ¥  ¥lf"^^M  ade  of  clock  sprinj^  steel  treated 
■i^^^a^^^HB^^       by  a    copper    solution    to    prevent 
rustinj». 

pOQT*E'^*Tn[01U Covered  with   rul)l>er  and  sur- 

^^^a^mmam^a^ima^K^Km       rounded  by  a  rubber  cushion 
to  avoid  injury  to  trainmen. 

Maximum  face  always  shown 

BLANK  &  RUSSELL 

Wllkiiisbiirg,  Pa. 


HAZARD 
HIGH  GRADE 


TRADE 


RUBBER  INSULATED 

WIRES  AND  CABLES 

FOR. 
TELEPHONE,  TELEGRAPH  AND 

RAILROAD    SIGNALS 


HAZARD    MFG.  CO. 


WILKE8-BARRE,  PA. 
NKW  YORK  PITTSBUROH 


CHICAaO 
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Styles    and 

Sizes 


HAYES    TRACK    APPUANCE    CO. 


20,000 

in  use  on  300 
Railroads 


Geneva,  N.  \. 


SEMAPHORE   SIGNAL   LANTERNS 

And  Lanterns  for  Every  Department  of  Railway  Service 

A  NEW  LONG-TIME  BURNER  WITHOUT  CHIMNEY 
FOR  SWITCH  and  SIGNAL  LANTERNS 

Endorsed  by  railroad  superintendents  after  comparative  road  tests ; 
^ives  high  candle-power  after  100  hours'  run;  saves  in  first  cost,  in  cost  of 
chimneys  and  in  oil  ;  burner  and  fount  can  be  supplied  for  any  make 
of  lantern. 

PETER  GRAY  &  SONS  (Incorporated),  86-88  UNION  ST.,  BOSTON,  MASS. 


Bstablished  1878 


Member  National  Association  of  MnnnfacturerM 


WESTERN  WIRE  SALES  COMPANY 


WESTERN  DISTRIBUTORS 


"MACONITE" 


means 


tt 


PERFECT" 


UnequaUed 

for 

Life,  Service 

and 

Durabilify 


The  Standard  for  Signal  Work 


••Maconite"  Wires  and  Cables  are  Perfect.  They  have  been  tested  by  the  best  authorities 
on  rubber  insulation  and  found  to  be  of  the  highest  qualities.  That  is  why  they  are  the  Standard 
for  3is^nal  Work  and  for  all  purposes  whero  a  hi<;^h  grade  insulated  wire  is  required. 

Made  in  accordance  with  any  specifications. 

We  also  solicit  your  inquiries  for  Weatherproof  and  Bare  Copper  Wires  and  Cables  of  every 
Description.     Magnet  Wire,  Etc. 

Schwarze  Universal  Bells  for  R.  R.  Signals,  Crossings,  Etc,  and  for  all  purposes  where 
an  electric  bell  is  desired.     Has  revolutionized  bell  practice. 


356  Dearborn  Street 


Ctiicago,  Illinois. 


3% 


ADI-AK 

NON-SWEATING  BALANCED  DRAUGHT 


IGIMAI-.    ImAIVIPS 


Maximum  Signalling  Power.    No  Fogging  of  Lenses 

SEMAPHORE  LAMPS  ENGINE  CLASSIFICATION  LAMPS 

TRAIN  ORDER  LAMPS  COACH  MARKER  LAMPS 

SWITCH  LAMPS  BRIDGE  LAMPS 

Adlake  Long-Time  Burners  for  All  Types  of  Signal  Lamps 


THE   ADAMS   ^   WESTLAKE   CO. 

NEW  YORK  CHICAGw  PHILADELPHIA 

Dixon's  Graphite  Products 

For  Signal  Work 


Silioa«Graphite  Paint 


Full  exposure  to  summer  sun,  wind -driven  dust  and  winter  storms,  and  the  abrasion  from 
contact  with  rollers  make  unusual  protection  imperative  or  demand  frequent  repainting  of  pipes. 

Dixon's  Silica-Graphite  Paint  provides  the  unusual  protection.  Due  to  the  inert  pigment,  this 
paint  is  not  readily  affected  by  atmosphere  conditions.  Because  of  the  lubricating  qualities  of  the 
pigment,  it  minimizes  mechanical  abrasion. 

This  is  not  theoretical  merely,  Dixon's  Silica-Graphite  Paint  has  been  and  is  being  successfully 
used  for  the  protection  of  sij?nal  pipe  lines  by  many  large  railroads. 


Ripe-Joint  Compound 


For  making  up  all  i)ipe  connections,  Dixon's  Graphite  Pipe-Joint  Compound  is  invaluable.  It 
has  over  twice  the  hulk  of  red  load  and  therefore  jxoo>  farther,  Trever  sets,  and  perfectly  prevents 
rust  and  all  corrosion. 


Waterproof  Orease 


Dixon's  Graphite  Waterproof  Grease  meets  all    lubricating   conditions    in    railway'    switch    and 
signal  mechanism.     There  is  not   space  here  for  all  the  information — write  for  the  publication, 

'DIXOX'S  GRAPHITE  FOR  SWITCHES  AND  SIGNALS." 

Joseph  Dixon  Crucible  Co.        Jersey  City,  N.  J. 
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